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FV  1993  MILITMY  CONSTRUCTION  TOTAL  OOLIGATIONAL  AUTHORITY  AS  ENACTED 


($  THOUSANDS)  DATA  AS  OF  FES  1994 

■ACTIVE  FORCES . 


ARMY 

NAVY 

AIR  FORCE 

OEFWIOE 

TOTAL 

BY  LOCATION: 

SPECIFIED  LOCATIONS 

INSIDE  THE  UNITED  STATES 
(MEMO-NON-AOO) 

306,070 

253,127 

600.740 

136,850 

(412,030) 

1,296.787 

(412.030) 

OUTSIDE  THE  UNITED  STATES 

7.600 

18.040 

24.590 

50.230 

TOTAL  SPECIFIED 
(MEMO-NON-AOO) 

306,070 

260,727 

618.780 

161.440 

(412.030) 

1.347.017 

(412.030) 

UNSPECIFIED  LOCATIONS 
(MEMO-NON-AOO) 

121,800 

78,000 

96.750 

2.826.977 

(3.580) 

3.123,527 

(3.580) 

***  TOTAL  BY  LOCATION  *** 
(MEMO-NON-AOO) 

427,870 

338.727 

715.530 

2.988,417 

(415,610) 

4.470.544 

(415.610) 

BY  PURPOSE: 

MAJOR  CONSTRUCTION 
(MEMO-NON-AOO) 

306,070 

263.727 

616.530 

231.440 

(415.610) 

1,417.767 

(415.610) 

MINOR  CONSTRUCTION 

UNSPECIFIEO 

5,500 

5.000 

7.000 

12.508 

30.008 

TOTAL  MINOR  CONSTR. 

5,500 

5.000 

7.000 

12.508 

30.008 

PLANNING  AND  DESIGN 

116,300 

70.000 

92.000 

83.168 

361,468 

NATO  INFRASTRUCTURE 

157,965 

157.965 

BASE  RLNMT  &  CLOSURE  ACCT  PT  I 

602.400 

602.400 

BASE  RLNMT  «  CLOSURE  ACCT  PT  II 

1,900,936 

1,900.936 

***  TOTAL  BY  PURPOSE  *** 
(MEMO-NON-AOO) 

427,870 

338,727 

715.530 

2,988,417 

(415,610) 

4,470.544 

(415,610) 

SUMMARY -1 


FV  1993  MILITARY  CONSTRUCTION  TOTAL  0BLI6ATI0NAL  AUTHORITY  AS  ENACTED 


. SUMMARY . 

ARMY 

($  THOUSANDS) 

. NATIONAL  GUARD  FORCES- 

NAVY  AIR  FORCE 

DATA  AS  OF 

QEFWIDE 

FEB  1994 

TOTAL 

BY  LOCATION: 

SPECIFIED  LOCATIONS 

INSIOE  THE  UNITED  STATES 

202.562 

276.459 

479.021 

OUTSIDE  THE  UNITED  STATES 

1.927 

6.600 

8.527 

TOTAL  SPECIFIED 

204.489 

283.059 

487.548 

UNSPECIFIED  LOCATIONS 

10.500 

22.700 

33,200 

***  TOTAL  BY  LOCATION  **• 

214.989 

305.759 

520.748 

BY  PURPOSE: 

MAJOR  CONSTRUCTION 

204.489 

283.059 

487.548 

MINOR  CONSTRUCTION 

UNSPECIFIED 

5.500 

5.000 

10.500 

TOTAL  MINOR  CONSTR. 

5.500 

5.000 

10.500 

PLANNING  AND  DESIGN 

5.000 

17.700 

22.700 

***  TOTAL  BY  PURPOSE  *** 

214.989 

305.759 

520.748 

SUMMARY-2 


FV  1993  MILITMV  CONSTRUCTION  TOTAL  06LIGATI0IML  AUTNORITV  AS  ENACTED 


($  THOUSANDS)  DATA  AS  OF  FEB  1994 

. RESERVE  FORCES . 

SIMMRV .  AMV  NAVV  AIR  FORCE  TOTAL 


BY  LOCATION: 


SPECIFIED  LOCATIONS 

INSIDE  THE  UNITED  STATES 

28.850 

12.000 

22.700 

63.550 

TOTAL  SPECIFIED 

28.850 

12.000 

22.700 

63.550 

UNSPECIFIED  LOCATIONS 

13.300 

3.400 

7.200 

23.900 

***  TOTAL  BY  LOCATION 

42.150 

15.400 

29.900 

87.450 

BY  PURPOSE: 

MAJOR  CONSTRUCTION 

28.850 

12.000 

22.700 

63.550 

MINOR  CONSTRUCTION 

UNSPECIFIED 

4.400 

500 

4.400 

9.300 

TOTAL  MINOR  CONSTR. 

4.400 

500 

4.400 

9.300 

PLANNING  AND  DESIGN 

8.900 

2.900 

2.800 

14.600 

***  TOTAL  BY  PURPOSE  **• 

42.150 

15.400 

29.900 

87.450 

SUMMARY -3 


FV  1993  MILITARY  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  ENACTED 


($  THOUSANDS) 

DATA  AS  OF 

FEB  1994 

. SUPitARY . 

ARMY 

NAVY 

AIR  FORCE 

OEFWIDE 

TOTAL 

BY  LOCATION: 

SPECIFIED  locations 

INSIDE  THE  UNITED  STATES 

231.412 

12.000 

299.159 

542,571 

OUTSIDE  THE  UNITED  STATES 

1.927 

6.600 

8.527 

TOTAL  SPECIFIED 

233.339 

12.000 

305.759 

551.098 

UNSPECIFIED  LOCATIONS 

23.800 

3.400 

29.900 

57,100 

***  TOTAL  BY  LOCATION  *** 

257.139 

15.400 

335.659 

608.198 

BY  PURPOSE: 


MAJOR  CONSTRUCTION 

233,339 

12.000 

305,759 

551.098 

MINOR  CONSTRUCTION 

UNSPECIFIED 

9.900 

500 

9.400 

19,800 

TOTAL  MINOR  CONSTR. 

9,900 

500 

9.400 

19.800 

PLANNING  ANO  DESIGN 

13.900 

2.900 

20.500 

37.300 

***  TOTAL  BY  PURPOSE  *** 

257.139 

15.400 

335.659 

608.198 

SUMMARY -4 


FV  1993  MILITARY  CONSTRUCTION  TOTAL  OSLIOATIMAL  AUTHORITY  AS  ENACTED 


. SUMMARY . 

BY  LOCATION: 

SPECIFIED  LOCATIONS 
INSIDE  THE  UNITED  STATES 

OUTSIDE  THE  UNITED  STATES 

TOTAL  SPECIFIED 

UNSPECIFIED  LOCATIONS 

***  TOTAL  BY  LOCATION  *** 

BY  PURPOSE: 

NEW  CONSTRUCTION 
CONSTRUCTION  IMPROVEMENTS 
PLANNING 

OPERATING  EXPENSES 
MANAGEMENT  ACCOUNT 
SERVICES  ACCOUNT 
UTILITIES  ACCOUNT 
FURNISHINGS  ACCOUNT 
MISCELLANEOUS  ACCOUNT 
TOTAL  OPERATING  EXPENSES 

LEASING 

MAINTENANCE 

MORTGAGE  INS..  PREMIIA4S 
HOMEOWNERS 

***  TOTAL  BY  PURPOSE  *** 


($  THOUSANDS)  DATA  AS  OF  FEB  1994 

■ . ***FAMILY  HOUSIW*** . 

ARMY  NAVY  AIR  FORCE  OEFWIDE  TOTAL 


S8.582 

233.390 

125.464 

417.436 

865 

865 

SB.S82 

233.390 

126.329 

418.301 

1.598.110 

805.037 

1.036.696 

28.400 

3.468.243 

1.656.692 

1.038.427 

1.163.025 

28.400 

3.886.544 

58.582 

233.390 

126.329 

418.301 

92.600 

129.591 

101.298 

323.489 

8.940 

14.200 

7.457 

30.597 

93.678 

68.284 

46.354 

194 

208.510 

64.840 

41.549 

26.633 

375 

133.397 

313.736 

194.110 

261.052 

859 

769.757 

47.036 

23.766 

45.681 

1.893 

118.376 

1.973 

1.068 

9.755 

8 

12.804 

521.263 

328.777 

389.475 

3.329 

1.242.844 

358.241 

104.470 

150.800 

23.559 

637.070 

484.016 

227.909 

387.596 

1.512 

1.101.033 

50 

90 

70 

210 

133.000 

133.000 

1.656.692 

1.038.427 

1.163.025 

28.400 

3.886.544 

SUMMARY -5 


FISCAL  YEAR  1993  MILITARY  CWSTRUCTION  AND  FAMILY  HOUSING 

SUMMARY  BY  STATE  -  COUNTRY 

($  TWUSANOS)  DATA  AS  OF  FEB  1994 


STATE-COUNTRY 

ACTIVE 

FORCES 

GUARD  AND 
RESERVE 

FAMILY 

HOUSING 

TOTAL 

ALABAMA 

11.060 

10.234 

21.294 

ALASKA 

91.816 

4.810 

96.626 

ARIZONA 

19.010 

12.671 

31.681 

ARKANSAS 

30.313 

30.313 

CALIFORNIA 

(MEMO-NON-AOO) 

151.710 

(630) 

4.034 

99.657 

255.401 

(630) 

COLORADO 

34.875 

2.100 

36.975 

CONNECTICUT 

12.500 

2.000 

11.850 

26.350 

DELAWARE 

20.660 

20.660 

DISTRICT  OF  COLUMBIA 
(MEMO-NON-AOO) 

22.700 

(147.300) 

22.700 

(147.300) 

FLORIDA 

55.067 

6.938 

22.500 

84.505 

GEORGIA 

50.280 

6.590 

3.525 

60.395 

HAWAII 

66.280 

23.550 

142.510 

232.340 

IDAHO 

2.450 

2.450 

ILLINOIS 

960 

20.100 

20.000 

41.060 

INDIANA 

6.000 

10.239 

16,239 

IOWA 

17.607 

17,607 

KANSAS 

14.160 

6.497 

20.657 

KENTUCKY 

15.600 

5.000 

8.200 

26.800 

LOUISIANA 

24.720 

11.750 

443 

36.913 

MAINE 

17.300 

17.300 

MARYLAND 

24.544 

24.544 

MASSACHUSETTS 

4.200 

26.800 

31.000 

MICHIGAN 

12.300 

12.300 

MINNESOTA 

14.550 

14.550 

MISSISSIPPI 

12.300 

45.855 

58.155 

SUff«RY-6 


FISCAL  VfAR  1993  MILITARY  COMTRUCTIOM  AMO  FAMILY  H0USIN6 


SMWARY  lY  state  -  COUNTRY 

($  THOUSANDS)  DATA  AS  OF  FEB  1994 


STATE-COUNTRY 

ACTIVE 

F(»CES 

GUARD  AND 
RESERVE 

FAMILY 

HOUSING 

TOTAL 

MISSOURI 

55.270 

2.821 

58.091 

MONTANA 

1.100 

4.100 

5.200 

NEBRASKA 

6.190 

11.675 

17.865 

NEVADA 

6.980 

7,490 

14.470 

NEW  JERSEY 

18.570 

32.605 

1.100 

52.275 

NEW  KCXICO 

20,220 

5.609 

33.431 

59.260 

NEW  YORK 

16.400 

29.450 

45.850 

NORTH  CAROLINA 

59.482 

4.284 

63.766 

(MEMO-NON-AOO) 

(250,000) 

(250.000) 

NORTH  DAKOTA 

16.469 

2.600 

286 

19.375 

OHIO 

12.070 

19.870 

31.940 

OKLAHOMA 

32.430 

11.763 

44.193 

OREGON 

20.014 

20.014 

PENNSYLVANIA 

5.400 

12.700 

18.100 

RHODE  ISLAND 

540 

3.300 

3.840 

SOUTH  CAROLINA 

34.662 

6.601 

351 

41.614 

SOUTH  DAKOTA 

3,444 

6.405 

9.849 

TENNESSEE 

10,000 

11.530 

21.530 

TEXAS 

198.471 

23.935 

25.000 

247.406 

UTAH 

5.517 

7,460 

6.353 

19.330 

(MEMO-NON-ADO) 

(1.700) 

(1,700) 

VERMONT 

600 

800 

VIRGINIA 

76,607 

2,137 

2,300 

81.244 

(MEMO-NON-AOO) 

(12,400) 

(12.400) 

WASHINGTON 

41.430 

4,750 

39.000 

85.180 

WEST  VIRGINIA 

34,350 

930 

35,280 

WISCONSIN 

23,318 

23.318 

SWWARY-7 


FISCAL  YEAR  1993  MILITARY  CONSTRUCTION  AND  FAMILY  HOUSING 

SUMMARY  BY  STATE  -  COUNTRY 

($  THOUSANDS)  DATA  AS  OF  FEB  1994 


STATE -COUNTRY 

ACTIVE 

FORCES 

GUARD  AND 
RESERVE 

FAMILY 

HOUSING 

TOTAL 

WYOMING 

1,050 

1,109 

2,159 

CONUS  VARIOUS 

5,510 

-11,480 

-5.970 

••INSIDE  THE  USA 

1,296,787 

542,571 

417.436 

2.256.794 

(MEMO-NON-AOO) 

(412,030) 

(412.030) 

SUMMARV-8 


FISCAL  YEAR  1993  MILITARY  CONSTRUCTION  ANO  FAMILY  HOUSING 


SUMMARY  BY  STATE  -  COUNTRY 

($  THOUSANDS)  DATA  AS  OF  FEB  1994 


STATE-COUNTRY 

ACTIVE 

FORCES 

GUARD  ANO 
RESERVE 

FAMILY 

HOUSING 

TOTAL 

GERMANY 

13.500 

13.500 

GREECE 

7,600 

7.600 

GUAM 

12.090 

1.927 

14.017 

JOHNSTON  ISLAND 

1.500 

1.500 

PORTUGAL 

5.950 

865 

6.815 

PUERTO  RICO 

6.600 

6.600 

UNITED  KINGDOM 

6.000 

6.000 

OVERSEAS  CLASSIFIED 

3.590 

3.590 

••SPECIFIED  OUTSIDE  THE  USA 

50.230 

8.527 

865 

59.622 

WORLDWIDE  UNSPECIFIED 

3.122.777 

57.100 

3.468.243 

6.648.120 

WORLDWIDE  VARIOUS 
(MEMO-NON-AOO) 

750 

(3,580) 

750 

(3.580) 

••UNSPECIFIED  WORLDWIDE 
(MEMO-NON-AOO) 

3,123,527 

(3,580) 

57.100 

3.468.243 

6.648.870 

(3.580) 

•••MILITARY  CONSTRUCTION 
(MEMO-NON-AOO) 


4,470,544  608,198 

(415,610) 


3.886,544  8,965,286 

(415,610) 
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FISCAL  YEAR  1993  MILITARY  CONSTRUCTION  ANO  FAMILY  HOUSING 


ARMY  •**  SUMMARY  BY  STATE  -  COUNTRY 

($  THOUSANDS)  DATA  AS  OF  FEB  1994 


STATE-COUNTRY 

ACTIVE 

FORCES 

GUARD  AND 
RESERVE 

FAMILY 

HOUSING 

TOTAL 

ALABAMA 

10.100 

5.334 

15.434 

ALASKA 

4.550 

4.550 

ARIZONA 

3.041 

3,041 

ARKANSAS 

26.800 

26.800 

CALIFORNIA 

2.450 

4.034 

6.484 

COLORADO 

25.400 

25,400 

FLORIDA 

6.938 

6.938 

GEORGIA 

28.300 

350 

82 

28.732 

HAWAII 

23.300 

5.350 

23.000 

51.650 

INDIANA 

4.200 

4.200 

IOWA 

7.287 

7.287 

KANSA:» 

13.200 

1.997 

15.197 

KENTUCKY 

15.600 

8.200 

23.800 

LOUISIANA 

7.400 

2.450 

9.850 

MARYLAND 

3.400 

3.400 

MASSACHUSETTS 

500 

500 

MINNESOTA 

13.700 

13.700 

MISSISSIPPI 

31.575 

31.575 

MISSOURI 

2.821 

2.821 

NEVADA 

7.490 

7.490 

NEW  JERSEY 

9.600 

5.205 

14.805 

NEW  MEXICO 

6.000 

5.609 

11.609 

NEW  YORK 

16.400 

16.400 

NORTH  CAROLINA 

14.200 

1.284 

15.484 

OHIO 

1,400 

1.400 

OKLAHOMA 

1.500 

9.583 

11.083 
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FISCAL  YEAR  1993  MILITARY  CONSTRUCTION  AND  FAMILY  HOUSING 

ARMY  SUMMARY  BY  STATE  -  COUNTRY 

(I  THOUSANDS)  DATA  AS  OF  FEB  1994 


state-country 

ACTIVE 

FORCES 

GUARD  AND 
RESERVE 

FAMILY 

HOUSING 

TOTAL 

OREGON 

6.969 

6.969 

PENNSYLVANIA 

5.400 

9.200 

14.600 

RHODE  ISLAND 

3,300 

3.300 

SOUTH  CAROLINA 

3.301 

3.301 

SOUTH  DAKOTA 

3.405 

3.405 

TENNESSEE 

10.430 

10.430 

TEXAS 

82,760 

14,735 

25.000 

122.495 

UTAH 

4.610 

4.610 

VIRGINIA 

7.000 

2.137 

2.300 

11.437 

WASHINGTON 

4.750 

4.750 

WEST  VIRGINIA 

34.350 

34.350 

WISCONSIN 

12.968 

12.968 

WYOMING 

1.109 

1.109 

CONUS  VARIOUS 

2.710 

2.710 

"INSIDE  THE  USA 

306,070 

231.412 

58.582 

596.064 

GUAM 

1.927 

1.927 

"SPECIFIED  OUTSIDE  THE  USA 

1.927 

1.927 

WORLDWIDE  UNSPECIFIED 

121,800 

23.800 

1.598.110 

1,743.710 

"UNSPECIFIED  WORLDWIDE 

121,800 

23.800 

1,598.110 

1.743.710 

"•MILITARY  CONSTRUCTION 

427,870 

257,139 

1.656,692 

2.341.701 
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FISCAL  YEAR  1993  MILITARY  CONSTRUCTION  AND  FAMILY  HOUSING 


MVY  **• 

STATE-COUNTRY 

SUMMARY  BY  STATE  -  COUNTRY 
($  THOUSANDS) 
ACTIVE  GUARD  AND 

FORCES  RESERVE 

DATA  AS  OF 
FAMILY 
HOUSING 

FEB  1994 

TOTAL 

CALIFOMIA 

50.230 

61.000 

111.230 

CONNECTICUT 

12.500 

11.850 

24.350 

GEORGIA 

6.800 

5.500 

12.300 

HAWAII 

37.580 

119,510 

157.090 

ILLINOIS 

6.500 

6.500 

INDIANA 

6.000 

6.000 

MARYLAND 

13.810 

13.810 

MISSISSIPPI 

5.750 

5.750 

NEW  JERSEY 

1.100 

1.100 

NORTH  CAROLINA 

6.280 

8.280 

RHODE  ISLAND 

540 

540 

SOUTH  CAROLINA 

1.110 

1.110 

TEXAS 

25.020 

25.020 

VIRGINIA 

49.057 

49.057 

WASHINGTON 

36.450 

39.000 

75.450 

WEST  VIRGINIA 

930 

930 

••INSIDE  THE  USA 

253.127 

12.000 

233,390 

498.517 

GREECE 

7.600 

7,600 

••SPECIFIED  OUTSIDE  THE  USA 

7.600 

7,600 

WORLDWIDE  UNSPECIFIED 

75.000 

3,400 

805,037 

883.437 

WORLDWIDE  VARIOUS 

3.000 

3,000 

••UNSPECIFIED  WORLDWIDE 

78.000 

3.400 

805.037 

886.437 

•••MILITARY  CONSTRUCTION 

338.727 

15.400 

1.038.427  1 

,.392.554 
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FISCAL  YEAR  1993  MILITARY  CONSTRUCTIM  AND  FAMILY  HOUSING 

AIR  FORCE  **•  SUFMARY  BY  STATE  -  COUNTRY 

((  THOUSANDS)  DATA  AS  OF  FEB  1994 

ACTIVE  GUARD  AND  FAMILY 


STATE -COUNTRY 

ACTIVE 

FORCES 

GUARD  AND 
RESERVE 

FAMILY 

HOUSING 

TOTAL 

ALABAMA 

960 

4.900 

5.860 

ALASKA 

72.266 

4.810 

77,076 

ARIZONA 

19.010 

9.630 

28.640 

ARKANSAS 

3.513 

3,513 

CALIFORNIA 

77.530 

38,657 

116,187 

COLORADO 

7.475 

2.100 

9.575 

CONNECTICUT 

2.000 

2.000 

DELAWARE 

20.660 

20.660 

DISTRICT  OF  COLUMBIA 

9.400 

9.400 

FLORIDA 

55.067 

22.500 

77,567 

GEORGIA 

15.180 

740 

3.443 

19.363 

HAWAII 

18.200 

18.200 

IDAHO 

2.450 

2.450 

ILLINOIS 

960 

13.600 

20.000 

34,560 

INDIANA 

6.039 

6.039 

IOWA 

10.320 

10.320 

KANSAS 

960 

4.500 

5.460 

KENTUCKY 

5.000 

5.000 

LOUISIANA 

17.320 

9.300 

443 

27.063 

MAINE 

17.300 

17,300 

MARYLAND 

634 

634 

MASSACHUSETTS 

4.200 

26.300 

30,500 

MICHIGAN 

12,300 

12.300 

MINNESOTA 

850 

850 

MISSISSIPPI 

6.550 

14.280 

20,830 

MISSOURI 

52,270 

52,270 
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FISCAL  YEAR  1993  MILITARY  COMSTRUCTION  ANO  FAMILY  HOUSING 


AIR  FORCE  *•*  SUMMARY  BY  STATE  -  COUNTRY 

(I  THOUSANDS)  DATA  AS  OF 


STATE-COUNTRY 

ACTIVE 

FORCES 

GUARD  AND 
RESERVE 

FAMILY 

HOUSING 

MONTANA 

1.100 

4.100 

NE8RASKA 

6.190 

11.675 

NEVADA 

6.980 

NEW  JERSEY 

8.970 

27.400 

NEW  MEXICO 

14.220 

33.431 

NEW  YORK 

29.450 

NORTH  CAROLINA 

23.052 

3.000 

NORTH  DAKOTA 

16.489 

2.600 

286 

OHIO 

12.070 

18.470 

OKLAHOMA 

30.930 

2.180 

OREGON 

13.045 

PENNSYLVANIA 

3.500 

SOUTH  CAROLINA 

33,552 

3.300 

351 

SOUTH  OAKOTA 

3.444 

3.000 

TENNESSEE 

1,100 

TEXAS 

63.691 

9,200 

UTAH 

5,517 

2.850 

6.353 

VERMONT 

800 

VIRGINIA 

1.750 

WASHINGTON 

4.980 

WISCONSIN 

10.350 

WYOMING 

1,050 

CONUS  VARIOUS 

2,800 

-11.480 

••INSIDE  THE  USA 

600,740 

299,159 

125.464 

FEB  1994 
TOTAL 
5.200 
17.065 

6.980 
36.370 
47.651 
29.450 
26.052 
19.375 
30.540 
33,110 
13.045 

3.500 

37.203 

6.444 

1,100 

72.891 

14,720 

800 

1.750 

4.980 
10,350 

1.050 

-8.680 

1.025,363 
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FISCAL  YEAR  1993  NILITAAY  CONSTRUCTION  ANO  FAMILY  HOUSING 

AIR  FORCE  ***  SUMMARY  BY  STATE  -  COUNTRY 

(S  THOUSANDS)  DATA  AS  OF  FEB  1994 


STATE -COUNTRY 

ACTIVE 

FORCES 

GUARD  ANO 
RESERVE 

FAMILY 

HOUSING 

TOTAL 

GUAM 

12.090 

12.090 

PORTUGAL 

5.950 

865 

6.815 

PUERTO  RICO 

G.600 

6.600 

“SPECIFIED  OUTSIDE  THE  USA 

18.040 

6.600 

865 

25.505 

WORLDWIDE  UNSPECIFIED 

99.000 

29.900 

1.036.696 

1.165.596 

WORLDWIDE  VARIOUS 

-2.250 

-2.250 

“UNSPECIFIED  WORLDWIDE 

96.750 

29.900 

1.036.696 

1.163.346 

“•MILITARY  CONSTRUCTION 

715.530 

335.659 

1.163.025 

2.214.214 
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FISCAL  YEAR  1993  MILITARY  CONSTRUCTION  AM)  FAMILY  HOUSING 


OEFENSEWIOE  *** 

STATE-COUNTRY 

SUM4ARY  BY  STATE  -  COUNTRY 
($  THOUSANDS) 
ACTIVE  GUARD  AND 

FORCES  RESERVE 

DATA  AS  OF  FEB  1994  ^ 
FAMILY  M 
HOUSING  total  ^ 

ALASKA 

15.000 

15.000 

CALIFORNIA 

21.500 

21.500 

(NEMO-NON-AOO) 

(630) 

(630) 

COLORADO 

2.000 

2.000 

DISTRICT  OF  COLUMBIA 

13.300 

13.300 

(MEMO-NON-AOO) 

(147.300) 

(147.300) 

HAWAII 

5.400 

5.400 

MARYLAND 

6.700 

6.700 

MISSOURI 

3.000 

3.000 

NORTH  CAROLINA 

13.950 

13.950 

(MEMO-NON-AOO) 

(250.000) 

(250.000) 

TENNESSEE 

10.000 

10.000 

TEXAS 

27.000 

27.000 

UTAH 

(NEMO-NON-AOO) 

(1.700) 

(1.700) 

VIRGINIA 

19.000 

19.000 

(MEMO-NON-AOO) 

(12,400) 

(12.400) 

••INSIDE  THE  USA 

136.850 

136.850  ^ 

(NEMO-NON-AOO) 

(412.030) 

(412.030)  ^ 

GERMANY 

13.500 

13.500 

JOHNSTON  ISLAND 

1.500 

1.500 

UNITED  KINGDOM 

6.000 

6.000 

OVERSEAS  CLASSIFIED 

3.590 

3.590 

••SPECIFIED  OUTSIDE  THE  USA 

24.590 

24.590 

WORLDWIDE  UNSPECIFIED 

2.826.977 

28.400 

2.855.377 

WORLDWIDE  VARIOUS 

(MEMO-NON-AOO) 

(3.580) 

(3.580) 

••UNSPECIFIED  WORLDWIDE 

2.826.977 

28.400 

2.855.377 

(MEMO-NON-ADO) 

(3.580) 

(3.580) 

•••MILITARY  CONSTRUCTION 

2.988.417 

28.400 

3.016.817 

(NEMO-NON-AOO) 

(415.610) 

(415.610) 

SUFHARY-16 

i 

FV  1994  MILITARY  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


. SUMMARY .  ARMY 

BY  LOCATION: 

SPECIFIED  LOCATIONS 

INSIDE  THE  UNITED  STATES  764.035 

AUTHORIZED  IN  PRIOR  YEAR 

OUTSIDE  THE  UNITED  STATES  21.200 

TOTAL  SPECIFIED  785.235 

AUTHORIZED  IN  PRIOR  YEAR 

UNSPECIFIED  LOCATIONS  121.441 

***  TOTAL  BY  LOCATION  ***  906.676 

AUTHORIZED  IN  PRIOR  YEAR 

BY  PURPOSE: 

MAJOR  CONSTRUCTION  785.235 

AUTHORIZED  IN  PRIOR  YEAR 

MINOR  CONSTRUCTION 

UNSPECIFIED  12.000 

TOTAL  MINOR  CONSTR.  12.000 

PLANNING  AND  DESIGN  109.441 

NATO  INFRASTRUCTURE 


BASE  RLNMT  I  CLOSURE  ACCT  PT  I 

BASE  RLNMT  B  CLOSURE  ACCT  PT  11 

BASE  RLNMT  B  CLOSURE  ACCT  PT  III 

**•  TOTAL  BY  PURPOSE  **•  906.676 

AUTHORIZED  IN  PRIOR  YEAR 


($  THOUSANDS) 

. ACTIVE  FORCES-— 

NAVY  AIR  FORCE 

DATA  AS  OF  FEB  1994 

DEFHIOE  TOTAL 

536.610 

928.389 

411.232 

2.640.466 

(5.000) 

(5.000) 

70.590 

22.452 

20.313 

134.555 

607.400 

950.841 

431.545 

2.775.021 

(5.000) 

(5.000) 

74.173 

70.726 

2.822.652 

3.088.992 

681.573 

1.021.567 

3.254.197 

5.864.013 

(5.000) 

(5.000) 

611.700 

950.841 

(5.000) 

493.945 

2.841.721 

(5.000) 

5.500 

6.844 

23.658 

48.002 

5.500 

6.844 

23.658 

48.002 

64.373 

63.882 

44.405 

282.101 

148.417 

148.417 

77.830 

77.830 

1.438.942 

1.438.942 

1.027.000 

1,027.000 

681.573 

1.021.567 

(5.000) 

3.254.197 

5,864.013 

(5.000) 

SUMMARY-17 


FV  1994  MILITARY  COMSTRUCTION  TOTAL  OBLIGATIOMAL  AUTHORITY  AS  REQUESTED 


. SUMMARY . 

BY  LOCATION; 

SPECIFIED  LOCATION 
INSIDE  THE  UNITED  STATES 

OUTSIDE  THE  UNITED  STATES 

TOTAL  SPECIFIED 

UNSPECIFIED  LOCATIONS 

***  TOTAL  BY  LOCATION  *•* 

BY  PURPOSE: 

MAJOR  CONSTRUCTION 

MINOR  CONSTRUCTION 
UNSPECIFIED 

TOTAL  MINOR  CONSTR. 

PLANNING  AND  DESIGN 

***  TOTAL  BY  PURPOSE  *** 


($  THOUSANOS) 

DATA  AS  OF  FES  1994 

ARMY 

NAVY  AIR  FORCE 

DEFWIOE 

TOTAL 

284,488 

234.893 

519.381 

1.573 

3.470 

5.043 

286.061 

238.363 

524.424 

16.658 

9.128 

25.786 

302.719 

247.491 

550.210 

287.448 

232.623 

520.071 

5,000 

4.000 

9.000 

5.000 

4.000 

9.000 

10,271 

10.868 

21,139 

302,719 

247.491 

550.210 
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FV  1994  MIIITMV 

. SUNNWIV . 

BV  LOCATION: 

SPECIFIED  LOCATIONS 
INSIDE  THE  UNITED  STATES 

TOTAL  SPECIFIED 

UNSPECIFIED  LOCATIONS 

***  TOTAL  BV  LOCATION  *** 

BY  PURPOSE: 

MAJOR  CONSTRUCTION 

MINOR  CONSTRUCTION 
UNSPECIFIED 

TOTAL  MINOR  CONSTR. 

PLANNING  AND  DESIGN 

***  TOTAL  BY  PURPOSE  *** 


CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 

(S  THOUSANDS)  data  AS  OF  FEB  1994 

occcBuc  rnarvc. _ _ _ .... 

ARMY 

NAVY 

air'force 

TOTAL 

92.936 

22.628 

69.373 

184.937 

92,936 

22.628 

69.373 

184.937 

9.104 

2.401 

5.113 

16.618 

102.040 

25.029 

74.486 

201.555 

92.936 

22.628 

66.593 

182.157 

2.100 

1.042 

3.904 

7.046 

2.100 

1.042 

3.904 

7.046 

7.004 

1.359 

3.989 

12.352 

102.040 

25.029 

74.486 

201.555 
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FV  1994  NILITARY  COHSTRUCTIW  TOTAL  08LIGATI0NAL  AUTHORITY  AS  REVESTED 


($  THOUSANDS) 

_ rnr  ciiAPn  Aim  occcouc 

DATA  AS  OF 

FEB  1994 

ARMY 

NAVY 

AIR  FORCE 

OEFWIDE 

TOTAL 

BY  LOCATION: 

SPECIFIED  LOCATIONS 

INSIDE  THE  UNITED  STATES 

377.424 

22.628 

304.266 

704.318 

OUTSIDE  THE  UNITED  STATES 

1.573 

3.470 

5.043 

TOTAL  SPECIFIED 

378.997 

22.628 

307.736 

709.361 

UNSPECIFIED  LOCATIONS 

25.762 

2.401 

14.241 

42.404 

***  TOTAL  BY  LOCATION  *** 

404.759 

25.029 

321.977 

751.765 

BY  PURPOSE: 

MAJOR  CONSTRUCTION 

380.384 

22.628 

299.216 

702,228 

MINOR  CONSTRUCTION 

UNSPECIFIED 

7.100 

1.042 

7.904 

16.046 

TOTAL  MINOR  CONSTR. 

7.100 

1.042 

7.904 

16.046 

PLANNING  AND  DESIGN 

17.275 

1.359 

14.857 

33.491 

***  TOTAL  BY  PURPOSE  *** 

404.759 

25.029 

321.977 

751.765 
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FV  19M  MILITARY  CONSTRUCTION  TOTAL  QSLI6ATI0NAL  AUTHORITY  AS  REQUESTED 


. SUWMRY . 

BY  LOCATION: 

SPECIFIED  LOCATIONS 
INSIDE  THE  UNITED  STATES 

OUTSIDE  THE  UNITED  STATES 

TOTAL  specified 

UNSPECIFIED  LOCATIONS 

***  TOTAL  BY  LOCATION  *** 

BY  PURPOSE: 

NEW  CONSTRUCTION 
CONSTRUCTION  IMPROVEMENTS 
PLANNING 

OPERATING  EXPENSES 
MANAGEMENT  ACCOUNT 
SERVICES  ACCOUNT 
UTILITIES  ACCOUNT 
FURNISHINGS  ACCOUNT 
MISCELLANEOUS  ACCOUNT 
TOTAL  OPERATING  EXPENSES 

LEASING 

MAINTENANCE 

MORTGAGE  INS..  PREMIUMS 
HOMEOWNERS 

***  TOTAL  BY  PURPOSE  *** 


($  THOUSANDS)  DATA  AS  OF  FEB  1994 

. . ***FAN1LY  HOUSING*** . 

ARNY  NAVY  AIR  FORCE  DEFWIDE  TOTAL 


139.450 

146.679 

100.064 

388.193 

15.470 

15.470 

139.450 

164.149 

100.064 

403.663 

1.305.000 

978.114 

877.883 

26.496 

3.187.493 

1.444.450 

1.142.263 

977.947 

26.496 

3.591.156 

139.450 

164.149 

100,064 

403.663 

77.630 

163.135 

75.070 

159 

335.994 

11.805 

22.924 

11.901 

46.630 

88.063 

79.569 

44.282 

220 

212,134 

64.247 

45.539 

28.183 

416 

138.385 

306.648 

192.760 

148.036 

823 

648.267 

55.707 

36.904 

43.543 

1.498 

137.652 

1.640 

1,133 

4.639 

26 

7.438 

516.305 

355.905 

268.683 

2.983 

1.143.876 

265.639 

113.308 

118.266 

22.473 

519.666 

287.228 

302.754 

403.942 

881 

994.805 

17 

86 

21 

126 

146.376 

146,376 

1.444,450 

1.142.263 

977,947 

26.496 

3.591.156 
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FISCAL  VEAR  1994  MILITARY  CONSTRUCTION  ANO  FAMILY  HOUSING 


SUMMARY  BY  STATE  -  COUNTRY 

($  THOUSANDS)  DATA  AS  OF  FEB  1994 


STATE -COUNTRY 

ACTIVE 

FORCES 

GUARD  AND 
RESERVE 

FAMILY 

HOUSING 

TOTAL 

ALABAMA 

AUTHORIZED  IN  PRIOR  YEAR 

181.700 

(5.000) 

34.130 

4.080 

219.910 

(5.000) 

ALASKA 

109.695 

20.324 

130.019 

ARIZONA 

38.719 

5.612 

44.331 

ARKANSAS 

4.500 

14.661 

980 

20.141 

CALIFORNIA 

123.678 

26.424 

83.478 

233.580 

COLOxAOO 

84.610 

2.500 

87.110 

CONNECTICUT 

40.940 

6.510 

47.450 

DELAWARE 

7.540 

1.790 

9.330 

DISTRICT  OF  COLUMBIA 

7.490 

21.556 

29.046 

FLORIDA 

129.662 

4,650 

21.420 

155.732 

GEORGIA 

136.510 

34.340 

8.214 

179.064 

HAWAII 

154.900 

29.684 

52.000 

236.584 

IDAHO 

16.042 

16.042 

ILLINOIS 

7.249 

17.331 

10.000 

34.580 

INDIANA 

9,600 

30.021 

39.621 

IOWA 

22.030 

22.030 

KANSAS 

16.542 

11.856 

28.398 

KENTUCKY 

109.489 

15.000 

124,489 

LOUISIANA 

18.810 

5.865 

8,578 

33.253 

MAINE 

4,780 

1.380 

490 

6.650 

MARYLAND 

133,467 

23.462 

26.000 

182.929 

MASSACHUSETTS 

9.592 

5.135 

14,727 

MICHIGAN 

7,008 

7.008 

MINNESOTA 

14.606 

14,606 

MISSISSIPPI 

15,531 

31.609 

47.140 

SUMMARY-22 


FISCAL  YEAR  1994  MILITARY  COMSTRUCTION  AND  FAMILY  HOUSING 


SUMMARY  BY  STATE  -  CWJNTRY 

((  THOUSANDS)  DATA  AS  OF  FEB  1994 


STATE-COUNTRY 

ACTIVE 

FORCES 

GUARD  AND 
RESERVE 

FAMILY 

HOUSING 

TOTAL 

MISSOURI 

44.538 

14.347 

58.885 

MONTANA 

7.700 

3.801 

581 

12.082 

NEBRASKA 

12.100 

10.650 

22.750 

NEVADA 

23.400 

2.290 

500 

26,190 

NEW  JERSEY 

20.580 

7.014 

27,594 

NEW  MEXICO 

77.976 

10.940 

88.916 

NEW  YORK 

13.800 

9.170 

15,000 

37,970 

NORTH  CAROLINA 

273.211 

9.808 

18.000 

301.019 

NORTH  DAKOTA 

27.410 

4.564 

31,974 

OHIO 

47.780 

31.551 

79.331 

OKLAHOMA 

66.459 

6.510 

72,969 

OREGON 

21.034 

21.034 

PENNSYLVANIA 

26,410 

36.763 

63.173 

RHODE  ISLAND 

15.300 

5.530 

20.830 

SOUTH  CAROLINA 

21,150 

27.787 

48.937 

SOUTH  DAKOTA 

8,230 

7,450 

15.680 

TENNESSEE 

7.950 

20,153 

28.103 

TEXAS 

265.916 

19,763 

9.051 

294,730 

UTAH 

34.280 

5.716 

39.996 

VERMONT 

6.006 

6,006 

VIRGINIA 

196,442 

4.550 

51,986 

252,978 

WASHINGTON 

82,930 

22,036 

37,622 

142,588 

WEST  VIRGINIA 

760 

760 

WISCONSIN 

18.360 

2,950 

21,310 

WYOMING 

12,640 

3,338 

10,572 

26,550 

CONUS  CLASSIFIED 

15,592 

8.000 

23,592 
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FISCAL  YEAR  1994  MILITARY  CONSTRUCTION  ANO  FAMILY  HOUSING 


STATE-COUNTRY 


CONUS  VARIOUS 


••INSIDE  THE  USA 
AUTHORIZED  IN 


SUGARY  BY  state  -  COUNTRY 

($  THOUSANDS)  DATA  AS  OF  FEB  1994 

ACTIVE  GUARD  AND  FAMILY 

FORCES  RESERVE  HOUSING  TOTAL 


3.260  3,260 


PRIOR  YEAR 


2.640.466  704,318 

(5.000) 


388.193  3.732.977 

(5,000: 
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FISCAL  YEAR  1994  MILITARY  CONSTRUCTION  AND  FAMILY  HOUSING 


SUMMARY  SY  STATE  -  COUNTRY 

(S  THOUSANDS)  DATA  AS  OF  FEB  1994 


STATE-COUNTRY 

ACTIVE 

FMCES 

aiARO  AND 
RESERVE 

FAMILY 

HOUSING 

TOTAL 

ANTIGUA 

1.000 

1. 000 

ASCENSION  ISLAND 

3.400 

3.400 

DIEGO  GARCIA 

11.818 

11.818 

GERMANY 

3.100 

3.100 

GREENLAND 

5.492 

5,492 

GUAM 

52.720 

1.973 

54.693 

ITALY 

15.200 

15.200 

KWAJALEIN 

21.200 

21.200 

PUERTO  RICO 

3.070 

3.070 

SPAIN 

2.670 

2,670 

TURKEY 

2.400 

2.400 

UNITED  KINGDOM 

4.800 

15.470 

20.270 

OVERSEAS  CLASSIFIED 

10.755 

10.755 

••SPECIFIED  OUTSIDE  THE  USA 

134.555 

5,043 

15.470 

155.068 

WORLDWIDE  UNSPECIFIED 

3,084.692 

46.757 

3.187.493 

6,318.942 

WORLDWIDE  VARIOUS 

4,300 

-4.353 

-53 

••UNSPECIFIED  WORLDWIDE 

3,088,992 

42.404 

3.187.493 

6,318.889 

•••MILITARY  CONSTRUCTION  5,864,013  751.765  3,591.156  10,206.934 

AUTHORIZED  IN  PRIOR  YEAR  (5,000)  (5,000) 
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FISCAL  YEAR  1994  MILITARY  CONSTRUCTION  ANO  FAMILY  HOUSING 


ARMY  ***  SUF9WRY  BY  STATE  -  COUNTRY 

($  THOUSANDS)  DATA  AS  OF  FEB  1994 


STATE -COUNTRY 

ACTIVE 

FORCES 

GUARD  AND 
RESERVE 

FAMILY 

HOUSING 

TOTAL 

ALABAMA 

153.550 

15.587 

169.137 

ALASKA 

10.740 

10.324 

21.064 

ARIZONA 

8.850 

4.472 

13.322 

ARKANSAS 

9.811 

9.811 

CALIFORNIA 

5.900 

17.574 

25.000 

48.474 

COLORADO 

8.450 

8.450 

CONNECTICUT 

6.000 

6.000 

GEORGIA 

60.550 

15.000 

75.550 

HAWAII 

18.600 

5.684 

52.000 

76.284 

IDAHO 

7.592 

7.592 

ILLINOIS 

13.691 

13.691 

INDIANA 

23.921 

23.921 

IOWA 

9.850 

9.850 

KANSAS 

14.642 

9.566 

24.208 

KENTUCKY 

81.650 

10.000 

91.650 

LOUISIANA 

645 

645 

MAINE 

1.380 

1.380 

MARYLAND 

21.700 

4,599 

26.000 

52.299 

MASSACHUSETTS 

3.002 

3.002 

MINNESOTA 

13.606 

13,606 

MISSISSIPPI 

29.694 

29.694 

MISSOURI 

1.000 

5,577 

6.577 

MONTANA 

501 

501 

NEVADA 

11.700 

1.430 

500 

13,630 

NEW  JERSEY 

18.000 

2.700 

20,700 

NEW  MEXICO 

6.200 

8.505 

14,705 
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FISCAL  YEAR  1994  MILITARY  CONSTRUCTIOM  AND  FAMILY  H0USIN6 


ARMY  SUMMARY  BY  STATE  •  COUNTRY 


STATE-COUMTRY 

(t  THOUSANDS) 
ACTIVE  GUARD  AND 

FORCES  RESERVE 

DATA  AS  OF  FEB  1994 
FAMILY 

HOUSING  TOTAL 

NEW  YORK 

13.800 

15.000 

28.800 

NORTH  CAROLINA 

124.190 

9.808 

18.000 

151.998 

NORTH  DAKOTA 

4.164 

4.164 

OHIO 

15.951 

15.951 

OKLAHOMA 

27.000 

1.200 

28.200 

OREGON 

11.084 

11,084 

PENNSYLVANIA 

750 

17.513 

18.263 

SOUTH  CAROLINA 

2.700 

21.837 

24.537 

SOUTH  DAKOTA 

5.400 

5.400 

TENNESSEE 

10.863 

10.863 

TEXAS 

91.751 

11.003 

102.754 

UTAH 

18.000 

1.916 

19.916 

VERMONT 

4.506 

4.506 

VIRGINIA 

48.260 

48.260 

WASHINGTON 

14.200 

16.230 

30.430 

WISCONSIN 

11,900 

2.950 

14.850 

WYOMING 

3.338 

3.336 

CONUS  CLASSIFIED 

1.852 

1.852 

** INS IDE  THE  USA 

764.035 

377.424 

139.450 

1.280.909 

GUAM 

1,573 

1,573 

KWAJALEIN 

21.200 

21,200 

“SPECIFIED  OUTSIDE  THE  USA 

21.200 

1,573 

22,773 

WORLDWIDE  UNSPECIFIED 

121.441 

24,375 

1.305,000 

1.450.816 
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FISCAL  YEAR  1994  MILITARY  CONSTRICTION  ANO  FAMILY  HOUSING 


ARMY  *** 

STATE -COWTRY 

SUMIARY  BY  STATE  -  COtWTRY 
($  THOUSANDS) 
ACTIVE  GUARD  ANO 

FORCES  RESERVE 

DATA  AS  OF 
FAMILY 
HOUSING 

FEB  1994 

TOTAL 

tMRLOWIOE  VARIOUS 

1.387 

1.387 

•^SPECIFIED  WORLOUIOE 

121.441  25.762 

1.305.000 

1.452.203 

•♦•MILITARY  CONSTRUCTION 

906.676  404.759 

1.444.450 

2.755.885 
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FISCAL  VEAR  1994  MILITAAV  CONSTRUCTION  AND  FANILV  HOUSING 

NAVY  ***  SUNMARY  BY  STATE  -  COUNTRY 

(S  THOUSANDS)  DATA  AS  OF  FEB  1994 


STATE-COUNTRY 

ACTIVE 

FORCES 

GUARD  AND 
RESERVE 

FAMILY 

HOUSING 

TOTAL 

CALIFORNIA 

50.960 

1.000 

36.571 

88.551 

CONNECTICUT 

40.940 

40.940 

DISTRICT  OF  COLUMBIA 

5.490 

21.556 

27.046 

FLORIDA 

24.100 

300 

24.400 

GEORGIA 

15.730 

790 

16.520 

HAWAII 

112.900 

500 

113.400 

IICIANA 

9.600 

9.600 

LOUISIANA 

3.920 

3.920 

MAINE 

4.780 

490 

5,270 

MARYLAND 

32.290 

2.500 

34,790 

MICHIGAN 

3.798 

3.798 

MISSISSIPPI 

4.400 

4.400 

NEVADA 

1.600 

1.600 

NEW  JERSEY 

2.580 

1.064 

3.644 

NORTH  CAROLINA 

51.160 

51.160 

PENNSYLVANIA 

24.360 

24.360 

RHODE  ISLAND 

11.300 

500 

11,800 

SOUTH  CAROLINA 

11.480 

11.480 

TENNESSEE 

1.450 

3.690 

5.140 

TEXAS 

1.670 

1.670 

VIRGINIA 

80.660 

1.000 

51.534 

133.194 

WASHINGTON 

46.080 

4.006 

37,438 

87.524 

WISCONSIN 

650 

650 

CONUS  VARIOUS 

3.260 

3.260 

••INSIDE  THE  USA 

536.810 

22.628 

148.679 

708,117 
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FISCAL  YEAR  1994  MILITARY  CONSTRUCTION  ANO  FAMILY  HOUSING 


NAVY  ***  SUMMARY  BY  STATE  -  COUNTRY 

($  THOUSANDS)  DATA  AS  OF  FEB  1994 


STATE-COUNTRY 

ACTIVE 

FORCES 

GUARD  AND 
RESERVE 

FAMILY 

HOUSING 

TOTAL 

GUAM 

52,720 

52.720 

ITALY 

15,200 

15.200 

SPAIN 

2,670 

2.670 

UNITED  KINGDOM 

15.470 

15.470 

"SPECIFIED  OUTSIDE  THE  USA 

70,590 

15,470 

86.060 

WORLDWIDE  UNSPECIFIED 

69,873 

2.401 

978.114 

1.050.388 

WORLDWIDE  VARIOUS 

4,300 

4.300 

"UNSPECIFIED  WORLDWIDE 

74,173 

2.401 

978,114 

1,054.688 

•••MILITARY  CONSTRUCTION 

681,573 

25.029 

1.142.263 

1.848.865 
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FISCAL  VEAA  1994  MILITARY  COIfiTRtJCriON  AND  FAMILY  HOUSING 


AIR  FORCE  SUMMRY  BY  STATE  •  COUNTRY 

(i  THOUSANDS)  DATA  AS  OF  FEB  1994 


STATE-COUNTRY 

ACTIVE 

FORCES 

GUARD  AND 
RESERVE 

FAMILY 

HOUSING 

TOTAL 

ALABAMA 

AUTHORIZED  IN  PRIOR  YEAR 

25.352 

(5.000) 

18.543 

4.080 

47.975 

(5.000) 

ALASKA 

55.455 

10.000 

65.455 

ARIZONA 

23.869 

1.140 

25.009 

ARKANSAS 

4.500 

4.850 

980 

10.330 

CALIFORNIA 

64.468 

7.850 

21.907 

94.225 

COLORADO 

76.160 

2.500 

78.660 

CONNECTICUT 

510 

510 

DELAWARE 

7.540 

1.790 

9.330 

DISTRICT  OF  COLUMBIA 

2.000 

2.000 

FLORIDA 

85.730 

4.650 

21.120 

111.500 

GEORGIA 

57.070 

19.340 

7.424 

83.834 

HAWAII 

21.150 

23.500 

44.650 

IDAHO 

8.450 

8.450 

ILLINOIS 

7.249 

3.640 

10.000 

20.889 

INDIANA 

6.100 

6.100 

IOWA 

12.180 

12.180 

KANSAS 

1.900 

2.290 

4.190 

KENTUCKY 

5.000 

5.000 

LOUISIANA 

13.860 

U300 

8.578 

23.738 

MARYLAND 

19.267 

16.363 

35.630 

MASSACHUSETTS 

6.590 

5.135 

11.725 

MICHIGAN 

3.210 

3.210 

MINNESOTA 

1.000 

1.000 

MISSISSIPPI 

11.131 

1.915 

13.046 

MISSOURI 

43.538 

8.770 

52.308 
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FISCAL  YEAR  1994  MILITARY  CWSTRUCTION  ANO  FAMILY  HOUSING 


AIR  FORCE  ***  SUMMRY  BY  STATE  -  COUNTRY 

(t  THOUSANDS)  DATA  AS  OF  FEB  1994 


STATE-COUNTRY 

ACTIVE 

F(»CES 

GUARD  AND 
RESERVE 

FAMILY 

HOUSING 

TOTAL 

MONTANA 

7.700 

3.300 

581 

11.581 

NEBRASKA 

11.000 

10.650 

21.650 

NEVADA 

10.100 

860 

10.960 

NEW  JERSEY 

3.250 

3.250 

NEW  MEXICO 

58.176 

2.435 

60.611 

NEW  YORK 

9.170 

9.170 

NORTH  CAROLINA 

13.960 

13.980 

north  DAKOTA 

26.550 

400 

26.950 

OHIO 

44.680 

15.600 

60.260 

OKLAHOMA 

39,459 

5.310 

44.769 

OREGON 

9.950 

9.950 

PENNSYLVANIA 

19.250 

19.250 

RHODE  ISLAND 

5.030 

5.030 

SOUTH  CAROLINA 

6,970 

5,950 

12.920 

south  DAKOTA 

6.830 

2.050 

8.880 

TENNESSEE 

1,500 

5.600 

7.100 

TEXAS 

117.695 

8,760 

9,051 

135.506 

UTAH 

14.580 

3.800 

18,380 

VERMONT 

1.500 

1.500 

VIRGINIA 

13.750 

3,550 

452 

17.752 

WASHINGTON 

14,400 

1.800 

184 

16.384 

WEST  VIRGINIA 

760 

760 

WISCONSIN 

5,810 

5.810 

WYOMING 

12.640 

10,572 

23.212 

CONUS  CLASSIFIED 

8.140 

8.000 

16.140 

**INSIDE  THE  USA 

928.389 

304,266 

100,064 

1,332,719 

AUTHORIZED  IN  PRIOR  YEAR  (5,000)  (5,000) 
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FISCAL  YEAR  1994  MILITARY  COWTRUCTIOM  AMO  FAMILY  HOUSIMS 
AIR  FORCE  ***  SUMMARY  BY  STATE  -  COUNTRY 


STATE -COUNTRY 

ACTIVE 

FORCES 

(S  THOUSAND) 
GUARD  AND 
RESERVE 

DATA  AS  OF  FEB  1994 
FAMILY 

HOUSING  TOTAL 

ANTIGUA 

1.000 

1.000 

ASCENSIM  ISLAND 

3.400 

3.400 

DIEGO  GARCIA 

2.260 

2.260 

GERMANY 

3.100 

3.100 

GREENLAND 

S.492 

5.492 

GUAM 

400 

400 

PUERTO  RICO 

3.070 

3.070 

TURKEY 

2.400 

2.400 

UNITED  KINGDOM 

4.800 

4.800 

•♦SPECIFIED  OUTSIDE  THE  USA 

22.452 

3.470 

25.922 

HORLOMIOE  UNSPECIFIED 

70.726 

19.981 

877.883 

968.590 

WORLDWIDE  VARIOUS 

-5.740 

-5.740 

••UNSPECIFIED  WORLDWIDE 

70.726 

14.241 

877,883 

962,850 

•••MILITARY  CONSTRUCTION 
AUTHORIZED  IN  PRIOR  YEAR 

1.021.567 

(5,000) 

321,977 

977,947 

2.321.491 

(5.000) 
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FISCAL  YEAR  1994  MILITARY  CONSTRUCTION  AND  FAMILY  HOUSING 


OEFENSEWIOE  SUMMARY  BY  STATE  -  COUNTRY 


STATE-COUNTRY 

ACTIVE 

FORCES 

($  THOUSANDS) 
GUARD  AND 
RESERVE 

DATA  AS  OF  FEB  1994 
FAMILY 

HOUSING  TOTAL 

ALABAMA 

2.798 

2.798 

ALASKA 

43.500 

43.500 

ARIZONA 

6.000 

6.000 

CALIFORNIA 

2.330 

2.330 

FLORIDA 

19.832 

19.832 

'/.DRGIA 

3.160 

3.160 

HAWAII 

2.250 

2.250 

KENTUCKY 

27.839 

27.839 

LOUISIANA 

4.950 

4.950 

MARYLAND 

60.210 

60.210 

NEBRASKA 

1.100 

1.100 

NEW  MEXICO 

13.600 

13.600 

NORTH  CAROLINA 

83.881 

83.881 

NORTH  DAKOTA 

860 

860 

OHIO 

3.100 

3.100 

PENNSYLVANIA 

1.300 

1.300 

RHODE  ISLAND 

4.000 

4.000 

SOUTH  DAKOTA 

1.400 

1.400 

TENNESSEE 

5.000 

5.000 

TEXAS 

54.800 

54,800 

UTAH 

1.700 

1.700 

VIRGINIA 

53.772 

53,772 

WASHINGTON 

8.250 

8.250 

CONUS  CLASSIFIED 

5.600 

5.600 

•♦INSIDE  THE  USA 

411.232 

411,232 
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FISCAL  VEAA  1994  MILITAAV  COISTmjCTlON  AND  FAMILY  HOUSING 


OCFEieEMIOe  •** 

STATE -COUNTRY 

SUMMIRY  BY  STATE  -  COUNTRY 
(I  THOUSANDS) 
ACTIVE  GUARD  AND 

FORCES  RESERVE 

DATA  AS  OF  FEB  1994 
FAMILY 

HOUSING  TOTAL 

OIEGO  GARCIA 

9.S56 

9,558 

OVERSEAS  CLASSIFIED 

10,755 

10.755 

•♦SPECIFIED  OUTSIDE  THE  USA 

20,313 

20.313 

WORLDWIDE  UNSPECIFIED 

2,822,652 

26.496 

2.849.148 

••UNSPECIFIED  WORLDWIDE 

2,822.652 

26.496 

2.849.148 

•••MILITARY  CONSTRUCTION 

3,254,197 

26.496 

3.280.693 

SUMMARV-35 


FV  1995  MILITARY  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


. SUMMARY .  ARMY 

BY  LOCATION: 

SPECIFIED  LOCATIONS 

INSIDE  THE  UNITED  STATES  SB4.2S0 

AUTHORIZED  IN  PRIOR  YEAR 

OUTSIDE  THE  UNITED  STATES  6.400 

TOTAL  SPECIFIED  590,650 

AUTHORIZED  IN  PRIOR  YEAR 

UNSPECIFIED  LOCATIONS  99.926 

***  TOTAL  BY  LOCATION  ***  690.576 

AUTHORIZED  IN  PRIOR  YEAR 

BY  PURPOSE: 

MAJOR  CONSTRUCTION  590.650 

AUTHORIZED  IN  PRIOR  YEAR 

MINOR  CONSTRUCTION 

UNSPECIFIED  12.000 

TOTAL  MINOR  CONSTR.  12,000 

PLANNING  AND  DESIGN  87.926 

NATO  INFRASTRUCTURE 


BASE  RLNMT  &  CLOSURE  ACCT  PT  I 

BASE  RLNMT  &  CLOSURE  ACCT  PT  II 

BASE  RLNMT  &  CLOSURE  ACCT  PT  III 

***  TOTAL  BY  PURPOSE  690.576 

AUTHORIZED  IN  PRIOR  YEAR 


($  THOUSANDS)  DATA  AS  OF  FEB  1994 

- ACTIVE  FORCES . . 

NAVY  AIR  FORCE  DEFWIOE  TOTAL 


219.280 

262.654 

.  353,010 

1.419.194 

(4.000) 

(261.000) 

(265.000) 

50.810 

38.273 

95.483 

270,090 

300.927 

353.010 

1.514.677 

(4.000) 

(261.000) 

(265.000) 

50.380 

56.386 

3.067.277 

3.273.969 

320.470 

357.313 

3.420,287 

4.788.646 

(4.000) 

(261.000) 

(265.000) 

270.090 

300.927 

413.421 

1.575.088 

(4.000) 

(261.000) 

(265.000) 

7.000 

7.000 

22.348 

48.348 

7,000 

7.000 

22.348 

48,348 

43,380 

49.386 

45.960 

226,652 

229.000 

229.000 

87.600 

87.600 

573.500 

573.500 

2.048.458 

2,048.458 

320.470 

357,313 

3.420.287 

4,788.646 

(4.000) 

(261.000) 

(265.000) 
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FV  199S  NILITMV  CONSTRUCTION  TOTAL  OBLIBATIONAL  AUTHORITY  AS  REQUESTED 


($  THOUSAMOS) 

MATTAMAi  ftiiADn  cAorrc  _ 

DATA  AS  OF  FEB  1994 

ARMY 

NAVY  AIR  FORCE 

DEFMIDE 

TOTAL 

BY  LOCATION: 

SPECIFIED  LOCATIONS 

INSIDE  THE  UNITED  STATES 

2,083 

105.898 

107.9B1 

OUTSIDE  THE  UNITED  STATES 

1.340 

1.340 

TOTAL  SPECIFIED 

2,063 

107.238 

109.321 

UNSPECIFIED  LOCATIONS 

;,846 

15.532 

23.378 

***  TOTAL  BY  LOCATION  *** 

9.929 

122.770 

132.699 

BY  PURPOSE: 


MAJOR  CONSTRUCTION 

3,762 

107.238 

111,000 

MINOR  CONSTRUCTION 

9.167 

UNSPECIFIED 

5.167 

4.000 

TOTAL  MINOR  CONSTR. 

5.167 

4.000 

9.167 

PLANNING  AND  DESIGN 

1.000 

11.532 

12.532 

***  TOTAL  BY  PURPOSE  *** 

9.929 

122.770 

132.699 
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F¥  1995  MILITARY  COMSTRUCTIOM  TOTAL  08LIGATI0NAL  AUTHORITY  AS  REQUESTED 


ARMY 

BY  LOCATION: 

SPECIFIED  LOCATIONS 

INSIDE  THE  UNITED  STATES 

TOTAL  SPECIFIED 

UNSPECIFIED  LOCATIONS 

7.910 

***  TOTAL  BY  LOCATION  *** 

7,910 

BY  PURPOSE: 

MAJOR  CONSTRUCTION 

MINOR  CONSTRUCTION 

UNSPECIFIED 

2,657 

TOTAL  MINOR  CONSTR. 

2,657 

PLANNING  AND  DESIGN 

5.253 

***  TOTAL  BY  PURPOSE  *** 

7,910 

($  THOUSANDS) 

DATA  AS  OF  FEB  1994 

NAVY  AIR  FORCE 

TOTAL 

840 

21,000 

21.840 

840 

21.000 

21.840 

1,515 

7.190 

16.615 

2.355 

28.190 

38.455 

840 

21.000 

21.840 

158 

4.018 

6.833 

158 

4.018 

6.833 

1.357 

3.172 

9,782 

2.355 

28.190 

38.455 
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FV  IMS  MILITARY  CONSTRUCTION  TOTAL  0BLI6ATI0NAL  AUTHORITY  AS  REQUESTED 

(S  THOUSANDS)  DATA  AS  OF  FEB  1M4 

. TOT  GUARD  AND  RESERVE . 

SUMMARY .  ARMY  NAVY  AIR  FORCE  OEFMIOE  TOTAL 


BY  LOCATION: 


SPECIFIED  LOCATIONS 

INSIDE  THE  UNITED  STATES 

2.083 

840 

126.898 

129.821 

OUTSIDE  THE  UNITED  STATES 

1.340 

1.340 

TOTAL  SPECIFIED 

2.083 

840 

128.238 

131.161 

UNSPECIFIED  LOCATIONS 

IS. 756 

1.515 

22.722 

39.993 

***  TOTAL  BY  LOCATION  *** 

17.839 

2.355 

150.960 

171.154 

BY  PURPOSE: 

MAJOR  CONSTRUCTION 

3.762 

840 

128.238 

132.840 

MINOR  CONSTRUCTION 

UNSPECIFIED 

7.824 

158 

8.018 

16.000 

TOTAL  MINOR  CONSTR. 

7.824 

158 

8.018 

16.000 

PLANNING  AND  DESIGN 

6.253 

1.357 

14.704 

22.314 

***  TOTAL  BY  PURPOSE  *** 

17.839 

2.355 

150.960 

171.154 
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FV  1995  MILITARY  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REOUESTEO 

($  THOUSANDS)  DATA  AS  OF  FEB  1994 

. ***FAMILY  HOUSING*** . 

SUMMARY .  ARMY  NAVY  AIR  FORCE  OEFMIDE  TOTAL 


BY  LOCATION: 


SPECIFIED  LOCATIONS 


INSIDE  THE  UNITED  STATES 

96.650 

(IKMO-NON-ADD) 

(9.700) 

OUTSIDE  THE  UNITED  STATES 

TOTAL  SPECIFIED 

96.650 

(MEMO-NON-ADD) 

(9.700) 

UNSPECIFIED  LOCATIONS 

1.346.144 

***  TOTAL  BY  LOCATION  *** 

1.442.794 

(MEMO-NON-ADD) 

(9.700) 

BY  PURPOSE: 

NEW  CONSTRUCTION 

96.650 

(MEMO-NON-ADD) 

(9.700) 

CONSTRUCTION  IMPROVEMENTS 

49.760 

PLANNING 

5.992 

OPERATING  EXPENSES 

management  account 

80.340 

SERVICES  ACCOUNT 

58.129 

UTILITIES  ACCOUNT 

283.933 

FURNISHINGS  ACCOUNT 

49.083 

MISCELLANEOUS  ACCOUNT 

1.856 

TOTAL  OPERATING  EXPENSES 

473.341 

LEASING 

243.442 

MAINTENANCE 

404.414 

MORTGAGE  INS..  PREMIUMS 

11 

HOMEOWNERS 

169.184 

***  TOTAL  BY  PURPOSE  *** 

1.442.794 

(MEMO-NON-ADD) 

(9.700) 

49.012 

181.948 

327.610 

(9.700) 

300 

300 

49.012 

181.948 

300 

327.910 

(9.700) 

1.033.882 

872.390 

29.081 

3.281.497 

1.082.894 

1.054.338 

29.381 

3.609,407 

(9.700) 

49.012 

181.948 

300 

327.910 

(9.700) 

155,602 

61.770 

50 

267.182 

24.681 

9.275 

39.948 

88.827 

45.076 

223 

214.466 

48.793 

32,724 

391 

140,037 

184.845 

178.472 

880 

648.130 

32,233 

42,852 

2,485 

126.653 

1.217 

5.794 

31 

8,898 

355,915 

304.918 

4.010 

1.138.184 

114.336 

112,757 

24.051 

494.586 

383.263 

383.644 

970 

1.172.291 

85 

26 

122 

169,184 

1,082,894 

1,054,338 

29,381 

3,609,407 

(9,700) 

SUMMARY-41 


FISCAL  YEAR  199S  MILITARY  CONSTRUCTION  AND  FAMILY  HOUSING 


SUMMARY  BY  STATE  -  COUNTRY 

($  THOUSANDS)  DATA  AS  OF  FEB  1994 


STATE-COUNTRY 

ACTIVE 

FORCES 

GUARD  AND 
RESERVE 

FAMILY 

HOUSING 

TOTAL 

ALABAMA 

9.600 

21.000 

2.100 

32.700 

ALASKA 

AUTHORIZED  IN  PRIOR  YEAR 

6B.800 

(66.000) 

68.800 

(66.000) 

ARIZONA 

5.940 

5.940 

ARKANSAS 

97.000 

440 

97.440 

CALIFORNIA 

101.270 

8,200 

76.745 

186.215 

COLORADO 

1.750 

1.700 

16.500 

19.950 

DELAWARE 

4.600 

4.600 

DISTRICT  OF  COLUMBIA 

600 

9.000 

9.600 

FLORIDA 

47.050 

2.083 

7.145 

56.278 

GEORGIA 

(MEMO-NON-ADO) 

77.700 

21.850 

10.600 

(9.700) 

110.150 

(9.700) 

HAWAII 

10.000 

1.000 

26.000 

37.000 

IDAHO 

4.950 

380 

6.593 

11.923 

ILLINOIS 

15.700 

30.000 

45,700 

INDIANA 

9.750 

9.750 

KANSAS 

500 

3.620 

8.322 

12,442 

KENTUCKY 

36.400 

2.950 

39.350 

LOUISIANA 

1,500 

840 

8.236 

10.576 

MAINE 

1.219 

1.219 

MARYLAND 

45.878 

863 

46,741 

MASSACHUSEHS 

6.100 

4.150 

10.250 

MICHIGAN 

8.975 

8,975 

MISSISSIPPI 

11.240 

11,240 

MISSOURI 

24,290 

940 

567 

25.797 

MONTANA 

7,200 

1.150 

8.350 

NEBRASKA 

2.260 

14.774 

17.034 
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FISCAL  YEAR  1995  MILITARY  CONSTMJCTION  AND  FAMILY  HOUSING 


SUMMRY  BY  STATE  -  COUNTRY 

($  THOUSANDS)  DATA  AS  OF  FEB  1994 


STATE -COUNTRY 

ACTIVE 

FORCES 

GUARD  AND 
RESERVE 

FAMILY 

HOUSING 

TOTAL 

NEW  JERSEY 

26.000 

1.000 

27.000 

NEW  MEXICO 

18.140 

900 

18.021 

37.061 

NEW  YORK 

28.000 

1.220 

8.000 

37.220 

NORTH  CAROLINA 

AUTHORIZED  IN  PRIOR  YEAR 

149.750 

(79.000) 

690 

20.899 

171.339 

(79.000) 

NORTH  DAKOTA 

11.050 

709 

11.759 

OHIO 

5.550 

3.240 

8.790 

OKLAHOMA 

37.573 

700 

38.273 

OREGON 

179.000 

1.700 

180.700 

PENNSYLVANIA 

3.460 

3.460 

RHODE  ISLAND 

14.500 

14.500 

SOUTH  CAROLINA 

13.950 

631 

14.581 

SOUTH  DAKOTA 

1.450 

1.450 

TENNESSEE 

1.900 

1.900 

TEXAS 

64.860 

38.477 

103.337 

UTAH 

400 

400 

VIRGINIA 

AUTHORIZED  IN  PRIOR  YEAR 

181.112 

(120,000) 

14.976 

196.088 

(120.000) 

WASHINGTON 

105.780 

1.815 

107.595 

WEST  VIRGINIA 

500 

500 

WISCONSIN 

4.040 

4.040 

WYOMING 

2.650 

11.321 

13.971 

CONUS  CLASSIFIED 

7.441 

5.000 

12.441 

CONUS  VARIOUS 

2.200 

2.200 

••INSIDE  THE  USA 

1.419.194 

129.821 

327.610 

1.876.625 

(MEMO-NON-ADO)  (9.700)  (9.700) 

AUTHORIZED  IN  PRIOR  YEAR  (265.000)  (265.000) 
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FISCAL  VEAR  19M  NILITMV  CONSTWICTION  MO  FMILV  HOUSING 

SUNNMV  BV  STATE  -  COUNTRV 

(t  THOUSANDS)  DATA  AS  OF  FEB  1994 


STATE -COUNTRY 

ACTIVE 

FORCES 

GUARD  AND 
RESERVE 

FMILY 

HOUSING 

TOTAL 

BELGIUM 

300 

300 

GERMMY 

21.823 

21.823 

GREECE 

3.050 

3.050 

GREENLAND 

2.450 

2.450 

ITALY 

42.210 

42,210 

KWAJALEIN 

6.400 

6.400 

PORTUGAL 

2.850 

2.850 

PUERTO  RICO 

1.650 

1.340 

2.990 

UNITED  KINGDOM 

11.000 

11.000 

OVERSEAS  CLASSIFIED 

4.050 

4.050 

••SPECIFIED  OUTSIDE  THE  USA 

95.483 

1.340 

300 

97.123 

WORLDWIDE  UNSPECIFIED 

3.273.969 

38.314 

3.281,497 

6.593.780 

WORLDWIDE  VARIOUS 

1.679 

1.679 

••UNSPECIFIED  worldwide 

••miLITARY  CONSTRUCTION 
(MEMQ-NON-AOO) 

AUTHORIZED  IN  PRIOR  YEAR 

3.273.969 

39.993 

3.281,497 

6,595.459 

4,788.646 

(265.000) 

171,154 

3.609,407 

(9.700) 

8,569.207 

(9.700) 

(265.000) 
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FISCAL  YEAR  1995  MILITARY  CONSTRUCTION  ANO  FAMILY  HOUSING 


ARMY  •** 

STATE-COUNTRY 

SUMMARY  BY  STATE  -  COUNTRY 
($  THOUSANDS) 
ACTIVE  GUARD  AND 

FORCES  RESERVE 

DATA  AS  OF 
FAMILY 
HOUSING 

FEB  1994 

TOTAL 

ARKANSAS 

97.000 

97.000 

COLORADO 

16.500 

16.500 

FLORIDA 

2.063 

2.063 

GEORGIA 

49.400 

10.600 

60.000 

(MEMO-NON-ADO) 

(9,700) 

(9,700) 

HAWAII 

10.000 

26.000 

36.000 

KENTUCKY 

36.400 

36.400 

fWtYLANO 

6.600 

6.600 

MASSACHUSETTS 

4.150 

4.150 

NEW  JERSEY 

4.050 

4.050 

NEW  YORK 

26.000 

6.000 

36.000 

NORTH  CAROLINA 

51.200 

51.200 

OKLAHOMA 

16.000 

16.000 

OREGON 

179.000 

179.000 

TEXAS 

33.300 

31.400 

64,700 

VIRGINIA 

7.300 

7,300 

WASHINGTON 

64.000 

64.000 

••INSIDE  THE  USA 

564.250 

2.063 

96.650 

662.963 

(MEMO-NON-ADO) 

(9.700) 

(9.700) 

KWAJALEIN 

6.400 

6.400 

••SPECIFIED  OUTSIDE  THE  USA 

6.400 

6,400 

WORLDWIDE  UNSPECIFIED 

99.926 

14.077 

1,346.144 

1.460.147 

WORLDWIDE  VARIOUS 

1.679 

1.679 

••UNSPECIFIED  WORLDWIDE 

99.926 

15.756 

1,346.144 

1.461.626 

••nYILITARY  CONSTRUCTION 

690,576 

17,839 

1,442,794 

2.151.209 

(MEMO-NON-ADO) 

(9.700) 

(9.700; 
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FISCAL  VEAR  199S  NILITARV  CONSTRUCTION  AND  FANILV  HOUSING 


HAW  *** 

STATE-COUNTRY 

SUMMRV  BY  STATE  -  COUNTRY 
($  THMSANOS) 
ACTIVE  GUARD  AND 

FMCES  RESERVE 

DATA  AS  OF 
FAMILY 
HOUSING 

FEB  1994 

TOTAL 

CALIFORNIA 

63.840 

46.814 

110.654 

FLORIDA 

4.300 

4.300 

ILLINOIS 

13.000 

13,000 

LOUISIANA 

840 

640 

MARYLAND 

863 

863 

NEW  JERSEY 

2.950 

2.950 

NEW  MEXICO 

1.390 

1.390 

NORTH  CAROLINA 

16.950 

16.950 

RHODE  ISLAND 

14.500 

14.500 

SOUTH  CAROLINA 

2.550 

2.550 

TEXAS 

14.110 

14.110 

VIRGINIA 

45.560 

555 

46.115 

WASHINGTON 

37.930 

780 

38.710 

CONUS  VARIOUS 

2.200 

2.200 

**INSIOE  THE  USA 

219.280 

840 

49.012 

269.132 

GREECE 

3.050 

3.050 

ITALY 

42.210 

42.210 

PUERTO  RICO 

1.650 

1.650 

UNITED  KINGDOM 

3.900 

3.900 

"SPECIFIED  OUTSIDE  THE  USA 

50.610 

50.610 

WORLDWIDE  UNSPECIFIED 

50.380 

1,515 

1.033.682  1 

.085,777 

"UNSPECIFIED  WORLDWIDE 

50.380 

1.515 

1.033.882  1 

.085.777 

"•MILITARY  CONSTRUCTION 

320.470 

2.355 

1.082.894  1 

.405.719 
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FISCAL  YEAR  1995  MILITAAV  CONSTRUCTION  AND  FAMILY  HOUSING 


AIR  FORCE  SU»I«RY  BY  STATE  -  COUNTRY 

(t  THOUSANDS)  DATA  AS  OF  FEB  1994 


STATE-COUNTRY 

ACTIVE 

FWCES 

GUARD  AND 
RESERVE 

FAMILY 

HOUSING 

TOTAL 

ALABAMA 

9.600 

21.000 

2.100 

32.700 

ALASKA 

2.800 

2.800 

ARIZONA 

5.940 

5.940 

ARKANSAS 

440 

440 

CALIFORNIA 

18.650 

8.200 

29.931 

56.781 

COLORADO 

1.750 

1.700 

3.450 

DELAWARE 

4.600 

4.600 

DISTRICT  OF  COLUMBIA 

9.000 

9.000 

FLORIDA 

30.450 

7.145 

37.595 

GEORGIA 

28.300 

21.850 

50.150 

HAWAII 

1.000 

1.000 

IDAHO 

4,950 

380 

6.593 

11.923 

ILLINOIS 

2.700 

30.000 

32.700 

INDIANA 

9.750 

9.750 

KANSAS 

500 

3.620 

8.322 

12,442 

KENTUCKY 

2.950 

2.950 

LOUISIANA 

1,500 

8.236 

9,736 

MAINE 

1.219 

1.219 

MARYLAND 

6.300 

6.300 

MASSACHUSEHS 

6.100 

6,100 

MICHIGAN 

8,975 

8.975 

MISSISSIPPI 

11,240 

11,240 

MISSOURI 

24,290 

940 

567 

25.797 

MONTANA 

7,200 

1.150 

8.350 

NEBRASKA 

2.260 

14,774 

17,034 

NEW  JERSEY 

17,000 

1.000 

18.000 
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FISCAL  VEAA  1995  MILITARY  CONSTRUCTION  ANO  FAMILY  HOUSING 


AIR  FORCE  •** 

STATE -COUNTRY 

SUMMARY  BY  STATE  -  COUNTRY 
($  THOUSANDS) 
ACTIVE  GUARD  ANO 

FORCES  RESERVE 

DATA  AS  OF 
FAMILY 
HOUSING 

FEB  1994 

TOTAL 

NEW  MEXICO 

7.150 

900 

18.021 

26.071 

NEW  YORK 

1.220 

1.220 

NORTH  CAROLINA 

AUTHORIZED  IN  PRIOR  YEAR 

6.600 

(4.000) 

690 

20.899 

28.  IN 
(4.000) 

NORTH  DAKOTA 

11.050 

709 

11.759 

OHIO 

3.350 

3.240 

6,590 

OKLAHOMA 

19.573 

700 

20.273 

OREGON 

1.700 

1.700 

PENNSYLVANIA 

3.460 

3.460 

SOUTH  CAROLINA 

11.400 

631 

12.031 

SOUTH  DAKOTA 

1.450 

1.450 

TENNESSEE 

1.900 

1.900 

TEXAS 

17.450 

7.077 

24.527 

UTAH 

400 

400 

VIRGINIA 

14.421 

14.421 

WASHINGTON 

3.850 

1.035 

4.885 

WEST  VIRGINIA 

500 

500 

WISCONSIN 

4.040 

4.040 

WYOMING 

2.650 

11.321 

13.971 

CONUS  CLASSIFIED 

2.141 

5.000 

7,141 

**  INS  IDE  THE  USA 

AUTHORIZED  IN  PRIOR  YEAR 

262.654 

(4.000) 

126.898 

181.948 

571.500 

(4.000) 

GERMANY 

21.823 

21.823 

GREENLAND 

2.450 

2,450 

PORTUGAL 

2.850 

2,850 
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FISCAL  YEAR  1995  MILITARY  CONSTRUCTION  AND  FAMILY  HOUSING 


AIR  FORCE  •** 

STATE-COUNTRY 

SUMMRY  BY  STATE  -  COUNTRY 
($  THOUSANDS) 
ACTIVE  GUARD  AND 

FORCES  RESERVE 

DATA  AS  OF 
FAMILY 
HOUSING 

FEB  1994 

TOTAL 

PUERTO  RICO 

1.340 

1.340 

UNITED  KINGDOM 

7.100 

7.100 

OVERSEAS  CLASSIFIED 

4.050 

4.050 

"SPECIFIED  OUTSIDE  THE  USA 

3B.273 

1.340 

39.613 

WORLDWIDE  UNSPECIFIED 

56.386 

22.722 

872.390 

951.498 

"UNSPECIFIED  WORLDWIDE 

56.386 

22.722 

872.390 

951.498 

"•MILITARY  CONSTRUCTION 

357.313 

150.960 

1.054.338 

1.562.611 

AUTHORIZED  IN  PRIOR  YEAR 

(4.000) 

(4.000: 
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FISCAL  YEAR  1995  MILITARY  CONSTWICTION  AND  FAMILY  H0USIN6 
OEFENSEWIOE  SUMMARY  BY  STATE  -  COUNTRY 


STATE-COUNTRY 

(i  THOUSANDS) 
ACTIVE  GUARD  AND 

FORCES  RESERVE 

DATA  AS  OF  FEB  1994 
FAMILY 

HOUSING  TOTAL 

ALASKA 

AUTHORIZED  IN  PRIOR  YEAR 

66.000 

(66.000) 

66.000 

(66.000) 

CALIFORNIA 

18.780 

18.780 

DISTRICT  OF  COLUMBIA 

600 

600 

FLORIDA 

12.300 

12.300 

MMYLANO 

32.978 

32.978 

NEW  JERSEY 

2.000 

2.000 

NEW  MEXICO 

9.600 

9.600 

NORTH  CAROLINA 

AUTHORIZED  IN  PRIOR  YEAR 

75.000 

(75.000) 

75.000 

(75.000) 

OHIO 

2.200 

2.200 

VIRGINIA 

AUTHORIZED  IN  PRIOR  YEAR 

128.252 

(120.000) 

128.252 

(120.000) 

CONUS  CLASSIFIED 

5.300 

5.300 

**INSIOE  THE  USA 

AUTHORIZED  IN  PRIOR  YEAR 

353.010 

(261.000) 

353.010 

(261.000) 

BELGIUM 

300 

300 

••SPECIFIED  OUTSIDE  THE  USA 

300 

300 

WORLDWIDE  UNSPECIFIED 

3.067.277 

29.081 

3.096.358 

••UNSPECIFIED  WORLDWIDE 

3.067.277 

29.081 

3.096.358 

•••MILITARY  CONSTRUCTION 
AUTHORIZED  IN  PRIOR  YEAR 

3.420.287 

(261.000) 

29.381 

3.449.668 

(261.000) 

SUMMARY-SO 


FV  1993  MILITARY  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  ENACTED 


ACTIVE,  GUARD  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 


DATA  AS  OF  FEB  1994 


STATE/COMP. /INSTALLATION 

oonicrr  mamp  __  _ 

PROJ  COST 

TOTAL 

ALABAMA 

ARMY 

FORT  MCCLELLAN 

AMMUNITION  STORAGE 

GENERAL  INSTRUCTION  BUILDING 

VEHICLE  MAINTENANCE  SHOP 

WASTEWATER  TREATMENT  PLANT 

FORT  MCCLELLAN 

2.500 

2.050 

1.350 

4.200 

10.100 

AIR  FORCE 

GUNTER  AFB 

UNDERGROUND  FUEL  STORAGE  TANKS 

GUNTER  AFB 

960 

960 

ARMY  NATIONAL  GUARD 

CULLMAN 

DAS-3  BLDG  ACQUISITION 

CULLMAN 

400 

400 

MONTGOMERY 

AVN  POL  JOINT  USE.  ANG  DESIGN 

MONTGOMERY 

400 

400 

ONEONTA 

ORGANIZATIONAL  MAINTENANCE  SHOP 

ONEONTA 

461 

461 

FORT  RUCKER 

UTES  AOO/ALT 

FORT  RUCKER 

1.000 

1.000 

TUSCALOOSA 

ARMORY 

TUSCALOOSA 

2.273 

2.273 

UNION  SPRINGS 

ARMORY 

UNION  SPRINGS 

800 

800 

**ARMY  NATIONAL  GUARD 

5.334 

AIR  NATIONAL  GUARD 

BIRMINGHAM  MAP 

FIRE  STATION 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
VEHICLE  MAINTENANCE  COMPLEX 

BIRMINGHAM  MAP 

2,100 

500 

2,300 

4,900 

"ALABAMA 

21,294 

ALASKA 

ARMY 

FT  J  M  WAINWRIGHT 

AUTOMATED  RECORD  FIRE  RANGE 

FT  J  M  WAINWRIGHT 

4.550 

4.550 

AIR  FORCE 

CLEAR  AFS 

UNDERGROUND  FUEL  STORAGE  TANKS 

CLEAR  AFS 

2,250 

2,250 

EIELSON  AFB 

AIRCRAFT  WEATHER  SHELTERS 

HYDRANT  FUEL  SYSTEM 

TRAFFIC  MANAGEMENT  FACILITY  CLAIM 

26.752 

6.535 

500 

STATE-  1 


FV  1993  MILITARY  CONSTRUCTION  TOTAL  08LIGATI0NAL  AUTHORITY 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  I 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP. /INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

ALASKA 
AIR  FORCE 
EIELSON  AFB 

UNDERGROUND  FUEL  STORAGE  TANKS  479 

EIELSON  AFB 

ELMENDORF  AFB 

AIRCRAFT  WEATHER  SHELTERS.  PHASE  I  16.000 

FIRE  TRAINING  FACILITY  1.950 

UNDERGROUND  FUEL  STORAGE  TANKS  4.600 

ELMENDORF  AFB 

GALENA  AIRPORT 

UNDERGROUND  FUEL  STORAGE  TANKS  4.850 

GALENA  AIRPORT 

KING  SALMON  AIRPORT 

UNDERGROUND  FUEL  STORAGE  TANKS  5.000 

KING  SALMON  AIRPORT 

SHEMVA  AFB 

WASTE  MANAGEMENT  FACILITY  3.350 

SHiIMYA  AFB 


**AIR  FORCE 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 
ELMENDORF  AIR  FORCE  BASE 

HOSPITAL  REPLACEMENT  PHASE  I  15.000 

ELMENDORF  AIR  FORCE  BASE 

AIR  NATIONAL  GUARD 
EIELSON  AFB 

COMPOSITE  VEHICLE  MAINTENANCE  SHOP  4.500 

EIELSON  AFB 

KULIS  ANGB 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  310 

KULIS  ANGB 

**AIR  NATIONAL  GUARD 
••ALASKA 


ARIZONA 
AIR  FORCE 
DAVIS-MONTHAN  AFB 

DORMITORY  3.500 

DAVIS-MONTHAN  AFB 

LIBBY  ARMY  AIR  FIELD 

UPGRADE  AIRFIELD  PAVEMENTS  8.660 

LIBBY  ARMY  AIR  FIELD 

LUKE  AFB 

STUDENT  PILOT  QUARTERS  2.950 

LUKE  AFB 

NAVAJO  ARMY  DEPOT 

MINUTEMAN  FACILITIES  3.900 

NAVAJO  ARMY  DEPOT 

••AIR  FORCE 

ARMY  NATIONAL  GUARD 
MARANA 

AVN  PICHACO  PEAK  STAGEFIELD  3.041 

MARANA 


AS  ENACTED 
FEB  1994 

TOTAL 

34.266 

22.550 

4.850 

5.000 

3.350 

72.266 

15.000 

4.500 

310 

4.810 

96.626 

3.500 

8.660 

2,950 

3,900 

19,010 

3.041 


STATE-  2 


FY  1993  MILITARY  CONSTRUCTION  TOTAL  08LIGATIONAL  AUTHORITY  AS  ENACTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF  FEB  1994 

INSIDE  THE  UNITED  STATES 
(t  THOUSANDS) 

STATE/COMP. /INSTALLATION  PROJ  COST  TOTAL 

. PROJECT  NAME . 

ARIZONA 

AIR  NATIONAL  GUARD 
TUCSON  lAP 

JET  FUEL  STORAGE  COMPLEX  7.200 

TUCSON  lAP  7.200 


AIR  FORCE  RESERVE 
DAVIS-MONTHAN  AFB 

ADD/ALTER  AIRCRAFT  MAINTENANCE  FACILITY 
MUNITIONS  MAINTENANCE  FACILITIES 
DAVIS-MONTHAN  AFB 


1.500 

930 

2.430 


♦•ARIZONA 


31.681 


ARKANSAS 

ARMY 

PINE  BLUFF  ARSENAL 

AMMUNITION  DEMILITARIZATION  SUPPORT  FAC  15.000 

HAZARDOUS  WASTE  LANDFILL  EXPANSION  11.800 

PINE  BLUFF  ARSENAL  26.800 


AIR  FORCE 
LITTLE  ROCK  AFB 

AEROMEDICAL  STAGING  FACILITY  1.250 

C-130  SQUADRON  OPERATIONS  FACILITY  603 

C-130  SQUADRON  OPERATIONS  FACILITY  950 

FIRE  TRAINING  FACILITY  710 

LITTLE  ROCK  AFB  3.513 


••ARKANSAS 


30.313 


CALIFORNIA 

ARMY 

^TFRRA  ARMY  DFROT 

AMMUNITION  SURVEILLANCE  FACILITY-080F 
SIERRA  ARMY  DEPOT 


2.450 


2.450 


NAVY 

CAMP  PENDLETON  MARINE  CORPS  BASE 
CAMP  PENDLETON  FLOOD  3.000 

ELECTRICAL  DISTRIBUTION  SYSTEM  UPGRADE  3.800 

MESS  HALL  EXPANSION  1.960 

SEWAGE  TREATMENT  PLANT  MODIFICATIONS  19.740 

CAMP  PENDLETON  MARINE  CORPS  BASE  28.500 


LEMOORE  NAVAL  AIR  STATION 
BATTERY  SHOP 

LEMOORE  NAVAL  AIR  STATION 


680 


680 


PORT  HUENEME  NAVAL  CONSTR  BATTALION  CTR 
BACHELOR  ENLISTED  QUARTERS  9.000 

HAZARDOUS  AND  FLAMMABLE  STOREHOUSE  5.300 

PORT  HUENEME  NAVAL  CONSTR  BATTALION  CTR  14.300 


SEAL  BEACH  NAVAL  WEAPONS  STATION 

ORDNANCE  TRANSFER  FACILITY-DBOF  2.150 

SEAL  BEACH  NAVAL  WEAPONS  STATION  2.150 

TWENTYNINE  PALMS  MARCORP  AIR-GRNO  COMB  CTR 
NON-POTABLE  WATER  SYSTEM  IMPROVEMENTS  4.600 

TWENTYNINE  PALMS  MARCORP  AIR-GRNO  COMB  CTR  4.600 


••NAVY  50.230 


AIR  FORCE 
BEALE  AFB 

FIRE  TRAINING  FACILITY  1,250 


STATE-  3 


. - 

FV  1993  NILITMY  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  ENACTED 

ACTIVE.  »MRO  AND  RESERVE  FORCES  DATA  AS  OF  FEB  1994 

INSIDE  THE  UNITED  STATES 


($  THOUSANDS) 

STATE/CONF . /INSTALLATION 

PROJ  COST 

TOTAL 

CALIFORNIA 

AIR  FORCE 

BEALE  AFB 

SECURITY  POLICE  OPERATIONS 

BEALE  AFB 

4.3S0 

5.600 

EDWARDS  AFB 

UNDERGROUND  FUEL  STORAGE  TANKS 

WASTEWATER  TREATMENT  PLANT 

EDWARDS  AFB 

S.OOO 

17.700 

22.700 

MARCH  AFB 

UNDERGROUND  FUEL  STORAGE  TANKS 

MARCH  AFB 

2,220 

2.220 

MCCLELLAN  AFB 

RENOVATE  DEPOT  PLATING  SHOP 

UNDERGROUND  FUEL  STORAGE  TANKS 

UPGRADE  INOUST  WASTEWATER  COLLECTION  SYS 
MCCLELLAN  AFB 

7.000 

1.150 

1.750 

9.900 

TRAVIS  AFB 

ALTER  DORMITORIES 

UPGRADE  SANITARY  SEWER  MAINS 

TRAVIS  AFB 

10.000 

660 

10.B60 

VAMnFNAPQfi  APA 

UPGRADE  ELECTRICAL  POWER  UTILITY  SYSTEM 
UPGRADE  FIRE  PROTECTION  SYSTEM 

WATER  SUPPLY  (STATE  TIE-IN) 

VANOENBERG  AFB 

6.100 

4,150 

16.000 

26.250 

**AIR  FORCE 

77,530 

DEFENSE  LOGISTICS  AGENCY 

OEF  REUTILIZATION  &  MKTR  OFC  MARCH  AFB 

ORMO  RELOCATION 
(MEMO-NON-AOD) 

OEF  REUTILIZATION  &  MKTR  OFC  MARCH  AFB 
(MEMO-NON-AOD) 

(630) 

(630) 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 

BEALE  AFB 

LIFE  SAFETY  UPGRADE 

BEALE  AFB 

3.500 

3.500 

MARCH  AFB 

CMF  AOD/ALT  LSU/UTILITIES 

MARCH  AFB 

18.000 

18,000 

••DEFENSE  MEDICAL  SUPPORT  ACTIVITY 

21.500 

ARMY  NATIONAL  GUARD 

FRESNO 

AVCRAO  MOO/HELIPADS 

FRESNO 

901 

901 

LAKEPORT 

ARMORY 

LAKEPORT 

1.560 

1.580 

LOS  ALAMITOS  AFRC 

JP-4  FUEL  TANK  REPLACE 

LOS  ALAMITOS  AFRC 

1.553 

1.553 

••ARMY  NATIONAL  GUARD 

4,034 

STATE-  4 


FY  1993  MILITARY  CMSTRUCTtON  TOTAL  OSLIGATIONAL  AUTHORITY  AS  ENACTEO 


ACTIVE.  GUARD  AMO  RESERVE  FORCES  DATA  AS  OF 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP. /installation  PROJ  COST 

. PROJECT  NAME . 

CALIFORNIA 
•••FAMILY  HOUSING^^^ 

NAVY 

MARINE  CORPS  BASE  CAMP  PENDLETON 

NEW  CONSTRUCTION  (300)  {30,600} 

MARINE  CORPS  BASE  CAMP  PENDLETON 
FAMILY  HOUSING 

NAVAL  COMPLEX  SAN  DIEGO 

NEW  CONSTRUCTION  (300)  (30.400} 

NAVAL  COMPLEX  SAN  OIEGO 
FAMILY  HOUSING 

••NAVY 

FAMILY  HOUSING 

AIR  FORCE 
BEALE  AFB 

HOUSING  OFFICE  {306} 

BEALE  AFB 
FAMILY  HOUSING 

MARCH  AFB 

FAMILY  HOUSING  (320  UNITS)  {38.351} 

MARCH  AFB 
FAMILY  HOUSING 

••AIR  FORCE 

FAMILY  HOUSING 

••CALIFORNIA 

(MEMO-NON-AOD) 

FAMILY  HOUSING 


COLORADO 

ARMY 

FITZSIMONS  ARMY  MEDICAL  CENTER 

CENTRAL  ENERGY  PLANT  19.400 

FACILITIES  ENGINEER  SHOPS  6.000 

FITZSIMONS  ARMY  MEDICAL  CENTER 

AIR  FORCE 
PETERSON  AFB 

ADD  TO  AND  ALTER  DORMITORY  3,500 

PETERSON  AFB 

US  AIR  FORCE  ACADEMY 

BASE  OPERATIONS  FACILITY  1,482 

UNDERGROUND  FUEL  STORAGE  TANKS  843 

UPGRADE  ENERGY  MANAGEMENT  B  CONTROL  SYS  1,650 

US  AIR  FORCE  ACADEMY 


••AIR  FORCE 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 
FITZSIMONS  ARMY  MED  CTR 

HOSPITAL  REPLACEMENT  PHASE  I  (SITE  PREP)  2,000 

FITZSIMONS  ARMY  MED  CTR 

AIR  NATIONAL  GUARD 
BUCKLEY  ANGB 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  800 

BUCKLEY  ANGB 

AIR  FORCE  RESERVE 
PETERSON  AFB 

AVIONICS  FACILITY  1,300 

PETERSON  AFB 

••COLORADO 


FEB  1994 

TOTAL 


(30,600} 

{30.400} 

{61.000} 

{306} 

{38.351} 

{38.657} 

155.744 

(630) 

{99.657} 

25,400 

3,500 

3,975 

7.475 

2,000 

BOO 

1.300 

36.975 


STATE-  5 


FV  1M3  MILITMV  CONSTRUCTION  TOTAL  OBLIOATIONAL  AUTHORITY  AS  ENACTED 


ACTIVE.  6UARO  AND  RESERVE  FORCES  DATA  AS  OF 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/CQNP. /INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

CONNECTICUT 
NAVY 

NEW  LONDON  NAVAL  SUBMARINE  BASE 
SUBMARINE  ORYOOCK  PIER 
NEW  LONDON  NAVAL  SUBMARINE  BASE 

AIR  NATIONAL  GUARD 
BRADLEY  FIELD 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
BRADLEY  FIELD 

ORANGE  AN6S 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
ORANGE  ANGS 

**AIR  NATIONAL  GUARD 

•••FAMILY  HOUSING^^* 

NAVY 

NSB  NEW  LONDON 
NEW  CONSTRUCTION  (100)  (11.850) 

NSB  NEW  LONDON 
FAMILY  HOUSING 

••CONNECTICUT 

FAMILY  HOUSING 


12.500 

1.200 

800 


DELAWARE 
AIR  FORCE 
DOVER  AFB 

DORMITORY  3,900 

FIRE  TRAINING  FACILITY  910 

HYDRANT  FUELING  SYSTEM  14.000 

UNDERGROUND  FUEL  STORAGE  TANKS  1.850 

DOVER  AFB 


DISTRICT  OF  COLUMBIA 
AIR  FORCE 
BOLLING  AFB 

BASE  ENGINEERING  COMPLEX  9.400 

BOLLING  AFB 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 
WALTER  REED  ARMY  MEDICAL  CENTER 

ARMY  INSTITUTE  OF  RESEARCH  PHASE  I  13,300 

ARMY  INSTITUTE  OF  RESEARCH  PHASE  I 

(MEMO-NON-AOO)  (147.300) 

WALTER  REED  ARMY  MEDICAL  CENTER 
(MEMO-NON-ADD) 

••DISTRICT  OF  COLUMBIA 
(MEMO-NON-AOO) 


FLORIDA 
AIR  FORCE 
CAPE  CANAVERAL  AFS 

CENTAUR  PROCESSING  BUILDING  33.000 

REPLACE  CHILLER  PLANT  2,500 

WASTEWATER  TREATMENT  SYSTEM  5.300 

CAPE  CANAVERAL  AFS 

EGLIN  AFB 

FIRE  TRAINING  FACILITY  770 


FEB  1994 

TOTAL 


12.500 


1.200 


800 


2.000 


(11.850) 


14.500 

(11.850) 


20.660 


9.400 


13.300 

(147.300) 


22.700 

(147.300) 


40.800 


STATE-  6 


FV  1993  MILITARY  CONSTRUCTION  TOTAL  MLIGATIONAL  AUTHORITY  AS  ENACTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF 

INSIDE  THE  tMITED  STATES 
($  THOUSANDS) 

STATE/COMP. /INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

FLORIDA 
AIR  FORCE 
E6LIN  AFB 

RENOVATE  CLIMATIC  TEST  CHAMBER.  PHASE  I  5.000 

UPGRADE  WASTEWATER  TREATMENT  PLANT  910 

EGLIN  AFB 

PATRICK  AFB 

REGIONAL  SEWER  CONNECTION  7.587 

PATRICK  AFB 

**AIR  FORCE 


ARMY  NATIONAL  GUARD 
CAMP  BLANDING 

RANGE.  MOUT-CFT  2.450 

TRNG  SITE.  BOq/BEQ  958 

CAMP  BLANDING 

JACKSONVILLE 

ARMORY  ADO  1.480 

JACKSONVILLE 

JACKSONVILLE-CRAIG  FIELD 

ARMORY  ADO/ALT  1.682 

ORGAN  MAINT  SHOP  ADO/ALT  368 


JACKSONVILLE-CRAIG  FIELD 

**ARMY  NATIONAL  GUARD 

•••FAMILY  HOUSING^^^ 

AIR  FORCE 
PATRICK  AFB 

FAMILY  HOUSING  (250  UNITS)  (22.500) 

PATRICK  AFB 
FAMILY  HOUSING 

••FLORIDA 

FAMILY  HOUSING 


GEORGIA 

ARMY 

FORT  GORDON 

MAINTENANCE  FACILITY  10.000 

FORT  GORDON 

FORT  MCPHERSON 

BARRACKS  10.200 

FORT  GILLEM  HATER  DISTRIBUTION  SYSTEM  2.700 

FORT  MCPHERSON 

FT  STEWART/HUNTER  AAF 

TACTICAL  EOUIPMENT  SHOP  5,400 

FT  STEHART/HUNTER  AAF 


••ARMY 


NAVY 

ALBANY  MARINE  CORPS  LOGISTICS  BASE 
ABRASIVE  BLAST  FACILITY  4.100 

HAZARDOUS  &  FLAMMABLE  STOREHSE  ALTERATIONS  2.700 

ALBANY  MARINE  CORPS  LOGISTICS  BASE 

AIR  FORCE 
MOODY  AFB 

C-130  FUEL  CELL  NOSE  DOCK  3.600 


FEB  1994 

TOTAL 

6.680 

7,587 

55.067 

3.408 

1.480 

2.050 

6,938 

(22.500) 

62,005 

(22.500) 

10.000 

12,900 

5.400 

28,300 

6,800 


STATE-  7 


fi  1993  NILITMV  CONSTRUCTION  TOTAL  OBLIOATIONAL  AUTNORITV  AS  ENACTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STAHS 
($  THOUSANDS) 
STATE/CONP./INSTALLATION 

. PROJECT  NAME . 

GEORGIA 
AIR  FORCE 
MOODY  AFB 

FIRE  TRAINING  FACILITY 
MOODY  AFB 


DATA  AS  OF  FEB  1994 


PROJ  COST 


ROBINS  AFB 

J-STARS  SECURITY  IMPROVEMENTS 
JSTARS  ACFT  PARKING  APRON  A  HYDRANT 
ROBINS  AFB 

**AIR  FORCE 


10.800 


IS. 180 


ARMY  NATIONAL  GUARD 
BARNESVILLE 
ARMORY  ALT/ACQ 
BARNESVILLE 

AIR  NATIONAL  GUARD 
SAVANNAH  MAP 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
SAVANNAH  MAP 

NAVY  RESERVE 
DOBBINS  AFB 
MCRC  REPLACEMENT 
DOBBINS  AFB 

•♦♦FAMILY  HOUSING^^^ 

ARMV 

FORT  STEWART 

HUNTER  ARMY  AIRFIELD  -  REPROG  ALLOWANCE 
FORT  STEWART 
FAMILY  HOUSING 

AIR  FORCE 
MOODY  AFB 

HOUSING  MAINTENANCE  FACILITY 
MOODY  AFB 
FAMILY  HOUSING 


ROBINS  AFB 

FAMILY  HOUSING  (55  UNITS) 
ROBINS  AFB 
FAMILY  HOUSING 

♦♦AIR  FORCE 

FAMILY  HOUSING 

♦♦GEORGIA 

FAMILY  HOUSING 


(3.153) 


(3.153) 


(3.443) 


56.870 

(3.525) 


HAWAII 

ARMY 

SCHOFIELD  BARRACKS 
CHILD  DEVELOPMENT  CENTER 
SECONDARY  SEWAGE  TREATMENT  PLANT 
SCHOFIELD  BARRACKS 


5.800 

17.500 


23.300 


NAVY 

BARKING  SANDS  PACIFIC  MISSILE  RANGE  FAC 
AIRCRAFT  PARKING  APRON 
BARKING  SANDS  PACIFIC  MISSILE  RANGE  FAC 


HONOLULU  COMP&TELCOMM  AREA  MASTER  STA  EPAC 
ANTENNA  SAFETY  IMPROVEMENTS 
HONOLULU  COMP&TELCOMM  AREA  MASTER  STA  EPAC 


STATE-  8 


FV  1993  MILITARY  CONSTRUCTION  TOTAL  OOLIGATIONAL  AUTHORITY  AS  ENACTED 


ACTIVE,  GUARD  AND  RESERVE  FORCES  DATA  AS  OF 

INSIDE  THE  UNITED  STATES 
(t  THOUSANDS) 

STATE/COMP. /INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

HAWAII 

NAVY 

PEARL  HARBOR  FLEET  I  INDUS  SUPPLY  CENTER 
HAZARDOUS  AND  FLAMMABLE  STOREHOUSE -OBOF  1.300 

OIL  SPILL  PREVENTION-OeOF  5.400 

PEARL  HARBOR  FLEET  B  INDUS  SUPPLY  CENTER 

PEARL  HARBOR  NAVY  PUBLIC  WORKS  CENTER 
WASTEWATER  TREATMENT  PLANT  IMPVS-MOF  24.900 

PEARL  HARBOR  NAVY  PUBLIC  WORKS  CENTER 


**NAVY 


BALLISTIC  MISSILE  DEFENSE  ORAGNIZATION 
BARKING  SANDS 

LAND  EASEMENT  5.400 

BARKING  SANDS 

ARMY  NATIONAL  GUARD 
MOLOKAI 

ARMORY  1.050 

MOLOKAI 

WAHIAWA 

ARMORY  4,300 

WAHIAWA 

**ARMY  NATIONAL  GUARD 

AIR  NATIONAL  GUARD 
BARKING  SANDS 

FORWARD  AIR  CONTROL  POINT  FACILITIES  8.500 

BARKING  SANDS 

HICKAM  AFB 

CONSOLIDATED  SUPPORT  FACILITY  9.700 

HICKAM  AFB 

**AIR  NATIONAL  GUARD  * 

♦"FAMILY  HOUSING*** 


ARMY 

VARIOUS  OAHU 

NEW  CONSTRUCTION  (200)  (23,000) 

VARIOUS  OAHU 
FAMILY  HOUSING 

NAVY 

BARKING  SANDS  PACIFIC  MISSILE  RANGE  FAC 
NEW  CONSTRUCTION  (13)  (2.330) 

BARKING  SANDS  PACIFIC  MISSILE  RANGE  FAC 
FAMILY  HOUSING 

MARINE  CORPS  AIR  STATION,  KANEOHE  BAY 
NEW  CONSTRUCTION  (220)  (32,050) 

NEW  CONSTRUCTION  (80)  (11,920) 

MARINE  CORPS  AIR  STATION.  KANEOHE  BAY 
FAMILY  HOUSING 

NAVAL  COMPLEX.  OAHU 

NEW  CONSTRUCTION  (100)  (11,800) 

NEW  CONSTRUCTION  (114)  (16,800) 

NEW  CONSTRUCTION  (132)  (23,590) 

NEW  CONSTRUCTION  (42)  (6,370) 

NEW  CONSTRUCTION  (70)  (14,650) 

NAVAL  COMPLEX,  OAHU 

FAMILY  HOUSING 


**NAVY 

FAMILY  HOUSING 


♦♦HAWAII 


FEB  1994 

TOTAL 

6.700 

24.900 

37.580 

5.400 

1.050 

4,300 

5.350 

6,500 

9.700 
18.200 

(23.000) 

(2,330) 

(43,970) 

(73,210) 

(119.510) 

89.830 

(142.510) 


FAMILY  HOUSING 


STATE-  9 


FV  1993  MILITMY  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  ENACTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/CONP . /INSTALLATION 

. PROJECT  NAME . 

IDAHO 

AIR  NATIONAL  GUARD 
BOISE  AIRPORT 
ARM  AND  DISARM  PADS 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
BOISE  AIRPORT 


DATA  AS  OF  FEB  1994 


PROJ  COST  total 


1.550 

900 

2,450 


ILLINOIS 
AIR  FORCE 
SCOTT  AFB 

FIRE  TRAINING  FACILITY 
SCOTT  AFB 


960 


960 


AIR  NATIONAL  GUARD 
CAPITAL  MAP 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  750 

CAPITAL  MAP  750 


CHICAGO-OHARE  lAP 

UPGRADE  AIRFIELD  PAVEMENTS  5.200 

CHICAGO-OHARE  lAP  5.200 

GREATER  PEORIA  AIRPORT 

BASE  CIVIL  ENGINEER  MAINTENANCE  SHOPS  2.200 

SITE  PREPARATION  1,550 

VEHICLE  MAINTENANCE  COMPLEX  2.200 

GREATER  PEORIA  AIRPORT  5.950 


**AIR  NATIONAL  GUARD  11,900 

NAVY  RESERVE 
NAS  GLENVIEW 
FUEL  FARM  MOOS 
NAS  GLENVIEW 

AIR  FORCE  RESERVE 
CHICAGO-OHARE  lAP 
AGE  SHOP  1.700 

CHICAGO-OHARE  lAP  1.700 

***FAMILY  HOUSING*** 


6.500 


6.500 


AIR  FORCE 
SCOTT  AFB 
FAMILY  HOUSING 
SCOTT  AFB 
FAMILY  HOUSING 


(20,000) 


(20.000) 


**ILLINOIS 

FAMILY  HOUSING 


21,060 

(20,000) 


INDIANA 

NAVY 

CRANE  NAVAL  SURFACE  WARFARE  CENTER  OIV 
MICROWAVE  COMPONENTS  FACILITY  6,000 

CRANE  NAVAL  SURFACE  WARFARE  CENTER  DIV  6,000 

ARMY  NATIONAL  GUARD 
FORT  WAYNE 
ARMORY 

ORGANIZATIONAL  MAINTENANCE  SHOP 
FORT  WAYNE 

AIR  NATIONAL  GUARD 
FT  WAYNE  MAP 

RUNWAY  IMPROVEMENTS  6.039 

FT  WAYNE  MAP  6.039 


**INOIANA  16,239 


3,400 

800 

4,200 


STATE-  10 


FV  1993  MILITARY  CONSTRUCTION  TOTAL  08LI6ATI0NAL  AUTHORITY  AS  ENACTED 


ACTIVE.  GUARD  AND  RESERVE  FO^ES 
INSIDE  THE  UNITED  STATES 
(t  THOUSANDS) 
STATE/COMP./INSTALLATION 

. PROJECT  NAME . 

IONA 

ARMY  NATIONAL  GUARD 
CAMP  DODGE 

TRNG  SITE.  BN  COMPLEX.  PH  I 
TRNG  SITE.  EQUIP  MAINT  SHOP  ADD/ALT 
CAMP  DODGE 


DATA  AS  OF  FEB  1994 


PROJ  COST 


AIR  NATIONAL  GUARD 
DES  MOINES  MAP 

ADD/ALTER  SQUADRON  OPERATIONS  FACILITY 
DES  MOINES  MAP 


SIOUX  CITY  MAP 

AOAL  FUEL  CELL  CORROSION  CONTROL  DOCK 
ADD/ALTER  SQUADRON  OPERATIONS  FACILITY 
ALTER  DINING  HALL  AND  TACTICAL  TRN  FAC 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
SIOUX  CITY  MAP 

**AIR  NATIONAL  GUARD 

•*IONA 


10.320 


17.607 


KANSAS 

ARMY 

FORT  RILEY 
RAIL  HEAD 
FORT  RILEY 


13,200 


13.200 


AIR  FORCE 
MCCONNELL  AFB 
FIRE  TRAINING  FACILITY 
MCCONNELL  AFB 

ARMY  NATIONAL  GUARD 
GREAT  BEND 
ARMORY 
GREAT  BEND 


OTTAWA 

ORGANIZATIONAL  MAINT  SHOP  AOO/ALT 
OTTAWA 

•*ARMY  NATIONAL  GUARD 


AIR  NATIONAL  GUARD 
FORBES  FIELD 
JET  FUEL  STORAGE  COMPLEX 
FORBES  FIELD 

"KANSAS 


20.657 


KENTUCKY 

ARMY 

FORT  KNOX 

AIRFIELD  REVITALIZATION 
DISTRIBUTION  SYSTEMS 
WATER  STORAGE 
FORT  KNOX 


15,600 


AIR  NATIONAL  GUARD 
STANDIFORO  FIELD 

RELOCATION  PH  III  COMPOSITE  SUPPORT  FAC 
STANDIFORO  FIELD 


STATE-  11 


FV  1993  MILITMiy  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  ENACTED 


ACTIVE.  GUARD  ANO  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
(S  THOUSANDS) 

STATE/COMF. /INSTALLATION 

. PROJECT  NANE . 

KENTUCKY 

***fANILY  HOUSING*** 

AMY 

FORT  CAMPBELL 
NEW  CONSTRUCTION  (96) 

FORT  CAMPBELL 
FAMILY  HOUSING 

**KENTUCKY 

FAMILY  HOUSING 


DATA  AS  OF  FEB  1994 


PROJ  COST 


{8.200} 


{8.200} 


20.600 

{8.200} 


LOUISIANA 

ARMY 

FORT  POLK 

AIRFIELD  SAFETY  UPGRADE 
FORT  POLK 


AIR  FORCE 
BARKSDALE  AFB 

AOAL  APRON/HYDRANT  FUELING  SYSTEM  PHASE  I  14.000 

FIRE  TRAINING  FACILITY  820 

UNDERGROUND  FUEL  STORAGE  TANKS  2,500 

BARKSDALE  AFB 


17.320 


ARMY  NATIONAL  GUARD 
AMITE 

ARMORY.  60-PERSON 
AMITE 

CAMP  BEAUREGARD 
TRN6  SITE.  RENOV  BARRACKS 
CAMP  BEAUREGARD 

LAFAYETTE 

ORGANIZATIONAL  MAINT  SHOP 
LAFAYETTE 

**ARMY  NATIONAL  GUARD 

AIR  FORCE  RESERVE 
NEW  ORLEANS  NAS 

AOO/ALTER  FACILITIES  FOR  CONVERSION 
AIRCRAFT  ENGINE  i  INSPECTION  SHOP 
AIRCRAFT  HANGAR  FIRE  PROTECTION 
AVIONICS  FACILITY 
SOUW  SUPPRESSOR 
NEW  ORLEANS  NAS 

***FAMILY  HOUSING*** 


AIR  FORCE 
BARKSDALE  AFB 

HOUSING  MAINTENANCE  &  STORAGE  FACILITY 
BARKSDALE  AFB 
FAMILY  HOUSING 

**LOUISIANA 

FAMILY  HOUSING 


36.470 

{443} 


MAINE 

AIR  NATIONAL  GUARD 
BANGOR  lAP 

AIRFIELD  IMPROVEMENTS 
BANGOR  lAP 


17.300 


17.300 


STATE-  12 


FV  1993  MILITARY  CONSTRUCTION  TOTAL  MLIGATIONAL  AUTHORITY 

ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  01 

INSIDE  THE  UNITED  STATES 
(t  THOUSANDS) 

STATE/CONP. /INSTALLATION  PROJ  COST 


. PROJECT  NAME . 

MARYLAND 

ARMY 

ABERDEEN  PROVING  GROUND 

FIRE  t  SECURITY  STATION  3.400 

ABERDEEN  PROVING  GROUND 

NAVY 

ANNAPOLIS  NAVAL  ACADEMY 

VISITORS  CENTER  4.500 

ANNAPOLIS  NAVAL  ACADEMY 

INDIAN  HEAD  NAVAL  SURFACE  WARFARE  CTR  OIV 
CHILD  DEVELOPMENT  CENTER  2.290 

MANUFACTURING  AND  REWORK  FACILITY  5.300 

INDIAN  HEAD  NAVAL  SURFACE  WARFARE  CTR  DIV 

PATUXENT  RIVER  NAVAL  AIR  STATION 
ADVANCED  SYSTEM  INTEGRATION  FAC  (PHASE  I)  1.720 

PATUXENT  RIVER  NAVAL  AIR  STATION 


**NAVY 


AIR  FORCE 
ANDREWS  AFB 

WASTEWTR  SYS  REGIONAL  CONNECTN-BRANDYWINE  400 

WASTEWTR  TREATMT/DISP  PLANT-DAVIDSONVILLE  234 

ANDREWS  AFB 

NATIONAL  SECURITY  AGENCY 
FORT  MEADE 

HEADQUARTERS  FIRE  EVACUATION  AURM  SYSTEM  400 

OPSl  UTILITY  DISTRIBUTION  UPGRADE  6.300 

FORT  MEADE 


•^MARYLAND 


MASSACHUSETTS 
AIR  FORCE 

UAM^rnU  APR 

CHILD  DEVELOPMENT  CENTER  4,200 

HANSCOM  AFB 

ARMY  NATIONAL  GUARD 
CAMP  EDWARDS 

TRNG  SITE  FUEL  OISP  FACIL  500 

CAMP  EDWARDS 

AIR  NATIONAL  GUARD 
BARNES  MAP 

ADAL  AVIONICS  AND  WEAPONS  RELEASE  SHOPS  1,500 

ADAL  F-16  ENGINE  SHOP  800 

ADAL  FUEL  CELL  AND  CORROSION  CONTROL  FAC  1.400 

ADAL  SQUADRON  OPERATIONS  900 

MUNITIONS  MAINTENANCE  AND  STORAGE  COMPLEX  3.650 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  1.100 

BARNES  MAP 

OTIS  ANGB 

ALTER  WASTE  WATER  TREATMENT  PLANT  15,000 

MEDICAL  TRAINING  FACILITY  1,600 

OTIS  ANGB 

WORCESTER  ANGS 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  350 

WORCESTER  ANGS 


"AIR  NATIONAL  GUARD 
"MASSACHUSEHS 


AS  ENACTED 
■  FEB  1994 

TOTAL 

3.400 

4.500 

7.590 

1.720 

13.810 

634 

6.700 

24,544 

4,200 

500 

9.350 

16.600 

350 

26.300 

31,000 


STATE-  13 


FV  1993  NILITMV  CONSTRUCTION  TOTAL  08LIGATI0NAL  AUTHORITY  AS  ENACTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF  FEB  1994 

INSIDE  THE  IWITEO  STATES 
($  THOUSANDS) 

STATE/CONP./INSTALLATION  PROJ  COST  TOTAL 

. PROJECT  NAME . 

MICHIGAN 

AIR  NATIONAL  GUARD 
ALPENA  COUNTY  REGIONAL  AIRPORT 

ADO  TO  ANO  ALTER  TROOP  QUARTERS  3.600 

ALPENA  COUNTY  REGIONAL  AIRPORT  3.800 


SELFRIOGE  ANGB 

REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS  800 

UPGRADE  STORM  DRAINAGE  SYSTEM  600 

SELFRIOGE  ANG8  1.400 

WK  KELLOGG  REGIONAL  AIRPORT 

REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS  I.ISO 

WK  KELLOGG  REGIONAL  AIRPORT  I.ISO 


**AIR  NATIONAL  GUARD  6.350 

AIR  FORCE  RESERVE 
SELFRIOGE  ANGB 

AOO/ALTER  FUEL  MAINTENANCE  HANGAR  2.400 

ALTER  FACILITIES  FOR  CONVERSION  1.050 

HYDRANT  FUEL  SYSTEM  2.500 

SELFRIOGE  ANGB  5.950 


••MICHIGAN  12.300 


MINNESOTA 

ARMY  NATIONAL  GUARD 
CAMP  RIPLEY 

COMBINED  SUPPORT  MAINT  SHOP.  PH  I 
TRNG  SITE.  UTIL  SYS  RENOV 
CAMP  RIPLEY 


7.100 

5.400 

12.500 


NEW  BRIGHTON 

ORGANIZATIONAL  MAINT  SHOP  1.200 

NEW  BRIGHTON  1.200 


••ARMY  NATIONAL  GUARD 


13,700 


AIR  NATIONAL  GUARD 
MINN-ST  PAUL  lAP 

REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS  850 

MINN-ST  PAUL  lAP  850 


••MINNESOTA  14,550 


MISSISSIPPI 

NAVY 

GULFPORT  NAVAL  CONSTRUCTION  TRAINING  CTR 
APPLIED  INSTRUCTION  BUILDING  4.650 

GULFPORT  NAVAL  CONSTRUCTION  TRAINING  CTR  4.650 


MERIDIAN  NAVAL  AIR  STATION 
CHILD  DEVELOPMENT  CENTER 
MEFIOIAN  NAVAL  AIR  STATION 


1.100 


1,100 


••NAVY 


5,750 


AIR  FORCE 
KEESLER  AFB 

ADAL  CHILD  DEVELOPMENT  CENTER 
ALTER  STUDENT  DORMITORY 
KEESLER  AFB 


2,650 

3,900 

6,550 


ARMY  NATIONAL  GUARD 
CAMP  MC  CAIN 

DEFENSE  ACCESS  ROAD  19,000 

CAMP  MC  CAIN  19,000 


STATE-  14 


FY  1993  MILITARY  COMSTRUCTIOM  TOTAL  MLIGATIOMAL  AUTHORITY  AS  ENACTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP . / INSTALLAT ION 

. PROJECT  NAME . 

MISSISSIPPI 
ARMY  NATIONAL  GUARD 
CAMP  SHELBY 

COMBINED  SUPPORT  MAINT  SHOP 
RANGE.  MRF  #1 
RANGE.  MRF  12 
RANGE.  MULTIPURPOSE 
CAMP  SHELBY 

MERIDIAN  (KEY  FIELD) 

AASF  ALT/AOO 
MERIDIAN  (KEY  FIELD) 

**ARMY  NATIONAL  GUARD 

AIR  NATIONAL  GUARD 
ALLEN  C  THOMPSON  FIELD 
AOAL  VEHICLE  MAINTENANCE  FACILITY 
ALLEN  C  THOMPSON  FIELD 

GULFPORT 
UPGRADE  APRONS 
GULFPORT 

KEY  FIELD 

ADO  TO  AND  ALTER  SQUADRON  OPERATIONS  FAC 
FIRE  STATION 
KEY  FIELD 

**AIR  NATIONAL  GUARD 
••MISSISSIPPI 


DATA  AS  OF  FEB  1994 


PROJ  COST  TOTAL 


S.400 

600 

675 

4.000 

10.675 


1.900 

1.900 


31.575 


1.300 

1.300 


10.800 

10.800 


930 

1.250 

2.180 


14,280 


58.155 


MISSOURI 
AIR  FORCE 
WHITEMAN  AFB 

B-2  ADD  TO  AND  ALTER  CHILD  DEVELOPMENT  CTR  970 

B-2  ADD  TO  AND  ALTER  UTILITY  SYSTEMS  6.800 

B-2  ADD/ALTER  COMMUNICATIONS  CENTER  2,700 

B-2  AIRCRAFT  APRON,  TAXIWAY,  &  CONVOY  RDS  11,400 

B-2  AIRCRAFT  MAINTENANCE  DOCKS  14.000 

B-2  AIRCRAFT  MAINTENANCE  DOCKS  14  000 

B-2  GENERAL  REDUCTION  -30  000 

B-2  HYDRANT  FUELING  HARDSTANOS/PITS  9,700 

B-2  HYDRANT  FUELING  SYSTEM  14,200 

B-2  WEAPONS  STORAGE  FACILITIES  6,400 

UNDERGROUND  FUEL  STORAGE  TANKS  2,100 

WHITEMAN  AFB  52,270 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 
FORT  LEONARD  WOOD 

TROOP  MEDICAL  CLINIC  3,000 

FORT  LEONARD  WOOD  3,000 

ARMY  NATIONAL  GUARD 
FORT  CROWDER 

TRNG  SITE.  AOMIN/CLASSROOM  421 

FORT  CROWDER  421 


WHITEMAN  AFB 

ARMORY  2  400 

WHITEMAN  AFB  ’  2.400 


••ARMY  NATIONAL  GUARD 


2.821 


••MISSOURI 


58.091 


state-  15 


FY  1993  NILITMtV  CONSTRUCTION  TOTAL  MLIGATIONAL  AUTHORITY  AS  ENACTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 
STATE/COMP./INSTALUTION 

. PROJECT  NAME . 

MONTANA 
AIR  FORCE 
MALMSTRQM  AFB 
FIRE  TRAINING  FACILITY 
MALMSTRQM  AFB 

AIR  NATIONAL  GUARD 
GREAT  FALLS  lAP 

AOO/ALTER  AIRCRAFT  SUPPORT  EQUIP  SHOP 
AOO/ALTER  WEAPONS  RELEASE  SHOP 
CONSTRUCT  ARM/OEARM  PADS 
FIRE  SUPPRESSION  SYSTEM 
UPGRADE  FIRE  STATION 
GREAT  FALLS  lAP 

••MONTANA 


DATA  AS  OF  FEB  1994 


PROJ  COST 


NEBRASKA 
AIR  FORCE 
OFFUTT  AFB 

FIRE  TRAINING  FACILITY 
HAZARDOUS  MATERIALS  STORAGE  FACILITY 
UNDERGROUND  FUEL  STORAGE  TANKS 
UPGRADE  SANITARY/STORM  SEWER  SYSTEMS 
OFFUTT  AFB 


AIR  NATIONAL  GUARD 
LINCOLN  MAP 

ALTER  SUPPLY  AND  TELECOM  FACILITY 
DINING  HALL 

FUEL  SYSTEMS  MAINTENANCE  DOCK 
SQUADRON  OPERATIONS  FACILITY 
LINCOLN  MAP 

••NEBRASKA 


11.675 


17,865 


NEVADA 
AIR  FORCE 
NELLIS  AFB 

AIRCRAFT  LOADING  APRON,  PH  4 
FIRE  TRAINING  FACILITY 
WASTEWATER  SEWER  EFFLUENT  SYSTEM 
NELLIS  AFB 


ARMY  NATIONAL  GUARD 
LAS  VEGAS  (CLARK  COUNTY) 
ARMORY 

COMBINED  SUPPORT  MAINT  SHOP 
ORGANIZATIONAL  MAINT  SHOP 
USPFO  WAREHOUSE 
LAS  VEGAS  (CLARK  COUNTY) 

••NEVADA 


14,470 


NEW  JERSEY 
ARMY 

FORT  MONMOUTH 
CHILD  DEVELOPMENT  CENTER 
FORT  MONMOUTH 


PICATINNY  ARSENAL 
ELECTRICAL  DISTRIBUTION  SYSTEM 
PROPELLANT  SURVEILLANCE  FACILITY 
PICATINNY  ARSENAL 

••ARMY 


STATE-  16 


FY  1993  MILITARY  CONSTRUCTION  TOTAL  08LIGATI0NAL  AUTHORITY  AS  ENACTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP . /INSTALLAT ION 

. PROJECT  NAME . 

NEW  JERSEY 
AIR  FORCE 
MCGUIRE  AFB 

UNDERGROUND  FUEL  STORAGE  TANKS 
UPGRADE  SANITARY  SEWER  SYSTEM 
UPGRADE  STORM  SEWER  SYSTEM 
MCGUIRE  AFB 


DATA  AS  OF  FEB  1994 


PROJ  COST  TOTAL 


S.600 

2.400 

970 

8.970 


ARMY  NATIONAL  GUARD 
FT  OIX 

ARMORY  AOO/ALT 
FT  OIX 


5.205 


5.205 


AIR  NATIONAL  GUARD 
MCGUIRE  AFB 

AIRCRAFT  PARKING  APRON  8.700 

COMPOSITE  MAINTENANCE  HANGAR  9.700 

FUEL  SYSTEMS  MAINTENANCE  DOCK  4.400 

JET  FUEL  OPERATING  STORAGE  AND  OISTRIB  SYS  4.600 

MCGUIRE  AFB  27.400 


•♦•FAMILY  HOUSING^^^ 


NAVY 

NAVAL  WEAPONS  STATION  EARLE 

NEW  CONSTRUCTION  (COMMUNITY  CENTER)  (1,100) 

NAVAL  WEAPONS  STATION  EARLE 

FAMILY  HOUSING  (1.100) 


••NEW  JERSEY  51.175 

FAMILY  housing  (1.100) 


NEW  MEXICO 
ARMY 

WHITE  SANDS  MISSILE  RANGE 
BARRACKS 

WHITE  SANDS  MISSILE  RANGE 


6,000 


6.000 


AIR  FORCE 
CANNON  AFB 
DORMITORY 
CANNON  AFB 


2.800 


2,800 


HOLLOMAN  AFB 

FIRE  TRAINING  FACILITY  820 

WASTEWATER  TREATMENT  FACILITY  10,600 

HOLLOMAN  AF6  11,420 


••AIR  FORCE 


14.220 


ARMY  NATIONAL  GUARD 
CLAYTON 
ARMORY 
CLAYTON 


1,400 


1,400 


ROSWELL 

TRNG  SITE.  BKS/AOMIN  REHAB  3.000 

ROSWELL  3.000 


SPRINGER 

ARMORY 

SPRINGER 


1,209 


1,209 


••ARMY  NATIONAL  GUARD  5,609 

•♦•FAMILY  HOUSING*^^ 

AIR  FORCE 
CANNON  AFB 

FAMILY  HOUSING  (361  UNITS)  (32,951) 


STATE-  17 


FY  1993  MILITARY  CONSTRUCTIOM  TOTAL  OBLIGATIONAL  AUTHORITY  AS  ENACTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP. /INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

NEW  MEXICO 
AIR  FORCE 
CANNON  AFB 

HOUSING  OFFICE  (480) 

CANNON  AFB 
FAMILY  HOUSING 

**NEH  MEXICO 

FAMILY  HOUSING 


NEW  YORK 
ARMY 

FORT  DRUM 

GENERAL  PURPOSE  WAREHOUSE  8.900 

MILITARY  OPERATIONS  ON  URBANIZED  TERRAIN  S.900 

FORT  DRUM 

U  S  MILITARY  ACADEMY 

WATER  TREATMENT  PLANT  1.600 

U  S  MILITARY  ACADEMY 

**ARMY 


AIR  NATIONAL  GUARD 
NIAGARA  FALLS  lAP 

AIRCRAFT  PARKING  APRON  7.000 

ALTER  AIRCRAFT  MAINTENANCE  SHOPS  3.000 

FUEL  SYSTEM  MAINTENANCE  DOCK  3,700 

JET  FUEL  STORAGE  COMPLEX  5,100 

MAINTENANCE  HANGAR  4.750 

NIAGARA  FALLS  lAP 

ROSLYN  AIR  GUARD  STATION 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  450 

ROSLYN  AIR  GUARD  STATION 

SUFFOLK  COUNTY  AIRPORT 

JET  FUEL  STORAGE  COMPLEX  3,700 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  1.750 

SUFFOLK  COUNTY  AIRPORT 


**AIR  NATIONAL  GUARD 
••NEW  YORK 


NORTH  CAROLINA 
ARMY 

FORT  BRAGG 

FREEWAY  EXTENSION  8.700 

MAIN  LIBRARY/REFERENCE  CENTER  5.500 

FORT  BRAGG 

NAVY 

CAMP  LEJEUNE  MARINE  CORPS  BASE 

AIR  CONTROL  OPERATIONS  FACILITY  3.000 

ORGANIC  EQUIPMENT  STORAGE  FACILITY  1,680 

CAMP  LEJEUNE  MARINE  CORPS  BASE 

NEW  RIVER  MARINE  CORPS  AIR  STATION 
PHYSICAL  FITNESS  CENTER  3.600 


NEW  RIVER  MARINE  CORPS  AIR  STATION 

••NAVY 

AIR  FORCE 
POPE  AFB 

ADO  TO  AND  ALTER  AERIAL  PORT  1.950 


FEB  1994 

TOTAL 


(33.431) 

25.829 

(33.431) 

14.800 

1.600 

16.400 

23,550 

450 

5,450 

29,450 

45,850 

14.200 

4.680 

3.600 

8.280 


STATE-  18 


FV  1993  NILITMV  CONSTRUCTION  TOTAL  Q8LI6AT10NAL  AUTHORITY  AS  ENACTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF 

INSIDE  THE  UNITED  STATES 
(S  THOUSANDS) 

STATE/COIV. /INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

NORTH  CAROLINA 
AIR  FORCE 
POPE  AFB 

AOO/ALTER  AIRCRAFT  OPS  t  LOGISTICS  COMP  2.300 

AOO/ALTER  AIRCRAFT  OPS  ANO  LOGISTICS  COMP  2.350 

AIRCRAFT  PARTS  WAREHOUSES  2.450 

ALTER  LIFE  SUPPORT  FACILITY  510 

FLEET  SERVICE  OPERATIONS  950 

MUNITIONS  storage  COMPLEX  4.300 

REPAIR  APRON  ANO  WIDEN  R/W  PAVEMENT  2.350 

SOUND  SUPPRESSOR  SUPPORT  662 

POPE  AFB 

SEYMOUR  JOHNSON  AFB 

ALTER  DORMITORIES  4.450 

FIRE  TRAINING  FACILITY  780 

SEYMOUR  JOHNSON  AFB 


**AIR  FORCE 

000  DEPENDENT  SCHOOLS 
FORT  BRAGG 

NEW  ELEMENTARY  SCHOOL  3.950 

FORT  BRAGG 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 
FORT  BRAGG 

HOSPITAL  ADO/ALT  PHASE  I  10.000 

HOSPITAL  REPLACEMENT 

(MEMO-NON-AOD)  (250.000) 

FORT  BRAGG 
(MEMO-NON-ADO) 

ARMY  NATIONAL  GUARD 
FAYETTEVILLE 

ARMORY  1.284 

FAYETTEVILLE 

AIR  NATIONAL  GUARD 
BADIN  ANGS 

COMMUNICATIONS-ELECTRONICS  training  FAC  3.000 

BADIN  ANGS 

♦•NORTH  CAROLINA 

(MEMO-NON-AOD) 


NORTH  DAKOTA 
AIR  FORCE 
CAVALIER 

UNDERGROUND  FUEL  STORAGE  TANKS  1.450 

CAVALIER 

GRAND  FORKS  AFB 

AOO/ALTER  SEWAGE  TREATMENT/OISPOSAL  SYSTEM  3,200 

UNDERGROUND  FUEL  STORAGE  TANKS  3.300 

GRAND  FORKS  AFB 

MINOT  AFB 

AOAL  WATER  STORAGE  ANO  DISTRIBUTION  2,050 

ADO  TO  ANO  ALTER  SEWAGE  LAGOON  5,289 

FIRE  TRAINING  FACILITY  1.200 

MINOT  AFB 


••AIR  FORCE 

AIR  NATIONAL  GUARD 
HECTOR  FIELD 

VEHICLE  MAINTENANCE  FACILITY  2,600 

HECTOR  FIELD 


FEB  1994 
TOTAL 


17.822 


5.230 


23.052 


3.950 


10,000 

(250,000) 


1.284 


3.000 


63,766 

(250,000) 


1.450 


6.500 


8,539 


16.489 


2,600 


STATE-  19 


FV  1993  MILITMV  CONSmCTION  TQTIU.  OSLIGAriONAL  AUTNORITV  AS  ENACTED 


ACTIVE.  GUAM)  AND  KESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
(I  THOUSANDS) 
STATE/CONP./INSTALLATION 

. PROJECT  NAME . 

NORTH  DAKOTA 
***FAHILY  HOUSING*** 

AIR  FORCE 
MINOT  AFB 

HOUSING  MAINTENANCE  A  STORAGE  FACILITY 
MINOT  AFB 
FAMILY  HOUSING 

**NORTH  DAKOTA 

FAMILY  HOUSING 


DATA  AS  OF  FEB  1994 


PROJ  COST  TOTAL 


19.089 

(286) 


OHIO 

AIR  FORCE 

URIGHT-PATTERSON  AFB 
FIRE  TRAINING  FACILITY 
HAZARDOUS  MATERIALS  STORAGE  FACILITY 
UNDERGROUND  FUEL  STORAGE  TANKS 
WRIGHT-PAHERSON  AFB 


12.070 


ARMY  NATIONAL  GUARD 
MEDINA 
ARMORY  REHAB 
MEDINA 

RAVENNA 

RANGE.  TANK  TABLE  IV 
RAVENNA 

**ARMY  NATIONAL  GUARD 

AIR  NATIONAL  GUARD 
MANSFIELD  LAHM  AIRPORT 
JET  FUEL  STORAGE  COMPLEX 
MANSFIELD  LAHM  AIRPORT 

SPRINGFIELD  MAP 
F-16  AIRCRAFT  ENGINE  SHOP 
SPRINGFIELD  MAP 


TOLEDO  EXPRESS  AIRPORT 
ADAL  AVIONICS  SHOP/ECM/WEAPONS  RELEASE 
AOAL  FUEL  SYSTEMS  &  CORROSION  CNTRL  DOCK 
AOO/ALTER  SQUADRON  OPERATIONS  FACILITY 
AIRCRAFT  ENGINE  SHOP 
CONSTRUCT  BASE  WATER  MAIN 
SANITARY  LIFT  STATION 
TOLEDO  EXPRESS  AIRPORT 

**AIR  NATIONAL  GUARD 


11.970 


AIR  FORCE  RESERVE 
YOUNGSTOWN  MAP 

AERIAL  SPRAY  MISSION  FACILITY 
C-130  MAINTENANCE  HANGAR 
YOUNGSTOWN  MAP 

**OHIO 


31.940 


OKLAHOMA 

ARMY 

FORT  SILL 
FIRE  STATION 
FORT  SILL 


AIR  FORCE 
ALTUS  AFB 

CONSOLIDATED  SUPPORT  CENTER 
ALTUS  AFB 


STATE-  20 


FV  1993  NILITMV  CONSTRUCTION  TOTAL  OOLIGATIONAL  AUTHORITY  AS  ENACTED 


ACTIVE.  »IARO  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 
STATE/CONP./INSTALLATION 

. PROJECT  NAME . 

OKLAHOMA 
AIR  FORCE 
TINKER  AFB 

ADO  TO  AND  ALTER  DEPOT  METAL  PLATING  SHOP 
ADO  TO  AND  ALTER  DORMITORIES 
DEPOT  HAZARDOUS  WASTE  PROC  FAC 
FIRE  TRAINING  FACILITY 
UPGRADE  INDUST  WSTWTR  TRTMNT  PLANT  (OBOF) 
TINKER  AFB 


DATA  AS  DF  FEB  1994 


PROJ  COST 


10.200 

4.050 

2.300 

780 

3.950 


21.280 


VANCE  AFB 

UPGRADE  AIRFIELD  PAVEMENT 
VANCE  AFB 

**AIR  FORCE 


30,930 


ARMY  NATIONAL  GUARD 
CAMP  GRUBER 
RANGE.  MOUT-CTF 
CAMP  GRUBER 

NORMAN 

CSMS/OMS/USPFO  (OPS  FACIL)  PH  1 
NORMAN 

**ARMY  NATIONAL  GUARD 


AIR  NATIONAL  GUARD 
TULSA  lAP 

ADO  TO  AND  ALTER  ENGINE  SHOP 
ADO/ALTER  SQUADRON  OPERATIONS  FACILITY 
AIRCRAFT  ORGANIZATIONAL  MAINTENANCE 
TULSA  lAP 

••OKLAHOMA 


44.193 


OREGON 

ARMY  NATIONAL  GUARD 
CAMP  WITHYCOMBE 
RANGE.  SO  METER 
CAMP  WITHYCOWE 

LA  GRANDE 

ARMflRV  ADO 

ORGANIZATIONAL  MAINT  SHOP 
LA  GRANDE 


SALEM 

AASF  TAXIWAY 
SALEM 

••ARMY  NATIONAL  GUARD 

AIR  NATIONAL  GUARD 
KINGSLEY  FIELD 
BASE  SUPPLY  WAREHOUSE 
FIRE  STATION 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
KINGSLEY  FIELD 


PORTLAND  lAP 

AIRCRAFT  MAINT  HANGAR/SITE  IMPROVEMENTS 
ALTER  base  CIVIL  ENGINEERS  FACILITY 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
PORTLAND  lAP 

••AIR  NATIONAL  GUARD 

••OREGON 


13.045 


20.014 


STATE-  21 


FV  1993  NILITMV  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY 

ACTIVE,  GUARD  AND  RESERVE  FORCES  DATA  AS  01 

INSIDE  THE  UNITED  STATES 
(i  THOUSANDS) 

STATE/COW». /installation  PROJ  COST 

. PROJECT  NAME . 

PENNSYLVANIA 

ARMY 

LETTIRKENNY  ARMY  DEPOT 

HAZARDOUS  MATERIAL  WAREHOUSE  -  DSOF  S.400 

letterkenny  army  depot 

ARMY  NATIONAL  GUARD 
INDIANA 

ARMORY  1.700 

INDIANA 

FORT  INDIANTOHN  GAP 

ARMORY  7.500 

FORT  INOIANTOWN  GAP 

**ARMY  NATIONAL  GUARD 

AIR  FORCE  RESERVE 
WILLOW  GROVE  ARF 

ALTER  AGE/AVIONICS  FACILITY  1.700 

ENGINE  INSPECTION  &  REPAIR  FACILITY  1.800 

WILLOW  GROVE  ARF 

"PENNSYLVANIA 


RHODE  ISLAND 
NAVY 

NEWPORT  NAVAL  EDUCATION  &  TRAINING  CENTER 
HAZARDOUS  AND  FLAMMABLE  STOREHOUSE  540 

NEWPORT  NAVAL  EDUCATION  &  TRAINING  CENTER 

ARMY  NATIONAL  GUARD 
NORTH  KINGSTON 

ARMORY  ADO  3.300 

north  KINGSTON 

••RHODE  ISLAND 


SOUTH  CAROLINA 
NAVY 

charleston  naval  WEAPONS  STATION 
HAZARD  WASTE  STORAGE  &  TRANSFER  FAC-DBOF  600 

WATER  DISTRIBUTION  SYSTEM-DBOF  510 

CHARLESTON  NAVAL  WEAPONS  STATION 

AIR  FORCE 
CHARLESTON  AFB 

AOAL  PHYSICAL  FITNESS  CENTER  2.822 

C-17  ADAL  APRON/HYDRANT  FUELING  SYS  PH  II  15,000 

C-17  ADD/ALTER  REGIONAL  MAINT  COMPLEX  7,200 

C-17  AIRCRAFT  MAINTENANCE  FACILITY  4,000 

COMBAT  CONTROL  TEAM  SQUADRON  FACILITY  2,150 

CHARLESTON  AFB 

SHAW  AFB 

FIRE  TRAINING  FACILITY  680 

UNDERGROUND  FUEL  STORAGE  TANKS  1,700 

SHAW  AFB 


••AIR  FORCE 

ARMY  NATIONAL  GUARD 
FOUNTAIN  INN 

HAWK  TRAINING  PARK  748 

FOUNTAIN  INN 


AS  ENACTED 
FEB  1994 

total 

5,400 

1,700 

7.500 
9.200 

3.500 
18.100 

540 

3,300 

3.840 

1,110 

31.172 

2,380 

33.552 

748 


STATE-  22 


fi  1993  MIlITARy  CONSTRUCTION  TOTAL  OSLIGATIONAL  AUTHORITY  AS  ENACTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP. /installation 

. PROJECT  NAME . 

SOUTH  CAROLINA 
ARMY  NATIONAL  GUARD 
GAFFNEY 
ARMORY 
GAFFNEY 


DATA  AS  OF  FEB  1994 


PROJ  COST 


PICKENS 

HAWK  TRAINING  PARK 
PICKENS 

WARE  SHOALS/HOOGES 
HAWK  TRAINING  PARK 
WARE  SHOALS/HOOGES 

**ARMY  NATIONAL  GUARD 

AIR  NATIONAL  GUARD 
MCENTIRE 

JET  FUEL  STORAGE  COMPLEX 
MCENTIRE 

***FAMILY  HOUSING*** 


AIR  FORCE 
SHAW  AFB 
HOUSING  OFFICE 
SHAW  AFB 
FAMILY  HOUSING 

**S0UTH  CAROLINA 

FAMILY  HOUSING 


41.263 

(351) 


SOUTH  DAKOTA 
AIR  FORCE 
ELLSWORTH  AFB 

UNDERGROUND  FUEL  STORAGE  TANKS 
UPGRADE  WASTEWATER  TREATMENT  PLANT 
ELLSWORTH  AFB 

ARMY  NATIONAL  GUARD 
CAMP  RAPID 
CSMS2 

CAMP  RAPID 
FORT  MEADE 

TRNG  SITE.  AOMIN  BLOG  RENOV 
FORT  MEADE 

**ARMY  NATIONAL  GUARD 

AIR  NATIONAL  GUARD 
JOE  FOSS  FIELD 

MUNITIONS  MAINTENANCE  STORAGE  COMPLEX 
JOE  FOSS  FIELD 

**SOUTH  DAKOTA 


TENNESSEE 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 
MILLINGTON  NAVAL  AIR  STATION 
HOSPITAL  LIFE  SAFETY /SEISMIC  UPGRADE  PH  I 
MILLINGTON  NAVAL  AIR  STATION 


10,000 


10.000 


ARMY  NATIONAL  GUARD 
DUNLAP 
ARMORY 
DUNLAP 


STATE-  23 


FV  1993  MILITMV  CONSTRUCTION  TOTAL  ONLieATIONAL  AUTHORITY  AS  ENACTED 


ACTIVE.  OMRO  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
(S  THOUSANDS) 
SrATE/CONF./lNSTALLATION 

. PROJECT  NAME . 

TENNESSEE 

ARMY  NATIONAL  GUARD 
ERIN 
ARMORY 
ERIN 


DATA  AS  OF  FEB  1994 


PROJ  COST 


MONTEAGLE/TRACY  CITY 
ARMORY 

MONTEAGLE/TRACY  CITY 


^VRNA 

AASF  OPS  FACIL  REHAB 
COMBINED  SUPPORT  MAINT  SHOP 
SMYRNA 

••ARMY  NATIONAL  GUARD 


10.430 


AIR  NATIONAL  GUARD 
MEMPHIS  lAP 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
MEMPHIS  lAP 

••TENNESSEE 


21.S30 


TEXAS 

ARMY 

FORT  BLISS 

BARRACKS  MODERNIZATION 
BARRACKS  MODERNIZATION 
FORT  BLISS 


13,800 

11,160 


24,960 


CORPUS  CHRISTI  ARMY  DEPOT 
CONTROLLED  HUMIDITY  WAREHOUSE 
METAL  FINISHING  FACILITY 
CORPUS  CHRISTI  ARMY  DEPOT 


9.600 

11.600 


21,200 


FORT  HOOD 

BARRACKS  WITH  DINING  FACILITY 
FORT  HOOD 


33.000 


33,000 


RED  RIVER  ARMY  DEPOT 
HAZARDOUS  MATERIAL  STORAGE  FAC 
RED  RIVER  ARMY  DEPOT 

••ARMY 


82,760 


NAVY 

CORPUS  CHRISTI  NAVAL  AIR  STATION 
AIRFIELD  lighting  SYSTEM 
CORPUS  CHRISTI  NAVAL  AIR  STATION 

KINGSVILLE  FLEET  SURVEILLANCE  SPT  CMO  DET 
ELECTRONIC  INSTALLATION 
KINGSVILLE  FLEET  SURVEILLANCE  SPT  CMO  DET 


10,000 


10.000 


KINGSVILLE  NAVAL  AIR  STATION 
CORROSION  CONTROL  HANGAR 
KINGSVILLE  NAVAL  AIR  STATION 

••NAVY 


10.120 


10.120 


25,020 


AIR  FORCE 
8R00KS  AFB 

CONSOLIDATED  ACADEMIC  COMPLEX 
BROOKS  AFB 


STATE-  24 


FV  1993  MILITARY  COMSTRUCTIOH  TOTAL  OBLISATIMIAL  AUTHORITY  AS  EMACTEO 

ACTIVE.  GUARD  AMO  RESERVE  FORCES  DATA  AS  OF  FEB  1994 

INSIDE  THE  UNITED  STATES 
(t  THOUSANDS) 

STATE/COMP. /INSTALLATION  PROJ  COST  TOTAL 

. PROJECT  NAME . 

TEXAS 
AIR  FORCE 
OYESS  AFB 


HYDRANT  FUELING  SYSTEM  PHASE  I 

7.300 

7.300 

OYESS  AFB 

GOOOFELLOW  AFB 

PHYSICAL  FITNESS  CENTER 

3.250 

3.250 

GOOOFELLOW  AFB 

KELLY  AFB 

C-17  ADO/ALTER  INTEGRATION  SPT  FAC  (D60F) 

4.850 

CHEMICAL  WASTE  STAGING  FACILITY  (OBOF) 

970 

FIRE  TRAINING  FACILITY 

740 

INDUSTRIAL  HASTE  PRETREATMENT  FACILITY 

2,500 

RENOVATE  INOUST  WASTEWATER  COLLECT  SYS 

9.300 

UNDERGROUND  FUEL  STORAGE  TANKS 

3.000 

21.360 

KELLY  AFB 

LACKLAND  AFB 

LACKLAND  ELEMENTARY /HIGH  SCHOOL 

8.000 

UNDERGROUND  FUEL  STORAGE  TANKS 

1.000 

9.000 

LACKLAND  AFB 

LAUGHLIN  AFB 

T-1  SPECIALIZED  UPT  MAINTENANCE  SUPPDRT 

5.200 

UNDERGROUND  FUEL  STORAGE  TANKS 

800 

6.000 

LAUGHLIN  AFB 

RANDOLPH  AFB 

UNDERGROUND  FUEL  STORAGE  TANKS 

1.250 

1.250 

RANDOLPH  AFB 

SHE’PARO  AFB 

ENJJPT  COVERED  AGE  MAINT  FAC 

475 

ENJJPT  STUDENT  OFFICER  HOUSING 

4,750 

UNDERGROUND  FUEL  STORAGE  TANKS 

1,750 

6.975 

SHEPPARD  AFB 

**AIR  FORCE 

63,691 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 

FORT  SAM  HOUSTON 

HOSPITAL  REPLACEMENT  PHASE  VI 

27.000 

27.000 

FORT  SAM  HOUSTON 

ARMY  NATIONAL  GUARD 

CAMP  BOWIE 

UNIT  TRN  EQUIPMENT  SITE 

1,319 

1.319 

CAMP  BOWIE 

GREENVILLE 

ARMORY 

1,200 

1,200 

GREENVILLE 

KILGORE 

ARMORY 

660 

660 

KILGORE 

LUBBOCK 

ARMED  FORCES  RESERVE  CENTER 

7.937 

ORGANIZATIONAL  MAINT  SHOP 

696 

8,633 

LUBBOCK 

MEXIA 

ARMORY 

566 

566 

MEXIA 

STATE-  25 


FY  1993  NILITMV  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  ENACTED 


ACTIVE.  6UARO  AND  RESERVE  FORCES  DATA  AS  OF  FEB  1994 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP. /installation  PROJ  COST  TOTAL 

. PROJECT  NAME . 

TEXAS 

ARMY  NATIONAL  GUARD 
SAN  ANGELO  (GOOOFELLOU  AFB) 

ARMORY  1.767 

SAN  ANGELO  (GOOOFELLOU  AFB)  1.767 


STEPHENVILLE 

ARMORY  AOO/ALT  S90 

STEPHENVILLE  590 


**ARMY  NATIONAL  GUARD 


14.735 


AIR  NATIONAL  GUARD 
DALLAS  NAS 

BASE  SUPPLY  WAREHOUSE  4.250 

DALLAS  NAS  4.250 


ELLINGTON  FIELD 

ADO/ALTER  MAINTENANCE  HANGAR  1.700 

ELLINGTON  FIELD  1.700 


KELLY  AFB 

BASE  CIVIL  ENGINEERS  MAINTENANCE  FACILITY  2.050 

KELLY  AFB  2.050 


NEDERLAND 

VEHICLE  MAINTENANCE  FACILITY  1.200 

NEDERLAND  1.200 


**AIR  NATIONAL  GUARD 


9.200 


•••FAMILY  HOUSING^^^ 


ARMY 

FORT  HOOD 

NEW  CONSTRUCTION  (227)  (25.000) 

FORT  HOOD 

FAMILY  HOUSING  (25,000) 


••TEXAS 

FAMILY  HOUSING 


222,406 

(25,000) 


UTAH 

AIR  FORCE 
HILL  AFB 

ACM  AOD/ALTER  NOI  FACILITY  1,254 

ENGINE  TEST  CELL  SUPPORT  FACILITY  850 

POWER  UPGRADE  2,300 

UNDERGROUND  FUEL  STORAGE  TANKS  1,113 

HILL  AFB  5,517 


DEFENSE  LOGISTICS  AGENCY 
OEF  REUTILIZATION  &  MKTG  OFC  HILL  AFB 
FIRE  PROTECTION  AND  OPEN  STORAGE 
(MEMO-NON-AOO) 

OEF  REUTILIZATION  &  MKTG  OFC  HILL  AFB 
(MEMO-NON-AOO) 

ARMY  NATIONAL  GUARD 
B LANDING 
ARMORY 
BLANOING 

ST  GEORGE 

ARMORY  2.898 


1.150 


1,150 


(1,700) 

(1,700) 


STATE-  26 


FV  1993  NILITARV  COHSTRUCTIOW  TOTAL  08LIGATI0HAL  AUTHORITY  AS  ENACTED 

ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF  FEB  1994 

INSIDE  THE  UNITED  STATES 

/t 

state/conp./installation  froj  cost  total 

. PROJECT  name . 

UTAH 

ARMY  NATIONAL  GUARD 
ST  GEORGE 

ORGANIZATIONAL  MAINT  SUBSHOP  S62 

ST  GEORGE  3. <60 

••ARMY  NATIONAL  GUARD  <.610 


AIR  NATIONAL  GUARD 
SALT  LAKE  CITY  lAP 

BASE  CIVIL  ENGINEERS  MAINTENANCE  COMPLEX  1.850 

SALT  LAKE  CITY  lAP  1.850 


AIR  FORCE  RESERVE 
HILL  AFB 

CORRISION  CONTROL  FACILITY  1.000 

HILL  AFB 

•••FAMILY  HOUSING^^^ 

AIR  FORCE 
HILL  AFB 

FAMILY  HOUSING  (82  UNITS)  (6.353) 

HILL  AFB 
FAMILY  HOUSING 

••UTAH 

(MEMO-NON-ADO) 

FAMILY  HOUSING 


VFRMflNT 

AIR  NATIONAL  GUARD 
BURLINGTON  lAP 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  800 

BURLINGTON  lAP 


VIRGINIA 

ARMY 

fort  BELVOIR 

RAIL  EXTENSION  1.200 

FORT  BELVOIR 

FT  PICKETT 

SEWAGE  TREATMENT  PLANT  5.800 

FT  PICKETT 

••ARMY 


NAVY 

DAM  NECK  FLEET  COMBAT  TRAIN  CTR  ATUNTIC 
POTABLE  WATER  SYSTEM  1.200 

DAM  NECK  FLEET  COMBAT  TRAIN  CTR  ATLANTIC 

LIHLE  creek  naval  AMPHIBIOUS  BASE 
BACHELOR  ENLISTED  QUARTERS  8.000 

LITTLE  CREEK  NAVAL  AMPHIBIOUS  BASE 

NORFOLK  FLEET  t  INDUSTRIAL  SUPPLY  CENTER 
COLD  STORAGE  WAREHOUSE-DBOF  12.400 

NORFOLK  FLEET  &  INDUSTRIAL  SUPPLY  CENTER 

NORFOLK  NAVAL  AIR  STATION 

ORDNANCE  HANDLING  FACILITY  2,000 

PHYSICAL  SECURITY  IMPROVEMENTS  1.100 

NORFOLK  NAVAL  AIR  STATION 


1.000 

(6.353) 

12.977 

(1.700) 

(6.353) 

800 

1.200 

5.800 

7.000 

1.200 

8.000 

12.400 

3.100 


STATE-  27 


STATE-  28 


FV  1993  MILITMY  CONSTRUCTION  TOTAL  06LIGATI0NAL  AUTHORITY  AS  ENACTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF 

INSIDE  THE  UNITED  STATES 
(t  THOUSANDS) 

STATE/COMP. /INSTALLATION  PROJ  COST 


. PROJECT  NAME . 

WASHINGTON 

NAVY 

BANGOR  TRIDENT  REFIT  FACILITY 

CAISSON  MOORING  PLATFORM  1.550 

BANGOR  TRIDENT  REFIT  FACILITY 

BREMERTON  NAV  INACTIVE  SHIP  MAINT  FACILITY 
MOORING  BUOY  ELECTRICAL  POWER  1.200 

BREMERTON  NAV  INACTIVE  SHIP  MAINT  FACILITY 

BREMERTON  PUGET  SOUND  NAVAL  SHIPYARD 
ABRASIVE  BLAST  MATERIAL  HANDLING  FAC-DBOF  1.500 

BACHELOR  ENLISTED  QUARTERS  13.300 

BACHELOR  ENLISTED  QUARTERS  13.300 

BREMERTON  PUGET  SOUND  NAVAL  SHIPYARD 

EVEREH  NAVAL  STATION 

OIL/WATER  SEPARATOR  SYSTEM  5.600 

EVERETT  NAVAL  STATION 


**NAVY 


AIR  FORCE 
FAIRCHILD  AFB 

FIRE  TRAINING  FACILITY  960 

UNDERGROUND  FUEL  STORAGE  TANKS  1.550 

FAIRCHILD  AFB 

MCCHORD  AFB 

C-141  ADD/ALTER  FLIGHT  SIMULATOR  FAC  1.580 

FIRE  TRAINING  FACILITY  890 

MCCHORD  AFB 


**AIR  FORCE 

ARMY  NATIONAL  GUARD 
BUCKLEY 

ARMORY  1.575 

BUCKLEY 

GRANDVIEW 

ARMORY.  lOO-PERSON  1.500 

GRANDVIEW 

MOSES  LAKE 

ARMORY  1.675 

MOSES  LAKE 

**ARMY  NATIONAL  GUARD 
•••FAMILY  HOUSING^^^ 

NAVY 

NAVAL  COMPLEX.  BANGOR/BREMERTON 

NEW  CONSTRUCTION  (200)  (19.500) 

NEW  CONSTRUCTION  (200)  (19.500) 

NAVAL  COMPLEX.  BANGOR/BREMERTON 
FAMILY  HOUSING 

••WASHINGTON 

FAMILY  HOUSING 


WEST  VIRGINIA 
ARMY  NATIONAL  GUARD 
CLARKSBURG/BRIOGEPORT 

EAATS  FIXED  WING  HANGAR  5.500 

CLARKSBURG/BRIOGEPORT 


FEB  1994 

TOTAL 

1.550 

1.200 

28.100 

5.600 

36.450 

2.510 

2.470 

4.980 

1.575 

1.500 

1.675 

4.750 

(39,000) 

46,180 

(39,000) 

5.500 


STATE-  29 


FV  1993  MILIT/WV  COWSTROCTIW  TOTAL  OBLIGATIOML  AUTHORITY  AS  ENACTED 

ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF  FEB  1994 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMF./INSTALLATIOH  PROJ  COST  TOTAL 

. PROJECT  NAME . 

WEST  VIRGINIA 
ARMY  RESERVE 
BECKLEY 

USARC/OMS  603 

BECKLEY  603 

BLUEFIELD 


ADD/ALT  USARC/OMS 

1.921 

1.921 

BLUEFIELD 

CLARKSBURG 

AREA  MNT  SPT  ACTIVITY 

1,156 

USARC/OMS 

4.202 

5.358 

CLARKSBURG 

ELKINS 

USARC/OMS 

1,074 

1,074 

ELKINS 

GRANTSVILLE 

USARC/OMS 

2.785 

2.785 

GRANTSVILLE 

JANE  LEW 

USARC 

1.566 

JANE  LEW 

1.566 

KINGWOOO 

USARC 

1.374 

1.374 

KINGWOOO 

LEWIS8URG 

USARC/OMS 

1.631 

1,631 

LEWISBURG 

MORGANTOWN 

USARC/OMS 

1.360 

1.360 

MORGANTOWN 

RAINELLE 

USARC/OMS 

889 

889 

RAINELLE 

WHEELING 

USARC/OMS/AMSA 

6.808 

6.808 

wheeling 

WIERTON 

USARC/OMS 

3.481 

3,481 

WIERTON 

**ARMY  RESERVE 

28,850 

•••FAMILY  HOUSING^^^ 

NAVY 

SUGAR  GROVE  NAVAL  RADIO  STATION 

NEW  CONSTRUCTION  (8) 

C930} 

SUGAR  GROVE  NAVAL  RADIO  STATION 

FAMILY  HOUSING 

(930) 

••WEST  VIRGINIA 

34,350 

FAMILY  HOUSING 

(930) 

WISCONSIN 

ARMY  NATIONAL  GUARD 
MARSHFIELD 

ARMORY  2,030 


STATE-  30 


FV  1993  MILITARY  COMSTRUCTIOM  TOTAL  OBLIGATIONAL  AUTHORITY  AS  ENACTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP . /INSTALLATION 

. PROJECT  NAME . 

WISCONSIN 

ARMY  NATIONAL  GUARD 
MARSHFIELD 

MOTOR  VEHICLE  ST6  BLOG 
MARSHFIELD 

FORT  MC  COY 

MILITARY  EDUCATION  FACIL 
FORT  MC  COY 

"ARMY  NATIONAL  GUARD 

AIR  NATIONAL  GUARD 
TRUAX  FIELD 

AOAL  FUEL  SYSTEMS  MAINTENANCE  DOCK 
UPGRADE  MAINTENANCE  HANGAR 
TRUAX  FIELD 

VOLK  FIELD 

COMPOSITE  RAPCON  CENTER/COMMUNICATIONS  FA 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
VOLK  FIELD 

"AIR  NATIONAL  GUARD 

AIR  FORCE  RESERVE 
BILLY  MITCHELL  FIELD 
ACQUIRE  HANGAR 
BILLY  MITCHELL  FIELD 

"WISCONSIN 


DATA  AS  OF  FEB 
PROJ  COST 


226 


10.712 


2.000 

2.250 


2.600 

1.000 


2.500 


1994 

TOTAL 


2.256 

10.712 

12.968 

4.250 

3.600 

7.850 

2.500 

23.318 


WYWING 
AIR  FORCE 
FE  WARREN  AFB 

UNDERGROUND  FUEL  STORAGE  TANKS 
FE  WARREN  AFB 

ARMY  NATIONAL  GUARD 
CAMP  GUERNSEY 

TRNG  SITE.  BARRACKS.  PH  II 
CAMP  GUERNSEY 

••WYOMING 


1.050 


1,109 


1,050 

1.109 

2,159 


CONUS  VARIOUS 
ARMY 

VARIOUS  CONUS  LOCATIONS 
CLASSIFIED  PROJECT 
VARIOUS  CONUS  LOCATIONS 

AIR  FORCE 
CONUS  VARIOUS 

UNDERGROUND  FUEL  STORAGE  TANKS 
CONUS  VARIOUS 

AIR  FORCE  RESERVE 
CONUS  VARIOUS 
GENERAL  REDUCTION 
CONUS  VARIOUS 

••CONUS  VARIOUS 


2.710 


2.800 


-11,480 


2.710 

2.800 

-11.480 

-5.970 


STATE-  31 


FV  1993  MILITARV  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  ENACTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  I 

IIKIOE  THE  UNITED  STATES 
(t  THOUSANDS) 

STATE/CONP. /INSTALLATION  PROJ  COST 

. PROJECT  NAME . 


TOTALS 


ARMY 

FAMILY  HOUSING 

NAVY 

FAMILY  HOUSING 

AIR  FORCE 

FAMILY  HOUSING 

OEFENSEWIOE 

(MEMO.NON.AOO) 

INSIDE  THE  UNITED  STATES 
(MEMO-NON-ADD) 
FAMILY  HOUSING 


FEB  1994 


TOTAL 


537.482 

(58.582) 

265.127 

(233.390) 

899.899 

(125.464) 

136.850 

(412.030) 


1.839.358 

(412.030) 

(417.436) 


STATE-  32 


FY  1993  MILITARY  COMSTRUCTIOM  TOTAL  OBLIGATIOMAL  AUTHORITY  AS  EMACTEO 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF  FEB  1994 

SPECIFIED  OUTSIDE  THE  UNITED  STATES 
(t  THOUSANDS) 

STATE/COMP. /installation  PROJ  COST  TOTAL 

. PROJECT  NAME . 

GERMANY 

000  DEPENDENT  SCHOOLS 
HOHENFELS 

AOON  REN  HOHENFELS  ELEM  SCHOOL  13.S00 

HOHENFELS  13.500 


GREECE 

NAVY 

SOUOA  BAY  CRETE  NAVAL  SUPPORT  ACTIVITY 
BACHELOR  ENLISTED  QUARTERS  7.600 

SOUDA  BAY  CRETE  NAVAL  SUPPORT  ACTIVITY  7.600 


GUAM 

AIR  FORCE 
ANDERSEN  AFB 

FIRE  TRAINING  FACILITY  2.300 

HAZARDOUS  WASTE  MANAGEMENT  FACILITY  790 

SOLID  HASTE  MANAGEMENT  COMPLEX  9.000 

ANDERSEN  AFB  12  090 


ARMY  national  GUARD 
BARRIGAOA 

USPFO  OFFICE/WAREHOUSE 
BARRIGAOA 


1.927 


1,927 


**GUAM 


14.017 


JOHNSTON  ISLAND 
DEFENSE  NUCLEAR  AGENCY 
DNA  HDQTRS  FIELD  COMMAND 

GARBAGE  AND  REFUSE  INCENERATOR  JA  l.SOO 

DNA  HDQTRS  FIELD  COMMAND  1.500 


PORTUGAL 
AIR  FORCE 
LAJES  FIELD 

FIRE  TRAINING  FACILITY 
WASTEWATER  TREATMENT  AND  DISPOSAL  SYSTEM 
LAJES  FIELD 

•••FAMILY  HOUSING*^^ 

AIR  FORCE 
LAJES  FIELD 

HATER  HELLS  {865) 

LAJES  FIELD 

FAMILY  HOUSING  (865) 


••PORTUGAL  5  950 

FAMILY  HOUSING  (865) 


950 

5,000 

5.950 


PUERTO  PICO 
AIR  NATIONAL  GUARD 
PUERTO  RICO  lAP 
ADD  TO  AIRCRAFT  PARKING  APRON 
COMPOSITE  SQUADRON  OPERATIONS  FACILITY 
PUERTO  RICO  lAP 


3.800 

2.800 

6.600 


UNITED  KINGDOM 
NATIONAL  security  AGENCY 
CLASSIFIED  LOCATION 

OPS  SYSTEM  UNINTERRUPTIBLE  POWER  SOURCE  6.000 

CLASSIFIED  LOCATION  6  000 


STATE-  33 


Fy  1993  NILITMV  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  ENACTED 

ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF  FEB  1994 

SPECIFIED  OUTSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP. /INSTALLATION  PROJ  COST  TOTAL 

. PROJECT  NAME . 

OVERSEAS  CLASSIFIED 
NATIONAL  SECURITY  AGENCY 
CLASSIFIED  OVERSEAS  LOCATIONS 

SOUTHVESTER  3.590 

CLASSIFIED  OVERSEAS  LOCATIONS  3.590 

TOTALS 


ARMY  1.927 

NAVY  7.600 

AIR  FORCE  24.640 

FAMILY  HOUSING  (865) 

OEFENSEWIOE  24.590 


SPECIFIED  OUTSIDE  THE  UNITED  STATES  58.757 

FAMILY  HOUSING  (865} 


STATE-  34 


FV  1993  MILITARY  CONSTRUCTIOM  TOTAL  08LI6ATIONAL  AUTHORITY  AS  ENACTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF 

UNSPECIFIED  WORLDWIDE 
($  THOUSANDS) 

STATE/COtff. /INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

WORLDWIDE  UNSPECIFIED 
NATO  INFRASTRUCTURE 

DEFENSE  LEVEL  ACTIVITIES  157,965 

NATO  INFRASTRUCTURE 

BASE  REALIGNMENT  i  CLOSURE  PART  I 

DEFENSE  LEVEL  ACTIVITIES  602.400 

BASE  REALIGNMENT  A  CLOSURE  PART  I 

BASE  REALIGNMENT  &  CLOSURE  PART  II 

DEFENSE  LEVEL  ACTIVITIES  1.900,936 

BASE  REALIGNMENT  A  CLOSURE  PART  I I 

CONTINGENCY  CONSTRUCTION 

DEFENSE  LEVEL  ACTIVITIES  70,000 

CONTINGENCY  CONSTRUCTION 

UNSPECIFIED  MINOR  CONSTRUCTION 

ARMY  5.500 

NAVY  5.000 

AIR  FORCE  7.000 

SPECIAL  OPERATIONS  COMMAND  700 

JOINT  CHIEFS  OF  STAFF  5.900 

000  DEPENDENT  SCHOOLS  3.000 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY  2,908 

ARMY  NATIONAL  GUARD  5.500 

AIR  NATIONAL  GUARD  5,000 

ARMY  RESERVE  4,400 

NAVY  RESERVE  500 

AIR  FORCE  RESERVE  4,400 

UNSPECIFIED  MINOR  CONSTRUCTION 

PLANNING  AND  DESIGN 

ARMY  116.300 

NAVY  70.000 

AIR  FORCE  92.000 

DEFENSE  LEVEL  ACTIVITIES  14,668 

DEFENSE  NUCLEAR  AGENCY  4.500 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY  64,000 

ARMY  NATIONAL  GUARD  5.000 

AIR  NATIONAL  GUARD  17,700 

ARMY  RESERVE  8.900 

NAVY  RESERVE  2.900 

AIR  FORCE  RESERVE  2.800 

PLANNING  AND  DESIGN 


WORLDWIDE  UNSPECIFIED 


WORLDWIDE  VARIOUS 
NAVY 

VARIOUS  LOCATIONS-WORLDWIDE  VARIOUS 
HOST  NATION  INFRASTRUCTURE  SUPPORT  3.000 

VARIOUS  LOCATIONS-WORLDWIDE  VARIOUS 

AIR  FORCE 

CONGRESSIONAL  REOUCTIONS-WORLDWIDE  VARIOUS 
UNDISTRIBUTED  REDUCTION  -2,250 

CONGRESSIONAL  REOUCTIONS-WORLDWIDE  VARIOUS 

DEFENSE  LOGISTICS  AGENCY 
VARIOUS  LOCATIONS-WORLDWIDE  VARIOUS 
CONFORMING  STORAGE  FACILITIES 

(MEMO-NON-AOO)  (3.580) 

VARIOUS  LOCATIONS-WORLDWIDE  VARIOUS 
(MEMO-NON-AOO) 

WORLDWIDE  VARIOUS 

(MEMO-NON-AOO) 


FEB  1994 

TOTAL 

157.965 

602.400 

1.900.936 

70.000 


49.808 


398.768 

3,179,877 

3.000 

-2.250 

(3.580) 

750 

(3.580) 


STATE-  35 


FV  1993  NILITMV  CONSTRUCTION  TOTAL  0BLI6AT10HAL  AUTHORITY  AS  ENACTED 

ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF  FEB  1994 

UNSPECIFIED  WORLDWIDE 
(t  THOUSANDS) 

STATE/CONP./INSTALLATION  PROJ  COST  TOTAL 

. PROJECT  NAME . 


TOTALS 


ARMY 

145.600 

NAVY 

81.400 

AIR  FORCE 

126.650 

DEFENSEWIOE 

2.826.977 

(MEMO-NON-AOO) 

(3.580) 

UNSPECIFIED  WORLDWIDE 

3.180.627 

(MEMO-NON-ADO) 

(3.580) 

STATE-  36 


FY  1993  FAMILY  HOUSINS  TOTAL  08LIGATI0NAL  AUTHORITY  AS  ENACTED 


($  THOUSANDS) 
STATE/COMP. /INSTALLATION 

Don  icrr  uuic 

DATA  AS  1 

PROJ  COST 

ARMY 

NEW  CONSTRUCTION 

GEORGIA 

FORT  STEWART 

HUNTER  ARMY  AIRFIELD  -  REPROG  ALLOWANCE 
FORT  STEWART 

82 

HAWAII 

VARIOUS  OAHU 

NEW  CONSTRUCTION  (200) 
VARIOUS  OAHU 

23.000 

KENTUCKY 

FORT  CAMPBELL 

NEW  CONSTRUCTION  (96) 

FORT  CAMPBELL 

8.200 

TEXAS 

FORT  HOOD 

NEW  CONSTRUCTION  (227) 

FORT  HOOD 

25.000 

VIRGINIA 

FORT  PICKETT 

NEW  CONSTRUCTION  (26) 

FORT  PICKETT 

2.300 

NEW  CONSTRUCTION 

CONSTRUCTION  IMPROVEMENTS 

92.600 

PLANNING 

8.940 

TOTAL  FAMILY  HOUSING,  ARMY 

CONSTRUCTION 

OPERATING  EXPENSES 

FURNISHINGS  ACCOUNT 
MANAGEMENT  ACCOUNT 
MISCELLANEOUS  ACCOUNT 
SERVICES  ACCOUNT 

UTILITIES  ACCOUNT 

OPERATING  EXPENSES 

47.036 

93.678 

1,973 

64,840 

313.736 

LEASING 

358.241 

MAINTENANCE  OF  REAL  PROPERTY 

484.016 

TOTAL  FAMILY  HOUSING,  ARMY 

OPERATIONS 

MORTGAGE  INSURANCE  PREMIUMS 

50 

TOTAL  FAMILY  HOUSING,  ARMY 

DEBT 

GRAND  TOTAL  FAMILY  HOUSING,  ARMY 

NAVY 

NEW  CONSTRUCTION 

CALIFORNIA 

MARINE  CORPS  BASE  CAMP  PENDLETON 

NEW  CONSTRUCTION  (300) 

MARINE  CORPS  BASE  CAMP  PENDLETON 

30.600 

NAVAL  COMPLEX  SAN  DIEGO 

NEW  CONSTRUCTION  (300) 

NAVAL  COMPLEX  SAN  DIEGO 
CALIFORNIA 

30,400 

FEB  1994 
TOTAL 


82 

23.000 

8.200 

25.000 

2.300 

58.582 

92.600 

8.940 

160.122 


521.263 

358.241 

484.016 

1.363.520 

50 

50 

1.523,692 


30,600 

30.400 

61,000 


STATE-  37 


STATE-  38 


FY  1993  FAMILY  HOUSING  TOTAL  (»LIGATIONAL  AUTHORITY  AS  ENACTED 


($  THOUSANDS) 
STATE/COMP . / INSTALLAT ION 

. PROJECT  NA»« 

AIR  FORCE 
NEW  CONSTRUCTION 
CALIFORNIA 
BEALE  AFB 
HOUSING  OFFICE 
BEALE  AFB 


DATA  AS  I 
PROJ  COST 


306 


MARCH  AFB 

FAMILY  HOUSING  (320  UNITS)  38.3S1 

MARCH  AFB 
CALIFORNIA 


FLORIDA 
PATRICK  AFB 

FAMILY  HOUSING  (250  UNITS)  22.500 

PATRICK  AFB 


GEORGIA 
MOODY  AFB 

HOUSING  MAINTENANCE  FACILITY  290 

MOODY  AFB 


pnaruc  acq 

FAMILY  HOUSING  (55  UNITS)  3.153 

ROBINS  AFB 
GEORGIA 


ILLINOIS 
SCOTT  AFB 

FAMILY  HOUSING  20,000 

scon  AFB 

LOUISIANA 
BARKSDALE  AFB 

HOUSING  MAINTENANCE  &  STORAGE  FACILITY  443 

BARKSDALE  AFB 


NEW  MEXICO 
CANNON  AFB 

FAMILY  HOUSING  (361  UNITS)  32.951 

HOUSING  OFFICE  480 

CANNON  AFB 

NORTH  DAKOTA 
MINOT  AFB 

HOUSING  MAINTENANCE  &  STORAGE  FACILITY  286 

MINOT  AFB 


SOUTH  CAROLINA 
SHAW  AFB 

HOUSING  OFFICE  351 

SHAW  AFB 


UTAH 
HILL  AFB 

FAMILY  HOUSING  (82  UNITS)  6.353 

HILL  AFB 

PORTUGAL 
LAJES  FIELD 

WATER  WELLS  865 

LAJES  FIELD 

NEW  CONSTRUCTION 

CONSTRUCTION  IMPROVEMENTS  101,298 

PLANNING  7.457 

TOTAL  FAMILY  HOUSING,  AIR  FORCE  CONSTRUCTION 


FEB  1994 
TOTAL 


306 

38.351 

38.657 

22.500 

290 

3.153 

3.443 

20.000 

443 


33,431 

286 

351 

6.353 

865 

126.329 

101,298 

7,457 

235.084 


STATE-  39 


FV  1993  FMtILV  HOUSING  TOTAL  08LI6ATI0NAL  AUTHORITY  AS  ENACTED 


DATA  AS  OF  FEB  1994 


($  THOUSANDS) 


STATE/COMP. /installation 

PROJ  COST 

TOTAL 

AIR  FORCE 

OPERATING  EXPENSES 

FURNISHINGS  ACCOUNT 

45.681 

NANAGEMENT  ACCOUNT 

46.354 

MISCELLANEOUS  ACCOUNT 

9.755 

SERVICES  ACCOUNT 

26.633 

UTILITIES  ACCOUNT 

261.052 

OPERATING  EXPENSES 

389.475 

LEASING 

150.800 

150,800 

MAINTENANCE  OF  REAL  PROPERTY 

387.596 

387.596 

TOTAL  FAMILY  HOUSING,  AIR  FORCE  OPERATIONS 

927.871 

MORTGAGE  INSURANCE  PREMIUMS 

70 

70 

TOTAL  FAMILY  HOUSING.  AIR  FORCE  DEBT 

70 

GRAND  TOTAL  FAMILY  HOUSING.  AIR  FORCE 

1.163.025 

NATIONAL  SECURITY  AGENCY 

OPERATING  EXPENSES 

FURNISHINGS  ACCOUNT 

148 

MANAGEMENT  ACCOUNT 

44 

MISCELLANEOUS  ACCOUNT 

8 

SERVICES  ACCOUNT 

321 

UTILITIES  ACCOUNT 

424 

OPERATING  EXPENSES 

945 

LEASING 

10.374 

10,374 

MAINTENANCE  OF  REAL  PROPERTY 

521 

521 

TOTAL  FAMILY  HOUSING.  NSA 

11.840 

OEF  INTELLIGENCE  AGENCY 

OPERATING  EXPENSES 

FURNISHINGS  ACCOUNT 

1.702 

OPERATING  EXPENSES 

1.702 

LEASING 

13,185 

13.185 

TOTAL  FAMILY  HOUSING,  OIA 

14,887 

DEFENSE  LOGISTICS  AGENCY 

OPERATING  EXPENSES 

FURNISHINGS  ACCOUNT 

43 

MANAGEMENT  ACCOUNT 

150 

SERVICES  ACCOUNT 

54 

UTILITIES  ACCOUNT 

435 

OPERATING  EXPENSES 

682 

MAINTENANCE  OF  REAL  PROPERTY 

991 

991 

TOTAL  FAMILY  HOUSING,  OLA 

1.673 

GRAND  TOTAL  FAMILY  HOUSING,  DEFENSE 

28.400 

ARMY 

PAYMENT  TO  HOMEOWNERS 

7.334 

7.334 

OTHER  OPERATING  COSTS 

29.596 

29,596 

STATE-  40 


FY  1993  FAMILY  HOUSING  TOTAL  0BLI6ATI0NAL  AUTHORITY  AS  ENACTED 


($  THOUSANDS) 
STATE/COMR . /INSTALLATION 

. PROJECT  NAME 

ARMY 

ACQUISITION  OF  REAL  PROPERTY 
MORTGAGES  ASSUMED 
ARMY 


DATA  AS  OF 

FE8  1994 

PROJ  COST 

TOTAL 

91.070 

91.070 

S.OOO 

5.000 

133.000 

STATE-  41 


FV  1994  NILITMV  CONSTRUCTION  TOTAL  08LIGATI0NAL  AUTHORITY  AS  REQUeSTEO 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF  FEB  1994 

INSlOE  THE  (MITEO  STATES 
($  THOUSANDS) 

STATE/COMF./INSTALLATION  PROJ  COST  TOTAL 

. PROJECT  NAME . 

ALABAMA 

ARMY 

ANNISTON  ARMY  DEPOT 

AMMUNITION  DEMILITARIZATION  FAC  PH  IV  110.900 

ANNISTON  ARMY  DEPOT  110.900 


FORT  RUCKER 

OPERATIONS  FACILITY  1.150 

PERSONNEL  SERVICES  FACILITY  14.400 

PETROLEUM  LAB  AND  FUEL  STORAGE  5.800 

ROAD  IMPROVEMENT  1.300 

WHOLE  BARRACKS  RENEWAL  20.000 

FORT  ROCKER 


**ARMY 


AIR  FORCE 
GUNTER  AF8 

CHILD  DEVELOPMENT  CENTER  2.700 

EMERGENCY  POWER  GENERATOR  PLANT  1.200 

HAZARDOUS  WASTE  ACCUMULATION  FACILITY  310 

SPILL  C0NTA1W4ENT  CONTROLS  470 

GUNTER  AFB 

MAXWELL  AFB 

AIR  FORCE  QUALITY  CENTER  4.650 

•EXTEND  RUNWAY/UPGRAOE  5.000 

SPILL  CONTAINMENT  CONTROLS  655 

TAXIWAY/RAMP  3.800 

UNDERGROUND  FUEL  STORAGE  TANKS  1.517 

UPGRADE  UTILITY  SYSTEMS.  PHASE  1  5.050 

MAXWELL  AFB 


AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 
••AIR  FORCE 

AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 


000  DEPENDENT  SCHOOLS 
FORT  MCCLELLAN 

FT  MCCLELLAN  ELEM  SCHOOL  AOON  2.798 

FORT  MCCLELLAN 

ARMY  NATIONAL  GUARD 
BIRMINGHAM 

AASF  ADDITION  4.907 

BIRMINGHAM 

CULLMAN 

CSMS  ADDITION  5.070 

CULLMAN 

MOBILE 

ORGANIZATIONAL  MAINT  SHOP  502 

MOBILE 

MONTGOMERY 

OMS  AOO/ALT  389 

MONTGOMERY 


42.650 

153.550 


4.680 


20.672 

(5.000) 


25.352 

(5.000) 


2.798 


4.907 


5.070 


502 


389 


••ARMY  NATIONAL  GUARD 


10.868 


AIR  NATIONAL  GUARD 
ABSTON  ANG  STATION 

COMMUNICATIONS  &  ELECTRONICS  TRAINING  FAC  693 

ABSTON  ANG  STATION  693 


BIRMINGHAM  MAP 

AIRCRAFT  MAINTENANCE  HANGAR  5.500 


•  AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 


STATE-  43 


FY  1994  MILITARY  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP. /INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

AUUAMA 

AIR  NATIONAL  GUARD 
BIRMIWHAM  WP 

FUEL  CELL  DOCK  4.400 

ROAD  RELOCATION  6.200 

BIRMINGHAM  MAP 

DANNELLY  FIELD 

VEHICLE  MAINTENANCE  COMPLEX  I.7S0 

DANNELLY  FIELD 

**AIR  NATIONAL  GUARD 

ARMY  RESERVE 
BIRMINGHAM 

BATTLE  PROJECTION  CENTER  4.719 

BIRMINGHAM 

•••FAMILY  HOUSING^^^ 

AIR  FORCE 
MAXWELL  AFB 

FAMILY  HOUSING  (55  UNITS)  {4.0601 

MAXWELL  AFB 
FAMILY  HOUSING 


••ALABAMA 

AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 
FAMILY  HOUSING 


ALASKA 

ARMY 

FT  J  M  WAINWRIGHT 

WASTE  OIL  BURNING  POWER  PUNT  740 

FT  J  M  WAINWRIGHT 

FORT  RICHARDSON 

JOINT  MOBILITY  CENTER  10.000 

FORT  RICHARDSON 

••ARMY 


AIR  FORCE 
UPE  ROMANZOV  AFS 

REPUCE  TRAMWAY  SYSTEM  3.350 

CAPE  ROMANZOV  AFS 

EIELSON  AFB 

CHILD  DEVELOPMENT  CENTER  5.400 

FIRE  TRAINING  FACILITY  2.400 

UPGRADE  WASTEWATER  TREATMENT  SYSTEM  1.750 

UPGRADE  WATER  TREATMENT  PUNT  3.750 

EIELSON  AFB 

ELMENOORF  AFB 

ADD  TO  SANITARY  SEWER  SYSTEM  5.100 

CHILD  DEVELOPMENT  CENTER  5.070 

CORROSION  CONTROL  FACILITY  5.975 

DINING  FACILITY  6.800 

HAZARDOUS  WASTE  STORAGE  FACILITY  3.900 

JOINT  MOBILITY  COMPLEX  5.500 

MUNITIONS  EQUIPMENT  FACILITY  1.860 

MUNITIONS  MAINTENANCE  FACILITY  2.100 

RUNWAY  REPAIR  2.500 

ELMENOORF  AFB 


••AIR  FORCE 


FEB  1994 

TOTAL 


16.100 

1.750 

18.543 

4.719 

{4.0801 

215.830 

(5.000) 

{4.0801 

740 

10.000 

10.740 

3.350 

13.300 


38.805 

55.455 


STATE-  44 


FV  1994  MILITARV  CONSTRUCTION  TOTAL  OOLIGATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE,  GUARD  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP. /installation 

. PROJECT  NAME . 

ALASKA 

DEFENSE  LOGISTICS  AGENCY 
DEF  REUTILIZATION  A  MKTG  OFC  FAIRBANKS 
COVERED  STORAGE 

DEF  REUTILIZATION  A  MKTG  OFC  FAIRBANKS 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 
ELMEfWORF  AIR  FORCE  BASE 
HOSPITAL  REPLACEMENT  PHASE  II 
ELMENOORF  AIR  FORCE  BASE 

AIR  NATIONAL  GUARD 
EIELSON  AFB 

FUEL  SYSTEM  MAINTENANCE  HANGAR 
EIELSON  AFB 

KULIS  ANGB 

REPLACE  UNDERGROUND  STORAGE  TAMKS 
KULIS  ANGB 

**AIR  NATIONAL  GUARD 

ARMY  RESERVE 
FORT  RICHARDSON 

AOD/ALT  USARC/OMS/DS-GS/AMSA/STORAGE 
FORT  RICHARDSON 

♦•ALASKA 


DATA  AS  OF  FEB  1994 


PROJ  COST 


37,000 


10,324 


37,000 


10,000 


10,324 


130,019 


ARIZONA 

ARMY 

FORT  HUACHUCA 
BATTALION  HEADOUARTERS 
GENERAL  PURPOSE  ADMINISTRATIVE  FACILITY 
FORT  HUACHUCA 

AIR  FORCE 
OAVIS-MONTHAN  AFB 
UNDERGROUND  FUEL  STORAGE  TANKS 
VEHICLE  MAINTENANCE  FACILITY 
OAVIS-MONTHAN  AFB 


LUKE  AFB 
DINING  FACILITY 
FIRE  TRAINING  FACILITY 
FLOOD  CONTROL 

UNDERGROUND  FUEL  STORAGE  TANKS 
LUKE  AFB 


12,750 


NAVAJO  ARMY  DEPOT 

ALTER  MINUTEMAN  II  STORAGE  FACILITIES 
NAVAJO  ARMY  DEPOT 

**AIR  FORCE 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 
YUMA  MARINE  CORPS  AIR  STATION 
MEDICAL/OENTAL  CLINIC  AOD/ALT 
YW4A  MARINE  CORPS  AIR  STATION 

ARMY  NATIONAL  GUARD 
CAMP  NAVAJO  (BELLMONT) 

TNG  SITE,  WATER  FILTRATION  SYS 
CAMP  NAVAJO  (BELLMONT) 

MARANA 

OMSS 


23,869 


STATE-  45 


STATE-  46 


FY  1994  MILITARY  CONSTRUCTION  TOTAL  08LI6ATI0NAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF  FEB 

INSIK  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/CONP./INSTALLATION  PROJ  COST 


. PROJECT  NAME . 

CALIFORNIA 

NAVY 

CAMP  PEWLETON  MARINE  CORPS  AIR  STATION 
DRAINAGE  SYSTEM  REPLACEMENT  3.000 

RADAR  AIR  TRAFFIC  CONTROL  FACILITY  AODN  3.8S0 

CAMP  PENDLETON  MARINE  CORPS  AIR  STATION 

CAMP  PENDLETON  MARINE  CORPS  BASE 
ARMORY  480 

AUTOMATED  FIELD  FIRING  RANGE  1.340 

DRAINAGE  SYSTEM  1.000 

SEWERAGE  FACILITY  7.930 

WATER  DISTRIBUTION  LINE  7S0 

WATER  DISTRIBUTION  SYSTEM  IMPROVEMENTS  1.380 

WATER  WELLS  RELOCATION  1.800 

CAMP  PENDLETON  MARINE  CORPS  BASE 

FALLBROOK  NAVAL  WEAPONS  STATION  ANNEX 
HARM  MISSILE  MAGAZINES  -  DBOF  4.630 

FALLBROOK  NAVAL  WEAPONS  STATION  ANNEX 

LEMOORE  NAVAL  AIR  STATION 

FIRE  FIGHTING  TRAINING  FACILITY  1.930 

LEMOORE  NAVAL  AIR  STATION 

SAN  DIEGO  FLEET  &  INDUSTRIAL  SUPPLY  CENTER 
FIRE  PROTECTION  SYSTEMS  -  DBOF  2.270 

SAN  DIEGO  FLEET  &  INDUSTRIAL  SUPPLY  CENTER 

SAN  DIEGO  MARINE  CORPS  RECRUIT  DEPOT 
WAREHOUSE  1.130 

SAN  DIEGO  MARINE  CORPS  RECRUIT  DEPOT 

SAN  DIEGO  NAVAL  HOSPITAL 

CHILD  DEVELOPMENT  CENTER  2.700 

SAN  DIEGO  NAVAL  HOSPITAL 

TWENTYNINE  PALMS  MARCORP  AIR-GRND  COFC  CTR 
ACADEMIC  INSTRUCTION  BUILDING  ADDITION  600 

ANTI-ARMOR  TRACKING  RANGE  MODERNIZATION  3.940 

ARMORY  3.360 

MULTIPURPOSE  RANGE  CPX  200 

TWENTYNINE  PALMS  MARCORP  AIR-GRNO  COMB  CTR 


**NAVY 


AIR  FORCE 
BEALE  AFB 

EDUCATION  CENTER  LIBRARY  3.100 

BEALE  AFB 

cnuApnc  APR 

CHILD  DEVELOPMENT  CENTER  ’  5.900 

UNDERGROUND  FUEL  STORAGE  TANKS  5,400 

EDWARDS  AFB 

MCCLELLAN  AFB 

FIRE  PROTECTION  ACFT  FACILITIES  -  DBOF  1,900 

INTERGRATED  MEDIA  CENTER  1,600 

REPAIR  AIRCRAFT  PARKING  APRON  3,100 

UPGRADE  AIRCRAFT  PARKING  APRON  3.600 

MCCLELLAN  AFB 

TRAVIS  AFB 

AOO/ALTER  DORMITORIES,  PH  IV  5,100 

AIRCRAFT  GENERAL  PURPOSE  MAINTENANCE  SHOP  11.200 


1994 

TOTAL 

6.850 

14.680 

4.630 

1.930 

2,270 

1.130 

2,700 

8.100 

50,980 

3,100 

11.300 

10,200 


STATE-  47 


Fy  1994  MILITARY  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITV  AS  REQUESTED 


ACTIVE.  6UAR0  AMO  RESERVE  FORCES 

INSIDE  THE  IMITED  STATES 
(S  THOUSANDS) 

STATE/COMP .  /INSTALLATIM 

oomcrr  yiMC.  _ _ 

DATA  AS  OF  FEB 

PROJ  COST 

1994 

TOTAL 

CALIFORNIA 

AIR  FORCE 

TRAVIS  AFB 

UNDERGROUND  FUEL  STORAGE  TANKS  -  DBOF  T 

2.840 

TRAVIS  AFB 

19.140 

VANOENBERG  AFB 

HARDWARE  STORAGE  FACILITY 

3.500 

SLFI-TPQ-IB  RADAR  FACILITY 

2.408 

SLFI-UPGRAOE  FIRE  PROTECTION  SYSTEM 

1.600 

UNDERGROUND  FUEL  STORAGE  TANKS 

1.700 

UPGRADE  ELECTRICAL  SYSTEM 

11.520 

VANOENBERG  AFB 

20.728 

**AIR  FORCE 

64.468 

DEFENSE  LOGISTICS  AGENCY 

DEFENSE  REUTIL  AND  MARKTNG  OFC  MARCH  AFB 

ORMO  RELOCATION 

630 

DEFENSE  REUTIL  AND  MARKTNG  OFC  MARCH  AFB 

630 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 

EDWARDS  AIR  FORCE  BASE 

LIFE  SAFETY  UPGRADE 

1.700 

EDWARDS  AIR  FORCE  BASE 

1.700 

ARMY  NATIONAL  GUARD 

BURBANK 

QMS  AOOITION/ALTERATION 

905 

BURBANK 

905 

FRESNO 

ARMORY/OMS 

8.147 

FRESNO 

8.147 

FORT  FUNSTON  (SAN  FRANCISCO) 

MVSB  MOTOR  VEHICLE  STORAGE  BLOG 

739 

FORT  FUNSTON  (SAN  FRANCISCO) 

739 

FORT  IRWIN 

MAINTENANCE  SHELTERS 

1.265 

FORT  IRWIN 

1.265 

VAN  NUYS 

ARMORY,  AOOITION/ALTERATION 

6.518 

VAN  NUYS 

6.516 

•*ARMY  NATIONAL  GUARD 

17.574 

AIR  NATIONAL  GUARD 

FRESNO  ANGB 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 

490 

FRESNO  ANGB 

490 

ONTARIO  INTERNATIONAL  AIRPORT  (ANG) 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 

310 

ONTARIO  INTERNATIONAL  AIRPORT  (ANG) 

310 

**AIR  NATIONAL  GUARD 

800 

NAVY  RESERVE 

NAVAL  STATION  SAN  DIEGO 

CBU  FACILITY 

1.000 

NAVAL  STATION  SAN  DIEGO 

1.000 

AIR  FORCE  RESERVE 

TRAVIS  AFB 

AERIAL  PORT  TRAINING  FACILITY 

3.050 

STATE-  48 


F¥  1994  MILITARY  CONSTRUCTION  TOTAL  OSLISATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP./INSTALLATION  PROJ  COST 

. PROJECT  NAFK . 

CALIFORNIA 
AIR  FORCE  RESERVE 
TRAVIS  AFB 

ALTER  RESERVE  OPERATIONS  AND  TRAINING  FAC  4.000 

TRAVIS  AFB 

‘••FAMILY  HOUSING^* 

ARMY 

FORT  IRWIN 

NEW  CONSTRUCTION  (220)  (25.000) 

FORT  IRWIN 
FAMILY  HOUSING 


NAVY 

PUBLIC  WORKS  CENTER  SAN  DIEGO 
NEW  CONSTRUCTION  (318  HOMES) 
PUBLIC  WORKS  CENTER  SAN  DIEGO 
FAMILY  HOUSING 


(36.571) 


AIR  FORCE 
VANDENBERG  AFB 
FAMILY  HOUSING  (166  UNITS) 
VANDENBERG  AFB 
FAMILY  HOUSING 


(21.907) 


••CALIFORNIA 

FAMILY  HOUSING 


COLORADO 

ARMY 

FORT  CARSON 

RANGE  CONTROL  FACILITY  4.050 

FORT  CARSON 

FITZSIMONS  ARMY  MEDICAL  CENTER 

DIAL  CENTRAL  OFFICE  4.400 

FITZSIMONS  ARMY  MEDICAL  CENTER 

••ARMY 


AIR  FORCE 
BUCKLEY  ANG  BASE 

COt#WNICATION  DATA  PROCESSING  FACILITY  39.000 

BUCKLEY  ANG  BASE 

CHEYENNE  MT  COMPLEX  AFB 

UPGRADE  ELECTRICAL  SERVICE  4.450 

CHEYENNE  MT  COMPLEX  AFB 

PETERSON  AFB 

ADO  TO  AND  ALTER  INTEGRATION  SUPPORT  FAC  16.400 

PRECISION  MEASUREMENT  EQUIPMENT  LABORATORY  2.200 

TEST  AND  EVALUATION  SUPPORT  FACILITY  2.430 

PETERSON  AFB 

US  AIR  FORCE  ACADEMY 

ADAL  WASTEWATER  TREATMENT  PLANT  7.100 

ENHANCED  FLIGHT  SCREENER  HANGARS  3.800 

UNDERGROUND  FUEL  STORAGE  TANKS  780 

US  AIR  FORCE  ACADEMY 


••AIR  FORCE 

AIR  NATIONAL  GUARD 
BUCKLEY  ANGB 

F-16  WEAPONS  RELEASE  SHOP  1.300 

BUCKLEY  ANGB 


FEB  1994 

TOTAL 

7.050 

(25.000) 

(36.571) 

(21.907) 

150.102 

(83.478) 

4.050 

4.400 

8.450 

39.000 

4.450 

21.030 

11.680 

76.160 

1.300 


STATE-  49 


FY  1994  NILITMV  CONSTRUCTION  TOTAL  0BLI6ATI0NAL  AUTHORITY 

AaiVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  01 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/CQMP. /INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

COLORADO 

AIR  FORCE  RESERVE 
PETERSON  AFB 

ORGANIZATIONAL  MAINTENANCE  SUPPORT  FAC  1.200 

PETERSON  AFB 

••COLORADO 


CONNECTICUT 

NAVY 

NEW  LONDON  NAVAL  SUBMARINE  BASE 

BACHELOR  ENLISTED  QUARTERS  MODERNIZATION  14.800 

ELECTRICAL  DISTRIBUTION  IMPROVEMENTS  8.190 

HAZARDOUS  WASTE  TRANSFER  FACILITY  1.450 

INDUSTRIAL  WASTE  TREATMENT  FACILITY  5.700 

STEAM  TURBINE  GENERATOR  6.600 

SUBMARINE  ORYOOCK  PIER  4.200 

NEW  LONDON  NAVAL  SUBMARINE  BASE 

ARMY  NATIONAL  GUARD 
BRADLEY  FIELD  (WINDSOR) 

AVN.  AASF  AOOITION/ALTERATION  6.000 

BRADLEY  FIELD  (WINDSOR) 

AIR  NATIONAL  GUARD 
BRADLEY  FIELD 

ADD  TO  AND  ALTER  BASE  CIVIL  ENGINEER  FAC  510 

BRADLEY  FIELD 


••CONNECTICUT 


DELAWARE 
AIR  FORCE 
DOVER  AFB 

ADO  TO  AND  ALTER  DINNING  FACILITY  .  DBOF  2,500 

DORMITORY  -  DBOF  4,160 

INSTALL  EMISSION  CONTROL  DEVICES  860 

DOVER  AFB 

AIR  NATIONAL  GUARD 
GREATER  WILMINGTON  AIRPORT 

COUWNICATIONS  FACILITY  900 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  690 

GREATER  WILMINGTON  AIRPORT 


••DELAWARE 


DISTRICT  OF  COLUMBIA 
NAVY 

WASHINGTON  COMMANDANT  NAVAL  DISTRICT 
CHILD  DEVELOPMENT  CENTER  1.480 

FIRE  PROTECTION  SYSTEM  1,630 

WASHINGTON  COMMANDANT  NAVAL  DISTRICT 

WASHINGTON  NAVAL  RESEARCH  LABORATORY 
NAVAL  CENTER  FOR  SPACE  TECHNOLOGY  1.980 

SPECIAL  PROJECTS  BUILDING  400 

WASHINGTON  NAVAL  RESEARCH  LABORATORY 


••NAVY 
AIR  FORCE 

BOLLING  AIR  FORCE  BASE 

ADO  TO  CHILD  DEVELOPMENT  CENTER  2,000 

BOLLING  AIR  FORCE  BASE 


AS  REQUESTED 
'  FEB  1994 

TOTAL 


1.200 

87.110 


40.940 

6.000 

510 

47,450 


7,540 


1,790 

9,330 


3,110 

2,380 

5,490 

2.000 


STATE-  50 


FV  1994  MILITARV  CONSTRUCTION  TOTAL  0BLI6ATI0NAL  AUTHORITV  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP./INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

DISTRICT  OF  COLUMBIA 
•••FAMILY  HOUSING^^^ 

NAVY 

PUBLIC  WORKS  CENTER  WASHINGTON  DC 
NEW  CONSTRUCTION  (188  HOMES)  (21.556) 

PUBLIC  WORKS  CENTER  WASHINGTON  DC 
FAMILY  HOUSING 

••DISTRICT  OF  COLUMBIA 
FAMILY  HOUSING 


FLORIDA 

NAVY 

JACKSONVILLE  NAVAL  AIR  STATION 

BACHELOR  ENLISTED  QUARTERS  13.800 

HELICOPTER  WASH  AND  RINSE  FACILITY  620 

JACKSONVILLE  NAVAL  AIR  STATION 

MAYPORT  NAVAL  STATION 

AIR  EMISSIONS  CONTROL  3.260 

MAYPORT  NAVAL  STATION 

PENSACOLA  NAVAL  AIR  STATION 

RADAR  AIR  TRAFFIC  CONTROL  CENTER  1.880 

WATER  SURVIVAL  TRAINING  FACILITY  4.540 

PENSACOLA  NAVAL  AIR  STATION 


••NAVY 


AIR  FORCE 
CAPE  CANAVERAL  AFS 

SEWAGE  TREATMENT  PLANT  11.900 

SLFI-BACKUP  POWER  800 

SLFI-BACKUP  POWER  2.500 

SLFI-UPGRADE  WATER  SUPPLY  MAINS  1.200 

UNDERGROUND  FUEL  STORAGE  TANKS  400 

UPGRADE  FIRE  SYSTEM  2.100 

CAPE  CANAVERAL  AFS 

EGLIN  AFB 

AIRCRAFT  ENGINE  TEST  FACILITY  1.600 

RENOVATE  CLIMATIC  TEST  CHAMBER  PHASE  II  37.000 

REPLACE  POL  PIPELINE  3.300 

UPGRADE  HYDRANT  FUELING  SYSTEM  4.550 

VEHICLE  MAINTENANCE/WAREHOUSE  FACILITIES  2.600 

EGLIN  AFB 

EGLIN  AFB  AUXILIARY  FIELD  9 

ADD  TO  AND  ALTER  DORMITORIES  4.479 

UPGRADE  SANITARY  SEWAGE  SYSTEMS  1.750 

UPGRADE  STORM  SEWAGE  SYSTEM  1.544 

EGLIN  AFB  AUXILIARY  FIELD  9 

P&TRTrif  APR 

ALTER  MAINTENANCE  HANGAR  407 

UNDERGROUND  FUEL  STORAGE  TANKS  1.600 

PATRICK  AFB 

TYNDALL  AFB 

BASE  SUPPLY  &  EQUIPMENT  WAREHOUSE  3.200 

BASE  SUPPLY  LOGISTICS  CENTER  2.400 

SECURITY  POLICE  OPERATIONS  2.400 

TYNDALL  AFB 


••AIR  FORCE 


FEB  1994 

TOTAL 


(21.556) 

7.490 

(21.556) 

14.420 

3.260 

6.420 

24.100 

18.900 

49.050 

7.773 

2.007 

8.000 

85.730 


STATE-  51 


GEORGIA 

ARMY 

FORT  BENNING 


BARRACKS  MODERNIZATION 

18,500 

MULTIPURPOSE  MACHINE  GUN  RANGE 

1,650 

WHOLE  BARRACKS  RENEWAL 

17,500 

FORT  BENNING 

37,650 

FORT  GILLEM 

PHYSICAL  FITNESS  CENTER 

2,600 

FORT  GILLEM 

2,600 

FT  STEWART/HUNTER  AAF 

CARGO  HANDLING  FACILITY 

4,200 

EXPAND  AMMUNITION  STORAGE  AREA 

3,600 

HAROSTAND 

9,400 

RAILROAD  TRACK  IMPROVEMENT 

3,100 

FT  STEWART/HUNTER  AAF 

20,300 

**ARMY  60,550 


STATE-  52 


FY  1994  MILITARY  COHSTROCTIOM  TOTAL  08LIGATI0NAL  AUTHORITY  AS  REOUESTEO 

ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF  FEB  1994 

INSIDE  THE  UNITED  STATES 


($  THOUSANDS) 
STATE/COMP./INSTALLATION 

Bon  IFfT  NAMF  ....  _  - 

PROJ  COST 

TOTAL 

GEORGIA 

NAVY 

ALBANY  MARINE  CORPS  LOGISTICS  BASE 

CHILD  DEVELOPMENT  CENTER 

ALBANY  MARINE  CORPS  LOGISTICS  BASE 

940 

940 

KINGS  BAY  NAVAL  SUBMARINE  BASE 

DIKES 

UTILITIES  AND  SITE  IMPROVEMENTS 

KINGS  BAY  NAVAL  SUBMARINE  BASE 

3.730 

7.190 

10.920 

KINGS  BAY  TRIDENT  TRAINING  FACILITY 

FIRE  FIGHTING  TRAINING  FACILITY 

KINGS  BAY  TRIDENT  TRAINING  FACILITY 

3.870 

3.870 

**NAVY 

15.730 

AIR  FORCE 

MOODY  AFB 

AIRCRAFT  MAINTENANCE  DOCK 

AIRCRAFT  PARKING/ACCESS  TAXIWAY 

MOODY  AFB 

4.700 

9.000 

13.700 

ROBINS  AFB 

ADAL  LOGISTICAL  SYSTEMS  OPERATIONS  CENTER 
ADO  TO  ALTER  DORMITORIES  -  OBOF 

AIRCRAFT  SUPPORT  EQUIPMENT  PAINT  FACILITY 
J-STARS  ADO  TO  AND  ALTER  MAINT  COMPLEX 
J-STARS  ADO  TO  AND  ALTER  OPERATIONS  CMPLX 
J-STARS  ADO  TO  AND  ALTER  UTILITIES 

J-STARS  SQUADRON  OPERATIONS/AMU 

UPGO  INDSTRL  wastewater  TRTMNT  &  OSPSL  PLT 
ROBINS  AFB 

3.000 

4.300 

970 

9.300 
4.100 

3.500 

7.500 
10,700 

43,370 

**AIR  FORCE 

57,070 

000  DEPENDENT  SCHOOLS 

ROBINS  AFB 

LINWOOD  ELEM  SCHOOL  ADON 

ROBINS  ELEM  SCHOOL  ADON 

ROBINS  AFB 

1.580 

1.580 

3,160 

AIR  NATIONAL  GUARD 

DOBBINS  AFB 

PETROLEUM  OPERATIONS  COMPLEX 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
DOBBINS  AFB 

600 

1,150 

1,750 

LEWIS  B.  WILSON  AIRPORT  (ANG) 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 

LEWIS  8.  WILSON  AIRPORT  (ANG) 

340 

340 

MCCOLLUM  ANG  STATION 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
MCCOLLUM  ANG  STATION 

315 

315 

ROBINS  AFB 

SUPPORT  AND  HYDRANT  SYSTEM 

ROBINS  AFB 

5.750 

5,750 

SAVANNAH  ANG  COMMUNICATIONS  STATION 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
SAVANNAH  ANG  COMMUNICATIONS  STATION 

330 

330 

SAVANNAH  COMBAT  READINESS  TRAINING  SITE 

FIRE  DETECTION  AND  SUPPRESSION  SYSTEMS 

1,650 

STATE-  53 


FV  1994  NILITMV  CONSTRUCTION  TOTAL  0BLI6ATI0NAL  AUTHORITY 

ACTIVE.  6UARO  AND  RESERVE  FWCES  DATA  AS  01 

INSIDE  THE  UNITED  STATES 
(t  THOUSANDS) 

STATE/CONP. /INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

GEORGIA 

AIR  NATIONAL  GUARD 

SAVANNAH  COMBAT  READINESS  TRAINING  SITE 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  31S 

SAVANNAH  COMBAT  READINESS  TRAINING  SITE 

SAVANNAH  MAP 

REFUELING  VEHICLE  PARKING  AND  OPS  COMPLEX  990 

SAVANNAH  MAP 

**AIR  NATIONAL  GUARD 

ARMY  RESERVE 
FORT  MCPHERSON 

USAR  COMO  HO  BLOG.  PH  1  15.000 

FORT  MCPHERSON 

AIR  FORCE  RESERVE 
DOBBINS  AFB 

ADO  TO  AND  ALTER  SECURITY  POLICE  OPS  W/ANG  1.900 

FLIGHT  SIMULATION  CENTER  6.000 

DOBBINS  AFB 

***FAMILY  HOUSING*** 

NAVY 

NAVAL  SUBMARINE  SUPPORT  BASE  KINGS  BAY 
NEW  CONSTRUCTION  (ON  CNTR/SELF  HLP/HHSE)  {790} 

NAVAL  SUBMARINE  SUPPORT  BASE  KINGS  BAY 
FAMILY  HOUSING 

AIR  FORCE 
ROBINS  AFB 

FAMILY  HOUSING  (118  UNITS)  {7.424} 

ROBINS  AFB 
FAMILY  HOUSING 

**GEORGIA 

FAMILY  HOUSING 


HAWAII 

ARMY 

SCHOFIELD  BARRACKS 

MULTI-PURPOSE  FAMILY  SERVICE  CENTER  16.000 

OPERATIONS  FACILITY  2.600 

SCHOFIELD  BARRACKS 

NAVY 

BARBERS  POINT  NAVAL  AIR  STATION 

CHILD  DEVELOPMENT  CENTER  2.700 

BARBERS  POINT  NAVAL  AIR  STATION 

HONOLULU  COMPSTELCOMM  AREA  MASTER  STA  EPAC 
BACH  ENLLISTED  QUARTERS  MODERNIZATION  4.390 

BACHELOR  ENLISTED  QUARTERS  MODERNIZATION  4.730 

HONOLULU  C0MP4TELC0MM  AREA  MASTER  STA  EPAC 

PEARL  HARBOR  NAVAL  SUBMARINE  BASE 
BACHELOR  ENLISTED  QUARTERS  CQMPLEX  25.500 

ENLISTED  MESS  HALL  MODERNIZATION  2.640 

SUBMARINE  8ERTING  WHARF  26.000 

PEARL  HARBOR  NAVAL  SUBMARINE  BASE 

PEARL  HARBOR  NAVY  PUBLIC  WORKS  CENTER 
INDUSTRIAL  WASTE  TREATMENT  PLANT  -  DBOF  18.560 


AS  REQUESTED 
FEB  1994 

TOTAL 

1,965 

990 

11.440 

15.000 

7,900 


(790} 


{7.424} 

170,850 

18.214} 


18,600 

2.700 

9,120 


54.140 


STATE-  54 


FV  1994  MILITARV  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/C0I»./IMSTALLATI0N  PROJ  COST 

. PROJECT  NAME . 

HMAII 

NAVY 

PEARL  HARBOR  NAVY  PUBLIC  WORKS  CENTER 
WASTEWATER  COLLECTION  SYS  IMPRVMNT  •  OBOF  8.980 

PEARL  HARBOR  NAVY  PUBLIC  WORKS  CENTER 


PEARL  HARBOR  UNDERSEA  SURV  US  PACIFIC  FLT 
BERTHING  PIER  16.780 

PEARL  HARBOR  UNDERSEA  SURV  US  PACIFIC  FLT 


WAIPAHU  NAV  INACTIVE  SHIP  MAINTENANCE  FAC 
INACTIVE  SHIPS  PIER  2.620 

WAIPAHU  NAV  INACTIVE  SHIP  MAINTENANCE  FAC 


••NAVY 


AIR  FORCE 
HICKAM  AFB 

OORMITORY  9.S00 

MILSTAR  COMMUNICATIONS  GROUND  TERMINAL  2.200 

UNDERGROUND  FUEL  STORAGE  TANKS  2.100 

HICKAM  AFB 

KAENA  POINT 

POWER  PLANT  7.3S0 

KAENA  POINT 


••AIR  FORCE 

DEFENSE  LOGISTICS  AGENCY 
DEFENSE  FUEL  SUPPORT  POINT  PEARL  HARBOR 
POL  LABORATORY  FACILITY  2,250 

DEFENSE  FUEL  SUPPORT  POINT  PEARL  HARBOR 

ARMY  NATIONAL  GUARD 
KAUAI 

RANGE,  KNOWN  DISTANCE  UPGRADE  334 

KAUAI 

MOLOKAI 

ARMORY  1 .050 

MOLOKAI 

OAHU 

ARMORY  AOOITION  4.300 

OAHU 

••ARMY  NATIONAL  GUARD 

AIR  NATIONAL  GUARD 
BARKING  SANDS 

FORWARD  AIR  CONTROL  POINT  FACILITY  8.500 

BARKING  SANDS 

HICKAM  AFB 

CONSOLIDATED  SUPPORT  FACILITY  9.700 

FUEL  SYSTEM  MAINT  AND  CORROSION  CONTROL  FA  5.300 

HICKAM  AFB 

••AIR  NATIONAL  GUARD 

NAVY  RESERVE 

NAVAL  STATION  PEARL  HARBOR 

C6U  ADDITION  500 

NAVAL  STATION  PEARL  HARBOR 

•••FAMILY  HOUSING^^^ 

ARMY 

SCHOFIELD  BARRACKS 

NEW  C0NST(125)(18.0M)  +  REPL(135)(21.0M)  (39.000) 


FEB  1994 

TOTAL 

27.540 

16.780 

2.620 

112.900 

13.000 

7.350 

21.150 

2.250 

334 

1.050 

4.300 

5.684 

8.500 

15.000 

23.500 

500 


STATE-  55 


FV  1994  NILITMIY  CONSTRUCTION  TOTAL  0BL16ATI0NAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FWCES 
INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/CONP . / INSTALLAT ION 

. PROJECT  NAME . 

HAWAII 

ARMY 

SCHOFIELD  BARRACKS 
NEW  CONSTRUCTION  (88) 

SCHOFIELD  BARRACKS 
FAMILY  HOUSING 

••HAWAII 

FAMILY  HOUSING 


IDAHO 

ARMY  NATIONAL  GUARD 
GOWEN  FIELD 

COMBAT  VEHICLE  TRANSITION  CMPLX 
USPFO  AOMIN  OFC/WHSE  ADO 
GOWEN  FIELD 

HOME DALE 

ARMORY  1.157 

HOMEOALE 

••ARMY  NATIONAL  GUARD 

AIR  NATIONAL  GUARD 
BOISE  AIRPORT 

FIRE  STATION  AND  AGE  FACILITY  1.750 

BOISE  AIRPORT 

GOWEN  FIELD 

IDAHO  TRAINING  RANGE  6.700 

GOWEN  FIELD 

••AIR  NATIONAL  GUARD 

••IDAHO 


5.044 

1.391 


DATA  AS  OF 
PROJ  COST 

(13.000) 


ILLINOIS 
AIR  FORCE 
SCOTT  AFB 

INTEROPERABILITY  TEST  AND  TRAINING  FAC  5,000 

MUNITIONS  STORAGE  FAC/LANO  ACQUIST  -  DBOF  2,249 

SCOTT  AFB 

ARMY  NATIONAL  GUARD 
ROCK  ISLAND 

ARMORY/OMS  3.310 

ROCK  ISLAND 

AIR  NATIONAL  GUARD 
CAPITAL  MAP 

ALTER  STORM  DRAINAGE  DISPOSAL  500 

UPGRADE  RUNWAY  2,300 

CAPITAL  MAP 

GREATER  PEORIA  AIRPORT 

AIM)  TO  AND  ALTER  F-16  ACRFT  AVIONICS  SHOP  840 

GREATER  PEORIA  AIRPORT 


••AIR  NATIONAL  GUARD 

ARMY  RESERVE 
ARGONNE 

USARC/OMS  10,381 

ARGONNE 


FEB  1994 

TOTAL 

(52.000) 

184.584 

(52.000) 

6.435 

1.157 

7.592 

1.750 

6.700 

8.450 

16.042 

7.249 

3,310 

2.800 

840 

3,640 

10,381 


STATE-  56 


FV  1994  MILITARY  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF 

INSIDE  THE  UNITED  STATES 
($  THIHJSANDS) 

STATE/COMR. /INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

ILLINOIS 

***FAMILV  HOUSING*** 

AIR  FORCE 
SCOTT  AFB 

CARDINAL  CREEK  PHASE  II  {10.000} 

SCOTT  AFB 
FAMILY  HOUSING 

**ILLINOIS 

FAMILY  HOUSING 


INDIANA 

NAVY 

CRANE  NAVAL  SURFACE  WARFARE  CENTER  DIV 
ORDNANCE  ENVIRONMENTAL  TEST  FACILITY  9.600 

CRANE  NAVAL  SURFACE  WARFARE  CENTER  DIV 

ARMY  NATIONAL  GUARD 
CAMP  ATTERBURY 

RANGE.  INF  SQUAD  BATTLE  CRSE  1.1S6 

RANGE.  MOD  RECORD  FIRE  UPGRADE  6S4 

TNG  SITE.  HQ/BKS/ADM/SPLY  PH6B  7.545 

TNG  SITE.  MILITARY  ED  FAC  5.400 

CAMP  ATTERBURY 

EVANSVILLE 

ARMORY/OMS  6.050 

EVANSVILLE 

LAFAYEHE 

ARMORY/OMS  3.116 

LAFAYEUE 


**ARMY  NATIONAL  GUARD 

AIR  NATIONAL  GUARD 
HULMAN  FIELD 

DINING  HALL  AND  MEDICAL  TRAINING  FACILITY  3.800 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  950 

HULMAN  FIELD 

FT  WAYNE  MAP 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  1.350 

FT  WAYNE  MAP 

**AIR  NATIONAL  GUARD 

** INDIANA 


IOWA 

ARMY  NATIONAL  GUARD 
CAMP  DODGE 

ARMORY  4.550 

CONSOLIDATED  PAINT  FACILITY  1.500 

TNG  SITE.  BN  COMPLEX.  PHASE  II  3.800 

CAMP  DODGE 

AIR  NATIONAL  GUARD 
DES  MOINES  MAP 

ADD  TO  AND  ALTER  DINING  &  MEDICAL  TRNG  FAC  1.800 

JET  FUEL  STORAGE  COMPLEX  4.000 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  880 

DES  MOINES  MAP 

SIOUX  CITY  MAP 

BASE  CIVIL  ENGINEER  MAINTENANCE  COMPLEX  2.650 


FEB  1994 
TOTAL 


{10.000} 

24.580 

{10.000} 

9.600 

14.755 

6.050 

3.116 

23.921 

4.750 

1.350 

6.100 

39.621 

9.850 

6.680 


STATE-  57 


FY  1994  NILITAKV  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
($  THOUSAIffiS) 

STATE/CONP . /installation 

. PROJECT  NANE . 

IOWA 

AIR  NATIONAL  GUARD 
SIOUX  city  map 

MUNITIONS  maintenance  t  STORAGE  COMPLEX 
SIOUX  CITY  MAP 

**AIR  NATIONAL  GUARD 


KANSAS 

ARMY 

FORT  RILEY 

BARRACKS  A  AOMIN  RENOVATION 
BATTLE  SIMULATION  FACILITY 
FORT  RILEY 

AIR  FORCE 
MCCONNELL  AFB 
CONTROL  TOWER  CAB 

LAND  RESTRICTIVE  EASEMENT  ACQUISITION 
•>  •CONNELL  AFB 


DATA  AS  OF  FEB  1994 


PROJ  COST 


12.180 


22.030 


ARMY  NATIONAL  GUARD 
NICKELL  BARRACKS 
TNG  SITE,  COMPLEX  PHASE  I 
NICKELL  BARRACKS 

FORT  RILEY 

XTNG  SITE,  WASH  FACILITY 
FORT  RILEY 

**ARMY  NATIONAL  GUARD 

AIR  NATIONAL  GUARD 
FORBES  FIELD 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
FORBES  FIELD 


MCCONNELL  AFB 

ALTER  MEDICAL  TRAINING  AND  TELECOM 
MCCONNELL  AFB 

**AIR  NATIONAL  GUARD 

••KANSAS 


28.398 


KENTUCKY 

ARMY 

FORT  CAMPBELL 
AIRFIELD  IMPROVEMENTS 
DINING  FACILITIES  MODERNIZATION 
MOBILIZATION  WAREHOUSE 
WHOLE  BARRACKS  RENEWAL 
FORT  CAMPBELL 


3.500 

850 

32.000 


40.300 


FORT  KNOX 

MAINTENANCE  FACILITY 
MULTIPURPOSE  TRAINING  RANGE 
WHOLE  BARRACKS  RENEWAL 
FORT  KNOX 

••ARMY 


12.200 

4.150 

25.000 


41.350 


81.650 


SPECIAL  OPERATIONS  COMMAND 
FORT  CAMPBELL 
AIRCRAFT  PARKING  APRON 


STATE-  58 


FY  1994  MILITARY  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF 

INSIDE  THE  UNITED  STATES 
((  THOUSANDS) 

STATE/COMP./INSTALLATKW  PROJ  COST 

. PROJECT  NAME . 

KENTUCKY 

SPECIAL  OPERATIONS  COMMAND 
FORT  CAMPBELL 
ARMY  SOA  BN,  HQS 
FORT  CAMPBELL 

000  DEPENDENT  SCHOOLS 
FORT  CAMPBELL 
FT  CAMPBELL  ELEM  SCHOOL 
FT  CAMPBELL  LINCOLN  ELEM  SCHOOL  MXH 
FT  CAMPBELL  MAHAFFEY  MIDDLE  SCHOOL  AOON 
FORT  CAMPBELL 

FORT  KNOX 

FT  KNOX  KINSOLVER  VAN/VOORHIS  ELEM  SCHOOL 
FT  KNOX  SIX  GYMNASIUM  AOON 
FORT  KNOX 

•*000  DEPENDENT  SCHOOLS 

ARMY  NATIONAL  GUARD 
FORT  KNOX 

MATES  PHASE  I  10.000 

FORT  KNOX 

AIR  NATIONAL  GUARD 
STANOIFORO  FIELD 

RELOCATION  FACILITIES  PHASE  IV  5,000 

STANOIFORO  FIELD 

••KENTUCKY 


4.300 


B.982 

1.900 

2.300 


1.600 

6,107 


I 


LOUISIANA 
AIR  FORCE 
BARKSDALE  AFB 

ADO  TO  AND  ALTER  APRON/HYDRANT  FUELING  SYS  10.000 

APRON  LIGHTING  1.300 

UPGRADE  BULK  STORAGE  BASINS  1.600 

WEAPONS  STORAGE  AREA  SECURITY  960 

BARKSDALE  AFB 

000  DEPENDENT  SCHOOLS 
FORT  POLK 

FORT  POLK  ELEM  SCHOOL  4,950 

FORT  POLK 

AIR  NATIONAL  GUARD 
HAMMOND 

REPLACE  UNDERGROUND  STORAGE  TANKS  350 

HAMMOND 

NEW  ORLEANS  NAS 

REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS  '350 

NEW  ORLEANS  NAS 


••AIR  NATIONAL  GUARD 

ARMY  RESERVE 
NEW  ORLEANS 

UNO  ACQUISITION  645 

NEW  ORLEANS 

NAVY  RESERVE 

NAVAL  AIR  STATION  NEW  ORLEANS 

ORDNANCE  COMPLEX  1.900 

NAVAL  AIR  STATION  NEW  ORLEANS 


FEB  1994 

TOTAL 

6.950 

13.102 

7.707 

20.BB9 

10.000 

5.000 
124. 4B9 

13,060 

4.950 

350 

350 

700 

645 

1.900 


STATE-  59 


FY  1994  HILIT4RY  CWSTWJCTIOW  TOTAL  OBLIGATIOML  AUTHORITY 

ACTIVE,  GUARD  AND  RESERVE  FORCES  DATA  AS  01 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COHP. /INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

LOUISIANA 
NAVY  RESERVE 

NAVAL  SUPPORT  ACTIVITY  NEW  ORLEANS 
HOOT  4TH  MAROIV  MCRC  IMPROVEMENTS  LA 
RENOVATE  MARRESFOR  HO  NSA  NEW  ORLEANS 
NAVAL  SUPPORT  ACTIVITY  NEW  ORLEANS 

**NAVY  RESERVE 

AIR  FORCE  RESERVE 
BARKSDALE  AFB 
WELDING  AND  MACHINE  SHOP 
BARKSDALE  AFB 

***FAMILY  HOUSING*** 

AIR  FORCE 
BARKSDALE  AFB 

FAMILY  HOUSING  (117  UNITS)  (8.578) 

BARKSDALE  AFB 
FAMILY  HOUSING 

**LOUISIANA 

FAMILY  HOUSING 


460 

1.560 


600 


MAINE 

NAVY 

KITTERY  PORTSMOUTH  NAVAL  SHIPYARD 
HAZARDOUS  HASTE  STORAGE  FACILITY  -  DBOF  4,780 

KITTERY  PORTSMOUTH  NAVAL  SHIPYARD 

ARMY  NATIONAL  GUARD 
NORWAY 

ARMORY  EXPAN/REHAB  1.380 

NORWAY 

***FAMILY  HOUSING*** 

NAVY 

NAS  BRUNSWICK 

NEW  CONSTRUCTION  (MOBILE  HOME  SPACES)  (490) 

NAS  BRUNSWICK 
FAMILY  HOUSING 


**MAINE 

FAMILY  HOUSING 


MARYLAND 

ARMY 

ABERDEEN  PROVING  GROUND 

APPLIED  INSTRUCTION  FACILITY  14,000 

CHILD  DEVELOPMENT  CENTER  1,450 

TARGET  ASSEMBLY  AND  STORAGE  FACILITY  1.000 

UPGRADE  RANGE  COMPLEX  4,450 

ABERDEEN  PROVING  GROUND 

NAVY 

ANNAPOLIS  NAVAL  ACADEMY 

PHYISCAL  THERAPY/TRAINING/MEETING  CENTER  6,500 

ANNAPOLIS  NAVAL  ACADEMY 

BETHESDA  NATIONAL  NAVAL  MEDICAL  CENTER 
CHILD  DEVELOPMENT  CENTER  3.090 

BETHESDA  NATIONAL  NAVAL  MEDICAL  CENTER 


AS  REQUESTED 
FEB  1994 

TOTAL 


2.020 


3.920 


600 


(8.5783 


24.675 

(8,578) 


4,780 


1,380 


(490) 


6.160 

(490) 


21.700 


6,500 


3,090 


STATE-  60 


FV  1994  NILITARV  CWSTRUCTIOH  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
($  THOUSAIffiS) 

STATE/COFN* .  /  INSTALLAT  ION 

. PROJECT  NAME . 

MARYLAND 

NAVY 

INDIAN  HEAD  NAVAL  SURFACE  WARFARE  CTR  OIV 
HAZARDOUS  WASTE  TREATMENT  FACILITY 

INDIAN  HEAD  NAVAL  SURFACE  WARFARE  CTR  DIV 

PATUXENT  RIVER  NAVAL  AIR  STATION 
ADVANCE  SYSTEM  INTEGRATION  FAC  -  PHASE  II 
HAZARDOUS  AND  FLAMMABLE  MATERIAL  STQREHSE 
JET  ENGINE  TEST  CELL 
SEWAGE  TREATMENT  PLANT  UPGRADE 
PATUXENT  RIVER  NAVAL  AIR  STATION 

**NAVY 


DATA  AS  OF  FEB  1994 


PROJ  COST 


3.400 


10.000 

3.400 

4.900 

1.000 


TOTAL 


3.400 


19.300 

32.290 


AIR  FORCE 
ANDREWS  AFB 

AIR  FREIGHT  TERMINAL  -  D80F  T 
FIRE  TRAINING  FACILITY  -  DBOF 
UPGRADE  COMPOSITE  AOMIN  FACILITY 
UPGRADE  SANITARY  SEWER  SYSTEMS 
ANDREWS  AFB 


DBOF 


4.400 

1.000 

9.940 

2.477 


17.817 


FORT  GEORGE  MEADE 

ADO  TO  AIR  FORCE  SENIOR  SCOUT  OPS  FAC 
FORT  GEORGE  MEADE 

**AIR  FORCE 

NATIONAL  SECURITY  AGENCY 
FORT  MEADE 

OPS  1  ROADWAY  STRUCTURAL  ENHANCEMENT 
SUPERCOMPUTER  FACILITY 
FORT  MEADE 


1.450 


5.910 

35.000 


1.450 

19.267 


40.910 


DEFENSE  MEDICAL  SUPPORT  ACTIVITY 
FORT  DETRICK 
BIOLOGICAL  INCINERATOR 
FORT  DETRICK 


4.300 


4.300 


FOREST  GLEN  (WRAIR) 

ARMY  INSTITUTE  OF  RESEARCH  PHASE 
FOREST  GLEN  (WRAIR) 

••DEFENSE  MEDICAL  SUPPORT  ACTIVITY 


II 


15.000 


15,000 

19,300 


ARMY  NATIONAL  GUARD 
HAGERSTOWN 

ARMORY  ADDITION/ALTERATION 
HAGERSTOWN 


1,776 


1,776 


TOWSON 

ARMORY  ALT/AOO 
TOWSON 

••ARMY  NATIONAL  GUARD 


2.823 


2.823 

4,599 


AIR  NATIONAL  GUARD 
ANDREWS  AFB 

ADD  TO  AND  ALTER  AVIONICS  AND  ECM  POO  FAC 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
ANDREWS  AFB 


1.100 

890 


1,990 


GLENN  L  MARTIN  AIRPORT 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
GLENN  L  MARTIN  AIRPORT 

••AIR  NATIONAL  GUARD 


1,000 


1.000 

2,990 


STATE-  61 


FV  1994  MILITWV  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTNORITV  AS  REQUESTED 

ACTIVE.  SUARO  ANO  RESERVE  FORCES  DATA  AS  OF  FEB  1994 

INSIDE  THE  UNITED  STATES 
(S  THOUSANDS) 

STATE/CONP. /INSTALLATION  PROJ  COST  TOTAL 

. PROJECT  NAME . .  „ 

MARVLANO 
NAVY  RESERVE 
NAF  WASHINGTON 


EQUIPMENT  OPS  FACILITY 

NAF  WASHINGTON 

2.500 

2.500 

AIR  FORCE  RESERVE 

ANDREWS  AFB 

REPLACE  AIRCRAFT  PARKING  APRON 

ANDREWS  AFB 

13.373 

13.373 

•♦•FAMILY  HOUSING^^* 

ARMY 

FORT  MEADE 

REPLACEMENT  CONSTRUCTION  (275) 

FORT  MEADE 

FAMILY  HOUSING 

(26.000) 

(26.000) 

••MARYLAND 

FAMILY  HOUSING 

156.929 

(26.000) 

MASSACHUSETTS 
army  NATIONAL  GUARD 

AYER 

CSMS  REHABILITATION 

AYER 

3.002 

3,002 

AIR  NATIONAL  GUARD 

BARNES  MAP 

ALTER  OPS/TRAINING  FACILITY 

BARNES  MAP 

600 

600 

OTIS  ANGB 

COI9RJNICTIONS/ELECTRONICS  FACILITY 

OTIS  ANGB 

3,000 

3.000 

WORCESTER  ANGS 

BASE  SUPPLY  WAREHOUSE 

WORCESTER  ANGS 

390 

390 

••AIR  NATIONAL  GUARD 

3.990 

AIR  FORCE  RESERVE 

WESTOVER  AFB 

MEDICAL  TRAINING  FACILITY 

WESTOVER  AFB 

2.600 

2.600 

•••FAMILY  HOUSING^** 

AIR  FORCE 

HANSCOM  AFB 

FAMILY  HOUSING  (46  UNITS) 

HANSCOM  AFB 

FAMILY  HOUSING 

(5,135) 

(5.135) 

••MASSACHUSETTS 

FAMILY  HOUSING 

9.592 

(5.135) 

MICHIGAN 

AIR  NATIONAL  GUARD 

ALPENA  COUNTY  REGIONAL  AIRPORT 

UPGRADE  WATER  DISTRIBUTION  SYSTEM 

ALPENA  COUNTY  REGIONAL  AIRPORT 

1,400 

1.400 

STATE-  62 


FY  1994  MIi.ITMY  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY 

ACT  WE.  GUARD  AND  RESERVE  FORCES  DATA  AS  01 

INSIOE  THE  UNITEO  STATES 
($  THOUSANDS) 

STATE/COMP./INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

MICHIGAN 

AIR  NATIONAL  GUARD 
SELFRI06E  ANGB 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  710 

SELFRIDGE  ANGB 

WK  KELLOGG  REGIONAL  AIRPORT 

AOAL  FUEL  CELL  AND  CORROSION  CONTROL  FAC  1,100 

UK  KELLOGG  REGIONAL  AIRPORT 

**AIR  NATIONAL  GUARD 

NAVY  RESERVE 
NRRC  DETROIT 

MCRC  IMPROVEMENTS  NAVMARCORESCEN  DETROIT  698 

RESCEN  ADDITION  3.100 

NRRC  DETROIT 

•MICHIGAN 


MINNESOTA 

ARMY  NATIONAL  GUARD 
CAMP  RIPLEY 

ORGANIZATIONAL  MAINT  SHOPS  2.625 

RANGE.  MPRC  (HEAVY) 

CAMP  RIPLEY 

INVER  GROVE  HEIGHTS 
ARMORY/OMS 
INVER  GROVE  HEIGHTS 

VARIOUS  LOCATIONS 
ARMORY  AOOITIONS/ALTERATIONS  3.225 

VARIOUS  LOCATIONS 

**ARMY  NATIONAL  GUARD 

AIR  NATIONAL  GUARD 
DULUTH  ANGB 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  1,000 

DULUTH  ANGB 

••MINNESOTA 


3.185 

4,571 


MISSISSIPPI 

NAVY 

GULFPORT  NAVAL  CONSTRUCTION  BATTALION  CTR 
CHILD  DEVELOPMENT  CENTER  2,400 

FAMILY  SERVICE  CENTER  2.000 

GULFPORT  NAVAL  CONSTRUCTION  BATTALION  CTR 

AIR  FORCE 
COLUMBUS  AFB 

UPGRADE  AIRFIELD  LIGHTING  2.900 

COLUMBUS  AFB 

KEESLER  AFB 

FIRE  TRAINING  FACILITY  690 

UNDERGROUND  FUEL  STORAGE  TANKS  600 

UPGRADE  SANITARY  SEWER  SYSTEM  2.920 

UPGRADE  STUDENT  DORMITORY  4.021 

KEESLER  AFB 


••AIR  FORCE 


AS  REQUESTED 
’  FEB  1994 

TOTAL 

710 

1.100 

3.210 

3.790 

7.008 

5.810 

4,571 

3.225 

13.606 

1.000 

14.606 

4,400 

2,900 

8,231 

11,131 


STATE-  63 


FV  1994  MILITARY  CONSTRUCTION  TOTAL  06LIGATI0NAL  AUTHORITY 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  I 

INSIDE  THE  UNITED  STATES 
(i  THOUSANDS) 

STATE/COMF./INSTALUTION  PROJ  COST 

. PROJECT  NAME . 

MISSISSIPPI 
ARMY  NATIONAL  GUARD 

CAMP  MC  CAIN 

TNG  SITE  IMPROVEMENTS  5,500 

CAMP  MC  CAIN 

CAMP  SHELBY 

REGION  MIL  EO  FAC  PHASE  I  6.000 

TNG  SITE.  TANK  WASH  5.000 

CAMP  SHELBY 

GREENVILLE 

ARMORY.  2.230 

GREENVILLE 

JACKSON 

ARMORY.  HQ  STARC  2.550 

JACKSON 

TUPELO 

AVN.  AASF  AOOITION/ALTERATION  3.210 

TUPELO 

VARIOUS 

ARMORY  (6)  5.204 

VARIOUS 


••ARMY  NATIONAL  GUARD 

AIR  NATIONAL  GUARD 
ALLEN  C  THOMPSON  FIELD 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  730 

ALLEN  C  THOMPSON  FIELD 

GULFPORT 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  335 

UPGRADE  ELECTRICAL  DISTRIBUTION  SYSTEM  850 

GULFPORT 

••AIR  NATIONAL  GUARD 
•MISSISSIPPI 


MISSOURI 

ARMY 

FORT  LEONARD  WOOD 

OPERATIONS  FACILITY  1,000 

FORT  LEONARD  WOOD 

AIR  FORCE 
WHITEMAN  AFB 

B-2  ADO  TO  AND  ALTER  MUNITIONS  STORAGE  FAC  3,330 

B-2  AIRCRAFT  APRON/TAXIWAY  UPGRADE  3.400 

B-2  AIRCRAFT  MAINTENANCE  DOCK  14,500 

8-2  DEFENSE  ACCESS  ROADS  7,150 

B-2  HYDRANT  FUELING  SYSTEM  LOOP,  PH  II  2.700 

B-2  UPGRADE  BASE  ROADS  5.900 

B-2  UTILITY  UPGRADE  4.850 

B-2  VEHICLE  MAINTENANCE  FACILITY  1.700 

WHITEMAN  AFB 

ARMY  NATIONAL  GUARD 
FORT  CROWDER 

TRNG  SITE.  TROOP  MED  TRNG  FACIL  386 

FORT  CROWDER 


AS  REIX^STEO 
FEB  1994 

TOTAL 

5,500 

11.000 

2.230 

2.550 

3.210 

5.204 

29.694 

730 

1.185 

1,915 

47.140 

1.000 

43.538 

386 


STATE-  64 


FY  1994  MILITARY  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMR . /INSTALLATION 

. PROJECT  NAME . 

MISSOURI 

ARMY  NATIONAL  GUARD 
FORT  LEONARDHOOO 
ARMORY/OMS 
FORT  LEONAROWOOD 


DATA  AS  OF  FEB  1994 

PROJ  COST  TOTAL 

2.349 

2.349 


POPLAR  BLUFF 
ARMORY/OMS 
POPLAR  BLUFF 


2.842 


2.842 


**ARMY  NATIONAL  GUARD 


5.577 


AIR  NATIONAL  GUARD 
JEFFERSON  BARRACKS  ANG  SITE 

ALTER  COMMUNICATIONS  ELECTRONICS  TRN6  FAC  2.800 

UPGRADE  DINING  HALL  720 

JEFFERSON  BARRACKS  ANG  SITE  3.520 


ROSECRANS  MEMORIAL  AIRPORT 

JET  FUEL  STORAGE  4.000 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  1.250 

ROSECRANS  MEMORIAL  AIRPORT  5.250 


**AIR  NATIONAL  GUARD 


8.770 


••MISSOURI 


56.885 


MONTANA 
AIR  FORCE 
MALMSTROM  AFB 

BASE  ENGINEERING  COMPLEX  -  OBOF 
UNOGD  FUEL  STORAGE  TANKS  MINUTEWAH  11  FACS 
MALMSTROM  AFB 


6.200 

1.500 


7.700 


ARMY  NATIONAL  GUARD 
FT  WM  HENRY  HARRISON 

TRNG  SITE.  MED  UNIT  TNG  FACIL  501 

FT  WM  HENRY  HARRISON  501 


AIR  NATIONAL  GUARD 
GREAT  FALLS  lAP 

MEDICAL  TRAINING  AND  DINING  HALL  2.900 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  400 

GREAT  FALLS  lAP  3.300 


•••FAMILY  HOUSING^*^ 


AIR  FORCE 
MALMSTROM  AFB 

HOUSING  OFFICE  (581) 

MALMSTROM  AFB 

FAMILY  HOUSING  (581) 


••MONTANA 

FAMILY  HOUSING 


11.501 

(581) 


NEBRASKA 
AIR  FORCE 
OFFUTT  AFB 

ADD  TO  EMERGENCY  BACK-UP  POWER 
REPAIR  AIRFIELD  PAVEMENTS  AND  LIGHTING 
OFFUTT  AFB 


2.300 

8.700 

11.000 


DEFENSE  MEDICAL  SUPPORT  ACTIVITY 
OFFUTT  AIR  FORCE  BASE 

LIFE  SAFETY  UPGRADE  1,100 

OFFUTT  AIR  FORCE  BASE  1.100 


STATE-  65 


FY  1994  HILITARV  COIKTIUJCTIW  TOTAL  OBLIGATIOMAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  OJARO  AND  RESERVE  FORCES  DATA  AS  I 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP. /INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

NEBRASKA 

AIR  NATIONAL  GUARD 
LINCOLN  MAP 

ALTER  MAINTENANCE  HANGAR  7.300 

FIRE  STATION  1.850 

REPLACE  HEATING  PLANTS  1.500 

LINCOLN  MAP 


••NEBRASKA 


NEVADA 

ARMY 

HAWTHORNE  AAP 

CONTAINER  HOLDING  PADS  7.000 

REHABILITATE  RAIL  LINE  4.700 

HAWTHORNE  AAP 

NAVY 

FALLON  NAVAL  AIR  STATION 

LAND  ACQUISITION  1.600 

FALLON  NAVAL  AIR  STATION 

AIR  FORCE 
NELLIS  AFB 

ADD  TO  ALTER  PHYSICAL  FITNESS  CTR  4.350 

BOMBER  LIVE  ORDANCE  LOADING  APRON  4.100 

UPGRADE  POL  TANKS  1.650 

NELLIS  AFB 

ARMY  NATIONAL  GUARD 
LAS  VEGAS 

ARMORY  1.430 

LAS  VEGAS 

AIR  NATIONAL  GUARD 
RENO  lAP 

FLIGHT  SIMULATOR  BUILDING  400 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  460 

RENO  lAP 


•••FAMILY  HOUSING^^^ 

ARMY 

HAWTHORNE  APP 

DEMOLISH  SUBSTANDARD.  ABANDONED  HSE  (100)  (500) 

HAWTHORNE  APP 
FAMILY  HOUSING 


••NEVADA 

FAMILY  HOUSING 


NEW  JERSEY 
ARMY 

FORT  MONMOUTH 
SATELLITE  CONTROL  SYSTEM 
FORT  MONMOUTH 


7,500 


PICATINNY  ARSENAL 

EXPLOSIVE  DEVELOPMENT  FACILITY  6,100 

WARHEAD  DEVELOPMENT  FACILITY  4.400 

PICATINNY  ARSENAL 


••ARMY 


NAVY 

EARLE  NAVAL  WEAPONS  STATION 

EXPLOSIVES  HOLDING  YARD  -  OTOF  1,290 


FEB  1994 

TOTAL 


10.650 

22,750 

11.700 

1.600 

10.100 

1.430 

860 

{500} 

25.690 

(500) 

7.500 

10.500 

IB.OOO 


STATE-  66 


FV  1994  NILITARY  CWSTRUCTIW  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 

ACTIVE,  ajARO  AHD  RESERVE  FORCES  DATA  AS  OF  FEB  1994 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP. /INSTALLATION  PROJ  COST  TOTAL 

. PROJECT  NAME . 

NEW  JERSEY 
NAVY 

EARLE  NAVAL  WEAPONS  STATION 

HAZARDOUS  WASTE  STORAGE  FACILITY  -  DBOF  870 

MATERIALS  HNDLG  EQUIP  SERV  CTR  ALT  -  DBOF  420 

EARLE  NAVAL  WEAPONS  STATION  2.580 

AIR  NATIONAL  GUARD 
ATLANTIC  CITY 
FIRE  STATION 

REPLACE  UNDERGROUND  FUEL  STORAGE  TM4KS 
ATLANTIC  CITY 

ARMY  RESERVE 
FORT  DIX 

UPGRADE  RANGE  #  65  2.700 

FORT  DIX  2.700 


1.350 

1.900 

3.250 


NAVY  RESERVE 
NRC  KEARNY 

MCRC  IMPROVEMENTS  WEST  TRENTON 
RESCEN  A/C 
NRC  KEARNY 


264 

800 

1.064 


**NEW  JERSEY 


27.594 


NEW  MEXICO 
ARMY 

WHITE  SANDS  MISSILE  RANGE 

CHILD  DEVELOPMENT  CENTER  3.300 

TARGET  TRACK  2.900 

WHITE  SANDS  MISSILE  RANGE  6.200 

AIR  FORCE 
CANNON  AFB 

ADO  TO  ALTER  DORMITORY  3,100 

BASE  ENGINEERING  COMPLEX  6.150 

FIRE  TRAINING  FACILITY  1.000 

SOUND  SUPPRESSOR  SUPPORT  PAD  665 

UNDERGROUND  FUEL  STORAGE  TANKS  1.100 

CANNON  AFB  12,015 

HOLLOMAN  AFB 

ADO  TO  AND  ALTER  DORMITORIES  6,400 

FIGHTER  MAINTENANCE  FACILITY  1.900 

SEWER  EFFLUENT  SYSTEM  1.800 

UNDERGROUND  FUEL  STORAGE  TANKS  1,000 

HOLLOMAN  AFB  H.IOO 

KIRTLANO  AFB 

AEROSPACE  ENGINEERING  FACILITY  .  3,167 

ALTER  DORMITORY  5,100 

COMPOSITE  MATERIALS  LABORATORY  5,750 

SPACE  STRUCTURES  LABORATORY  6.200 

UPGRADE  ELECTRICAL  DISTRIBUTION  SYSTEM  6,844 

UPGRADE  UTILITY  SYSTEM  8.000 

KIRTLANO  AFB  35,061 


**AIR  FORCE  58,176 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 
CANNON  AIR  FORCE  BASE 

CMF  ADD/ALT  LIFE  SAFETY/SEISMIC  UPGRADE  13,600 

CANNON  AIR  FORCE  BASE  13,600 

ARMY  NATIONAL  GUARD 
WHITE  SANDS  MISSILE  BASS 

MATES  3,570 


STATE-  67 


FV  1994  MILITARY  CONSTRUCTION  TOTAL  (»LIGATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  F(W:ES 
INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 
state/conp./installation 

. PROJECT  NAME . 

NEW  MEXICO 
ARMY  NATIONAL  GUARD 
WHITE  SANDS  MISSILE  BASE 
OMS 

TNG  SITE.  TACTICAL  SITE 
hMITE  SANDS  MISSILE  BASE 


DATA  AS  OF  FEB  1994 


PROJ  COST 


AIR  NATIONAL  GUARD 
KIRTLANO  AFB 
ALTER  MAINTENANCE  SHOPS 
ALTER  OPERATIONAL  TRAINING  FACILITY 
POWER  CHECK  PAD  WITH  SOUND  SUPPRESSOR 
KIRTLANO  AFB 


AIR  FORCE  RESERVE 
KIRTLANO  AFB 

CIVIL  ENGINEERING  TRAINING  FACILITY 
KIRTLANO  AFB 

**NEW  MEXICO 


88.916 


NEW  YORK 
ARMY 

U  S  MILITARY  ACADEMY 
WHOLE  BARRACKS  RENEWAL 
U  S  MILITARY  ACADEMY 


13.800 


13.800 


AIR  NATIONAL  GUARD 

FRANCIS  S.  GABRESKI  AIRPORT 
WASTE  WATER  TREATMENT  PLANT 
FRANCIS  S.  GABRESKI  AIRPORT 

HANCOCK  FIELD 
FIRE  STATION 
HANCOCK  FIELD 

NIAGARA  FALLS  INTERNATIONAL  AIRPORT 
ALTER  KC-135  OPERATIONS  FACILITIES 
NIAGARA  FALLS  INTERNATIONAL  AIRPORT 

SCHENECTADY  AIRPORT  ANG 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
SCHENECTADY  AIRPORT  ANG 

STEWART  AIRPORT 
INDUSTRIAL  WASTE  HOLDING  POND 
STEWART  AIRPORT 

"AIR  NATIONAL  GUARD 

AIR  FORCE  RESERVE 

NIAGARA  FALLS  lAP 
BASE  COMMUNICATIONS  CENTER 
NIAGARA  FALLS  lAP 


•"FAMILY  HOUSING*** 


ARMY 

U  S  MILITARY  ACADEMY 
REPLACEMENT  CONSTRUCTION  (100) 
U  S  MILITARY  ACADEMY 
FAMILY  HOUSING 

**NEW  YORK 

FAMILY  HOUSING 


(15.000) 


(15.000) 


22.970 

(15.000) 


STATE-  68 


FV  1994  MILITARY  CONSTRUCTION  TOTAL  08LIGATI0NAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  ANO  RESERVE  FORCES  DATA  AS  OF 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMR./ INSTALLATION  PROJ  COST 

. PROJECT  NAME . - . 

NORTH  CAROLINA 
ARMY 

FORT  BRAGG 

MAIN  LIBRARY  ANO  REFERENCE  CENTER  S.SOO 

OVERHILLS  LAW)  TRACT  15.000 

SEWAGE  TREATMENT  PLANT  UPGRADE  540 

SIMMONS  AIRFIELD  LAND  PURCHASE  1.450 

TACTICAL  EQUIPMENT  SHOP  7.100 

TACTICAL  EQUIPMENT  SHQP  23.000 

WHOLE  BRIGADE  BARRACKS  COMPLEX  71.600 

FORT  BRAGG 

NAVY 

CAMP  LEJEUNE  MARINE  CORPS  BASE 
LANDFILL  7.690 

MULTI-PURPOSE  TRAINING  RANGE  5.300 

WASTEWATER  TREATMENT  PLANT  (PHASE  I)  28.300 

CAMP  LEJEUNE  MARINE  CORPS  BASE 

CAMP  LEJEUNE  NAVAL  HOSPITAL 

BACHELOR  ENLISTED  QUARTERS  2.370 

CAMP  LEJEUNE  NAVAL  HOSPITAL 

CHERRY  POINT  MARINE  CORPS  AIR  STATION 
AIRCRAFT  MAINTENANCE  TRAINING  FACILITY  4.040 

COMMUNICATIONS  CENTER  3.460 


CHERRY  POINT  MARINE  CORPS  AIR  STATION 
**NAVY 


AIR  FORCE 
POPE  AFB 

ADO  TO  ANO  ALTER  DORMITORIES  4.300 

DINING  FACILITY  4.300 

POPE  AFB 

SEYMOUR  JOHNSON  AFB 

ADO  TO  ANO  ALTER  DORMITORIES  4.900 

MUNITIONS  MAINTENANCE  SUPPORT  FACILITY  460 

SEYMOUR  JOHNSON  AFB 


**AIR  FORCE 


SPECIAL  OPERATIONS  COMMAND 
fORT  BRAGG 

MEDICAL  TRNG  FAC  18.250 

3SF6/4P0G  BARRACKS  20.000 

FORT  BRAGG 

DOD  DEPENDENT  SCHOOLS 
FORT  BRAGG 

FT  BRAGG  ELEM  SCHOOL  8,838 

FORT  BRAGG 

CAMP  LEJEUNE  MARINE  CORPS  BASE 

CAMP  LEJEUNE  AUOITORIUM/BANO  ROOM  1.465 

CAMP  LEJEUNE  MULTI  ROOM/STONE  ELEM  SCHOOL  328 

CAMP  LEJEUNE  MARINE  CORPS  BASE 


**DOD  DEPENDENT  SCHOOLS 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 
FORT  BRAGG 

HOSPITAL  REPLACEMENT  PHASE  II  35,000 

FORT  BRAGG 

ARMY  NATIONAL  GUARD 
FAYETTEVILLE 

ORGANIZATIONAL  MAINT  SHOP  473 

FAYETTEVILLE 


FEB  1994 

TOTAL 


124.190 

41.290 

2.370 

7.500 

51,160 

8.600 

5.380 

13.980 

38.250 

8.838 

1.793 

10.631 

35.000 

473 


STATE-  69 


FV  1994  MILITARY  COMSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 

ACTIVE,  GUARD  AND  RESERVE  FORCES  DATA  AS  OF  FEB  1994 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP, /INSTALLATION  PROJ  COST  TOTAL 

. PROJECT  NAME- . 

NORTH  CAROLINA 
ARMY  RESERVE 
MOREHEAO  CITY 

ADD/ALT  USARC/OMS/AMSA  (MARINE)  9.335 

MOREHEAD  CITY  9.335 

•••FAMILY  HOUSING^^^ 


ARMY 

FORT  BRAGG 

REPUCEMENT  CONSTRUCTION  (224)  {18.000} 

FORT  BRAGG 

FAMILY  HOUSING  (18.000) 


••NORTH  CAROLINA 

FAMILY  HOUSING 


283.019 

(18.000) 


NORTH  DAKOTA 
AIR  FORCE 
GRAND  FORKS  AFB 

UNDERGROUND  FUEL  STORAGE  TANKS 
UPGRADE  AIRFIELD  PAVEMENT 
UPGRADE  HYDRANT  FUELING  SYSTEM 
GRAND  FORKS  AFB 

MINOT  AFB 

REPAIR  RUNWAYS  &  TAXIWAYS 
UNDERGROUND  FUEL  STORAGE  TANKS 
MINOT  AFB 

••AIR  FORCE 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 
GRAND  FORKS  AIR  FORCE  BASE 
LIFE  SAFETY  UPGRADE 
GRAND  FORKS  AIR  FORCE  BASE 

ARMY  NATIONAL  GUARD 
BISMARCK 

AVIATION  C-12  HANGAR 
BISMARCK 

CAMP  GRAFTON  (DEVILS  LAKE) 
RANGE,  MOO  RECORD  FIRE  (MRF) 
TRNG  SITE,  HEATING  PLANT  ADO 
CAMP  GRAFTON  (DEVILS  LAKE) 

••ARMY  NATIONAL  GUARD 

AIR  NATIONAL  GUARD 
HECTOR  FIELD 
UPGRADE  STORM  DRAINAGE 
HECTOR  FIELD 

••NORTH  DAKOTA 


2.600 

10.200 

3.250 

16.050 


8.500 

2.000 

10.500 


26.550 


860 

860 


1.300 

1,300 


1,038 

1.826 

2,864 


4.164 


400 


400 


31,974 


OHIO 

AIR  FORCE 

WRIGHT-PAHERSON  AFB 

ADAL  ACOUISTION  MANAGEMENT  CMPLX,  PH  II  12,850 

ADD  TO  AVIONICS  RESEARCH  LA8.  PHASE  II  5,650 

ADD/ALTER  ACQUISITION  MANAGEMENT  CMPLX  P2  14.400 

FIRE  PROTECTION  SYSTEM  1.400 

FIRE  STATION  1  230 


STATE-  70 


FY  1994  MILITARY  CONSTRUCTION  TOTAL  08LIGATI0NAL  AUTHORITY 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  I 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP./INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

OHIO 

AIR  FORCE 

WIGHT-PATTERSON  AFB 
RENOVATE  ELECTRIC  SUBSTATIONS 
SEAL  FUEL  CONTAINMENT  DIKES 
UNDERGROUND  FUEL  STORAGE  TANKS 
WRIGHT-PATTERSON  AFB 

DEFENSE  LOGISTICS  AGENCY 
DEFENSE  CONSTRUCTION  SUPPLY  CENTER 
CHILD  DEVELOPMENT  CENTER 
DEFENSE  CONSTRUCTION  SUPPLY  CENTER 

ARMY  NATIONAL  GUARD 
RICKENBACHER 

TNG  SITE.  CONSOLIDATED  MESS 
RICKENBACHER 


4.450 

1.500 

3.200 


3.100 


1.250 


AIR  NATIONAL  GUARD 
MANSFIELD  LAHM  AIRPORT 

MEDICAL  TRAINING  &  DINING  FACILITY  2.900 

MANSFIELD  LAHM  AIRPORT 


TOLEDO  EXPRESS  AIRPORT 

ADD/ALTER  OPERATIONS  &  TRAINING  FACILITY  l.BOO 

FIRE  SUPPRESSION  SYSTEM  1,100 

TAXIWAY  &  ARM/DEARM  PADS  1,950 

TOLEDO  EXPRESS  AIRPORT 


**AIR  NATIONAL  GUARD 

ARMY  RESERVE 
COLUMBUS 

USARC/OMS/AMSA/DS-GS  14.701 

COLUMBUS 


AIR  FORCE  RESERVE 
YOUNGSTOWN  MAP 

WIDEN  AIRCRAFT  PARKING  APRON  7.850 

YOUNGSTOWN  MAP 


••OHIO 


OKLAHOMA 

ARMY 

FORT  SILL 

CENTRAL  VEHICLE  WASH  FACILITY  7.600 

ENVIRONMENTAL  TRAINING  CENTER  3,700 

WHOLE  BARRACKS  RENEWAL  15.700 

FORT  SILL 

AIR  FORCE 
ALTUS  AFB 

C-17  ADO  TO  ACFT  MAINT  FACILITY  -  OBOF  T  3,300 

C-17  ADD  TO  FLT  SIMULAT  TRN  FAC  -  OBOF  T  2.850 

C-17  FIRE  STATION  -  OBOF  780 

DROP  ZONE  LAND  ACQUISITION  780 

ALTUS  AFB 

TINKER  AFB 

ALTER  HYDRANT  FUELING  SYSTEM  4.129 

ENGINEERING  AND  CONTRACT  SUPPORT  FACILITY  5,900 

INDTL  WASTEWATER  REGIONAL  CONNECT  -  OBOF  5.400 

SEAL  FUEL  CONTAINMENT  DIKES  620 

UNDERGROUND  FUEL  STORAGE  TANKS  4.700 

TINKER  AFB 


AS  REQUESTED 
FEB  1994 

TOTAL 


44.680 

3.100 

1.250 

2.900 


4.850 
7.750 

14,701 

7.850 
79,331 


27.000 


7,710 


20.749 


STATE-  71 


FV  1994  MILITARY  CONSTRUCTION  TOTAL  06LIGATI0NAL  AUTHORITY 


ACTIVE,  GUARD  AND  RESERVE  FORCES  DATA  AS  I 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP./IHSTALLATION  PROJ  COST 

. PROJECT  NAME . 

OKLAHOMA 
AIR  FORCE 
VANCE  AFB 

REPAIR  AIRFIELD  PAVEMENT  (RAMP)  5.000 

T-1  SPECIALIZED  UPT  MAINTENANCE  SUPPORT  2.700 

UPGRADE  AIRFIELD  LIGHTING  3.300 

VANCE  AFB 


**AIR  FORCE 

ARMY  NATIONAL  GUARD 
FREDERICK 

ARMORY  1.200 

FREDERICK 

AIR  NATIONAL  GUARD 
TULSA  lAP 

ADO  TO  AND  ALTER  FIRE  STATION  460 

TULSA  lAP 

WILL  ROGERS  WORLD  AIRPORT 

COMPOSITE  SUPPORT  FACILITY  3.900 

MOBILITY  EQUIPMENT  STORAGE  WAREHOUSE  950 

WILL  ROGERS  WORLD  AIRPORT 

**AIR  NATIONAL  GUARD 

**OKUHOMA 


OREGON 

ARMY  NATIONAL  GUARD 
CAMP  WITHYCOMBE 

CSMS  7.569 

CAMP  WITHYCOMBE 

PENOELTON 

AVN  LAASF  (LIMITED)  3.515 

PENOELTON 

**ARMY  NATIONAL  GUARD 

AIR  NATIONAL  GUARD 
KINGSLEY  FIELD 

REPAIR  RUNWAY/TAXIWAY  8.500 

KINGSLEY  FIELD 

PORTLAND  lAP 

ADO  TO  AND  ALTER  FIRE  STATION  500 

DRAINAGE  IMPROVEMENTS  950 

PORTLAND  lAP 

**AIR  NATIONAL  GUARD 

♦♦OREGON 


PENNSYLVANIA 

ARMY 

T08YHANNA  ARMY  DEPOT 

WATER  POLLUTION  ABATEMENT  750 

TOBYHANNA  ARMY  DEPOT 


NAVY 

PHILADELPHIA  NAV  INACTIVE  SHIP  MAINT  FAC 
BERTHING  WHARF  IMPROVEMENTS  (INCR  II)  8.660 

PHILADELPHIA  NAV  INACTIVE  SHIP  MAINT  FAC 


AS  REQUESTED 
'  FEB  1994 

TOTAL 


11.000 

39.459 

1.200 

460 

4.850 

5,310 

72.969 


7.569 

3.515 

11.084 

8.500 

1.450 

9.950 

21.034 


750 

8.660 


STATE-  72 


FV  1994  MILITARY  CONSTRUCTION  TOTAL  08LIGATI0NAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP . / INSTALLAT ION 

. PROJECT  NAME . 

PEMISYLVANIA 

NAVY 

PHILADELPHIA  NAVAL  SHIPYARD 
ASBESTOS  REMOVAL  FACILITY 
POWER  PLANT  MODERNIZATION 
PHILADELPHIA  NAVAL  SHIPYARD 


DATA  AS  OF  FEB  1994 


PROJ  COST  TOTAL 


2.300 

11.500 

13.800 


PHILADELPHIA  NAVY  AVIATION  SUPPLY  OFFICE 
ELECTRICAL  OISTRIB  SYSTEM  UPGRADE  •  OBOF  1.900 

PHILADELPHIA  NAVY  AVIATION  SUPPLY  OFFICE  1.900 


**NAVY 


24.360 


SPECIAL  OPERATIONS  COFfMND 
OLMSTEAO  FIELD.  HARRISBURG  lAP 

AVION/ECM  POD  FAC(O)  1.300 

OLMSTEAO  FIELD.  HARRISBURG  lAP  1.300 


ARMY  NATIONAL  GUARD 
FORT  INOIANTOWN  GAP 
TNG  SITE.  MIL  ED  FACILITY 
FORT  INOIANTOWN  GAP 


9.200 


9.200 


JOHNSTOWN 

ARMORY  (AVN)  ADDITION 
AVN.  JOINT  AASF 
JOHNSTOWN 


3.309 

5.004 

8.313 


**ARMY  NATIONAL  GUARD 


17.513 


AIR  NATIONAL  GUARD 

FT  INOIANTOWN  ANG  COMMUNICATIONS  SITE 
CIVIL  ENGINEERING  MAINTENANCE  SHOPS  850 

FT  INOIANTOWN  ANG  COMMUNICATIONS  SITE  850 


STATE  COLLEGE.  ANG  STATION 
COMM  ELECTRONICS  TRAINING  COMPLEX 
STATE  COLLEGE.  ANG  STATION 


9.700 


9,700 


**AIR  NATIONAL  GUARD 


10,550 


AIR  FORCE  RESERVE 
GREATER  PITTSBURGH  lAP 
JET  FUEL  STORAGE  COMPLEX 
OFF  BASE  FIRING  RANGE 
GREATER  PITTSBURGH  lAP 


7,400 

1,300 

8,700 


•‘PENNSYLVANIA 


63.173 


RHODE  ISLAND 
NAVY 

NEWPORT  NAVAL  EDUCATION  &  TRAINING  CENTER 
BACHELOR  ENLISTED  QUARTERS  7.500 

ELECTRICAL  DISTR  SYS  UPGRADE  (INCR  II)  3,800 

NEWPORT  NAVAL  EDUCATION  &  TRAINING  CENTER  11,300 


DEFENSE  MEDICAL  SUPPORT  ACTIVITY 
NEWPORT  NAVAL  EDUCATION  TRAINING  CENTER 
COMPREHENSIVE  HEALTH  CARE  CLINIC  PHASE  II  4,000 

NEWPORT  NAVAL  EDUCATION  TRAINING  CENTER  4,000 


AIR  NATIONAL  GUARD 
COVENTRY  AGS 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  840 

COVENTRY  AGS  840 


STATE-  73 


FV  1994  NILITARV  CONSTRUCTION  TOTAL  OOLIGATIONAL  AUTHORITY  AS  REQUESTED 

ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF  FEB  1994 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/CONP./INSTALLATION  PROJ  COST  TOTAL 

. PROJECT  NANE . 

RHODE  ISLAND 
AIR  NATIONAL  GUARD 
NORTH  SNITHFIELO  ANGS 

REPLACE  UNr :R6ROUNO  FUEL  STORAGE  TANKS  550 

NORTH  SMliHFIELD  ANGS  550 


QUONSET  STATE  AIRPORT 

BASE  ENGINEER  MAINTENANCE  FACILITY  2.750 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  B90 

QUONSET  STATE  AIRPORT  3.640 


•*AIR  NATIONAL  GUARD  5.030 

NAVY  RESERVE 
NETC  NEWPORT 

CBU  ADDITION  500 

NETC  NEWPORT  500 


**RHOOE  ISLAND  20.830 


SOUTH  CAROLINA 
ARMY 

FORT  JACKSON 
OPERATIONS  FACILITY 
RANGE  UPGRADE 
FORT  JACKSON 


BEAUFORT  MARINE  CORPS  AIR  STATION 
BACHELOR  ENLISTED  QUARTERS  (PHASE  II) 
JET  FUEL  DELIVERY  SYSTEM  IMPROVEMENT 
BEAUFORT  MARINE  CORPS  AIR  STATION 

CHARLESTON  NAVAL  WEAPONS  STATION 
FIRE  PROTECTION  PIPELINE  -  DBOF 
CHARLESTON  NAVAL  WEAPONS  STATION 

**NAVY 

AIR  FORCE 

CHARLESTON  AFB 

FIRE  TRAINING  FACILITY  -  DBOF 
CHARLESTON  AFB 

SHAW  AFB 

CHILD  DEVELOPMENT  CENTER 
CONTROL  TOWER 

UNDERGROUND  FUEL  STORAGE  TANKS 
SHAW  AFB 

**AIR  FORCE 

ARMY  NATIONAL  GUARD 

COLUMBIA 

CSMS 

LAND  ACQUISITION 
COLUMBIA 

FORT  JACKSON 

TNG  SITE.  TRACK  VEH  WASH  RACK 
FORT  JACKSON 

SUMMERVILLE 
ORGAN  MAINT  SHOP  #13 
SUMMERVILLE 

**ARMY  NATIONAL  GUARD 


10.900 


11.4B0 


11.409 


STATE-  74 


FY  1994  MILITARY  CONSTRUCTION  TOTAL  OflLI&.TIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  6UARO  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 
STATE/COMP./INSTALLATION 

. PROJECT  NAME . 

SOUTH  CAROLINA 
AIR  NATIONAL  GUARD 
MCENTIRE 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
UPGRADE  AIRFIELD  LIGHTING  AND  PAVEMENT 
MCENTIRE 


DATA  AS  OF  FEB  1994 


PROJ  COST 


ARMY  RESERVE 
FORT  JACKSON 
USARC/OMS/OS 
FORT  JACKSON 

**SOUTH  CAROLINA 


10.428 


10.428 


46.937 


SOUTH  DAKOTA 
AIR  FORCE 
ELLSWORTH  AFB 

ALTER  AIRCRAFT  MAINTENANCE  DOCK 
ALTER  WASH  AND  CORROSION  CONTROL  FACILITY 
ELLSWORTH  AFB 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 
ELLSWORTH  AIR  FORCE  BASE 
LIFE  SAFETY  UPGRADE 
ELLSWORTH  AIR  FORCE  BASE 

ARMY  NATIONAL  GUARD 
SIOUX  FALLS 
ARMORY  ADDITION 
QMS  AOOITION/ALTERATION 
SIOUX  FALLS 


AIR  NATIONAL  GUARD 
JOE  FOSS  FIELD 

ADAL  FUEL  SYSTEMS  MAINT/CORROSION  DOCK 
ALTER  COMPOSITE  OPERATIONS  &  TRAINING  FAC 
JOE  FOSS  FIELD 

••SOUTH  DAKOTA 


15.680 


TENNESSEE 

NAVY 

MEMPHIS  NAVAL  AIR  STATION 
FIRE  ALARM  SYSTEM  IMPROVEMENTS 
POTABLE  WATER  SYSTEM  IMPROVEMENTS 
WMPHIS  NAVAL  AIR  STATION 

AIR  FORCE 

ARNOLD  ENGINEERING  DEV  CENTER 
UPGRADE  SEWAGE  TREATMENT  PLANT 
ARNOLD  ENGINEERING  OEV  CENTER 

DEFENSE  MEDICAL  SUPPORV  ACTIVITY 
MILLINGTON  NAVAL  AIR  SrVTiON 
HOSP  LIFE  SAFETY /SEISMIC  UPGRADE  PHASE  II 
MILLINGTON  NAVAL  AIR  STATION 

ARMY  NATIONAL  GUARD 
CAMDEN 

ARMORY  AOOITION/ALTERATION 
CAMDEN 


ELIZABETHTON 

AAUSB  ARMORY  UNIT  STORAGE  BLOG 
ELIZABETHTON 


STATE-  75 


FV  1994  NILITMV  CONSTRUCTION  TOTAL  08LI6ATI0NAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP. /INSTALLATION 

. PROJECT  NAME . 

TENNESSEE 

ARMY  NATIONAL  GUARD 
JEFFERSON  CITY 
ARMORY 

JEFFERSON  CITY 


DATA  AS  OF  FEB  1994 
PROJ  COST  TOTAL 

952 

952 


MILAN 

ARMORY  ADDITION  1.357 

MILAN  1.357 


SEVIERVILLE 

ARMORY  1.352 

SEVIERVILLE  1.352 


SMYRNA 

ARMORY.  (MEDICAL)  3.934 

OLOG/CLASS  IX  WAREHOUSE  710 

SMYRNA  4.644 


TIPTONVILLE 

ARMORY.  AOOITION/ALTERATION  1.157 

TIPTONVILLE  1.157 


WAVERLY 

ARMORY  AOOITION/ALTERATION  587 

WAVERLY  587 


•*ARMY  NATIONAL  GUARD 

AIR  NATIONAL  GUARD 
ALCOA  AIR  NATIONAL  GUARD  STATION 
AOAL  COMMUNICATIONS  ELECTRONICS  TRNG  FAC 
ALCOA  AIR  NATIONAL  GUARD  STATION 

MCGHEE-TYSON  AIRPORT 
PMEC  ADMINISTRATIVE  SUPPORT  FACILITY 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
MCGHEE-TYSON  AIRPORT 

NASHVILLE  MAP 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
NASHVILLE  MAP 

**AIR  NATIONAL  GUARD 

NAVY  RESERVE 
NMCRC  CHATTANOOGA 
RESCEN  REPLACEMENT 
NMCRC  CHATTANOOGA 

••TENNESSEE 


10.863 


1.300  M 

1.300  ■ 

2.200  I 

1.100  I 

3.300  I 


1.000 

1.000 


5.600 


3.690 

3.690 


28.103 


TEXAS 

ARMY 

FORT  BLISS 

CONSOLIDATED  MAINTENANCE  FACILITY 
TACTICAL  EQUIPMENT  SHOP 
TACTICAL  EQUIPMENT  SHOP 
FORT  BLISS 


14.000 

2.800 

12.800 

29.600 


FORT  HOOD 

BATTALION  COMMAND  AND  CONTROL  FACILITY  5,600 
CLOSE  COMBAT  TACTICAL  TRAINER  FACILITY  7,500 
COLD/DRY  STORAGE  FACILITY  13,400 
DEPLOYMENT  EQUIPMENT  STORAGE  FACILITY  1.500 


STATE-  76 


FV  1994  MILITARY  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUCSTEO 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF  FEB 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP. /INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

TEXAS 

ARMY 

FORT  HOOD 

TACTICAL  EQUIPMENT  SHOP  S.300 

TEST  AND  EVALUATION  SUPPORT  FACILITY  S.200 

WHOLE  BARRACKS  RENEWAL  18.000 

FORT  HOOD 

FORT  SAM  HOUSTON 

FIRE  STATION  1.300 

MULTI-PURPOSE  FAMILY  SERVICE  CENTER  4.3S1 

FORT  SAM  HOUSTON 


**ARMY 


NAVY 

CORPUS  CHRISTI  NAVAL  AIR  STATION 
BACHELOR  ENLISTED  QUARTERS  IMPROVEMENTS  1.670 

CORPUS  CHRISTI  NAVAL  AIR  STATION 

AIR  FORCE 
BROOKS  AFB 

AIR  FORCE  CTR  FOR  ENVIRONMENTAL  EXCELLENCE  8.400 

BROOKS  AFB 

OYESS  AFB 

ADO  TO  ALTER  DORMITORIES  5.200 

UPGRADE  HYDRANT  FUELING  SYSTEM.  PHASE  II  9.500 

WEAPONS  STORAGE  AREA  SECURITY  890 

OYESS  AFB 

GOOOFELLOW  AFB 

BASE  ENGINEERING  COMPLEX  3.700 

GOOOFELLOW  AFB 

KELLY  AFB 

ADO  TO  B  ALTER  DORMITORIES  -  OBOF  2.000 

ALT  WEAPON  SYS  SUPPORT  CTR.  PH  II  -  OBOF  7.800 

C-17  AOAL  NOI  FACILITY  -  OBOF  4.900 

C-17  ALTOEPOT  AVIONICS  FACILITY  -  DBOF  731 

C-17  ENGINEERING  TEST  LABORATORY  2.600 

UPGRADE  SANITARY  SEWER  MAINS  3.000 

UPGRADE  STORM  DRAINAGE  SYSTEM.  PHASE  I  2.900 

UPGRADE  TAXIWAY  3.550 

KELLY  AFB 

LACKLAND  AFB 

ALTER  BASE  SUPPORT  FACILITY  5.400 

BASE  CONTRACTING  CENTER  2.450 

MISSION  SUPPORT  CENTER  7.543 

TRAINING  SERVICES  FACILITIES  5.717 

7-LEVEL  TRAINING  DORMITORY  8.900 

LACKLAND  AFB 

LAUGHLIN  AFB 

FIRE  STATION  2.400 

UPGRADE  AIRFIELD  LIGHTING  3.000 

UPGRADE  AIRFIELD  PAVEMENT  3.032 

LAUGHLIN  AFB 

RANDOLPH  AFB 

CONTROL  TOWER  2.652 

UPGRADE  ELECTRICAL  DISTRIBUTION  SYSTEM  2.500 

RANDOLPH  AFB 

REESE  AFB 

UNDERGROUND  FUEL  STORAGE  TANKS  900 

REESE  AFB 


1994 

TOTAL 


56.500 

5.651 

91.751 

1.670 

8.400 

15.590 

3.700 

27.481 

30.010 

8.432 

5.152 

900 


STATE-  77 


rv  19M  NILITARV  CONSTRUaiON  TOTAL  OBLISATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF  FEB  1994 

INSIDE  THE  UNITED  STATES 
(S  THOUSANDS) 

STATE/CONP./INSTALLATION  PROJ  COST  TOTAL 

. PROJECT  NAME- . 

TEXAS 
AIR  FORCE 
SHEPPARD  AFB 

ADO  TO  AND  ALTER  CHILD  DEVELOPMENT  CENTER  7SO 

ENJJPT  ALTER  FLIGHT  TRAINING  FACILITY  2.200 

FIRE  TRAINING  FACILITY  850 

7-LEVEL  TRAINING  DORMITORY  14,200 

SHEPPARD  AFB 


**AIR  FORCE 


18.030 

117.695 


DEFENSE  MEDICAL  SUPPORT  ACTIVITY 
FORT  SAM  HOUSTON 
COMBAT  MEDIC  TRAINING  COMPLEX 
HOSPITAL  REPLACEMENT  PHASE  VII 
NCO  ACAOEMY-AMEOO  CENTER  AND  SCHOOL 
FORT  SAM  HOUSTON 


1.400 
50.000 

3.400 

54.800 


ARMY  NATIONAL  GUARD 
CORPUS  CHRISTI 
ARMORY  ADOITION/ALTERATION 
OMS 

CORPUS  CHRISTI 


2.719 

991 

3.710 


LUBBOCK 
OMS  YAFRC) 
LUBBOCK 


1,726 


1,726 


WESLACO 

ARMORY/OMS 

WESLACO 


5.567 


5.567 


**ARMY  NATIONAL  GUARD 


11.003 


AIR  NATIONAL  GUARD 
ELLINGTON  FIELD 


REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 

1.600 

ELLINGTON  FIELD 

1,600 

KELLY  AFB 

BASE  SUPPLY  WAREHOUSE 

4.300 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 

560 

KELLY  AFB 

4,860 

••AIR  NATIONAL  GUARD 

6.460 

AIR  FORCE  RESERVE 
KELLY  AFB 

RED  HORSE  STRUCTURAL/UTILITY  FACILITY 
KELLY  AFB 


2,300 


2,300 


••♦FAMILY  HOUSING^^^ 


AIR  FORCE 
DYESS  AFB 

HOUSING  MAINTENANCE  FACILITY  (281) 

DYESS  AFB 

FAMILY  HOUSING  {281} 


LACKLAND  AFB 

FAMILY  HOUSING  (111  UNITS)  {8,770} 


LACKLAND 

AFB 

FAMILY 

HOUSING 

{8.770} 

••AIR  FORCE 

FAMILY 

HOUSING 

{9,051} 

•♦TEXAS 

285.679 

FAMILY 

HOUSING 

{9.051} 

STATE-  78 


FV  1994  MILITARY  CONSTRUCTION  TOTAL  0BLI6ATI0NAL  AUTHORITY  AS  REQUESTED 

ACTIVE,  GUARD  AND  RESERVE  FORCES  DATA  AS  OF  FEB  1994 

INSIDE  THE  UNITED  STATES 


($  THOUSANDS) 

STATE/CQMP . /INSTALLAT ION 

PROJ  COST 

TOTAL 

UTAH 

ARMY 

DUGMAY  PROVING  GROUND 

LIFE  SCIENCES  TEST  FACILITY 

DUGMAY  PROVING  GROUND 

16,500 

16.500 

TOOELE  ARMY  DEPOT 

TREATY  COtM>LIANCE  FACILITY 

TOOELE  ARMY  DEPOT 

1,500 

1.500 

**ARMY 

18.000 

AIR  FORCE 

HILL  AFB 

FIRE  TRAINING  FACILITY  -  OBOF 

UP60E  INDTRL  WASTEWATER  TRTMNT  PLT  -  OBOF 
UPGRADE  INDUSTRIAL  WASTEWATER  COLL  SYSTEM 
UPGRADE  WATER  DISTRIBUTION  SYSTEM 

HILL  AFB 

880 

5.100 

6.200 

2.400 

14.580 

DEFENSE  LOGISTICS  AGENCY 

OEF  REUTILIZATION  &  MKTG  OFC  HILL  AFB 

FIRE  PROTECTION  t,  OPEN  STORAGE 

OEF  REUTILIZATION  ft  MKTG  OFC  HILL  AFB 

1.700 

1.700 

ARMY  NATIONAL  GUARD 

CAMP  WILLIAMS 

RANGE,  INFANTRY  SQUAD  BATTLE  CRSE 

RANGE,  MAC 

CAMP  WILLIAMS 

1,066 

850 

1,916 

AIR  NATIONAL  GUARD 

SALT  LAKE  CITY  lAP 

AOAL  COMMUNICATION  ANO  ELECTRONICS  TRNG 
ALTER  COMPOSITE  SUPPORT  FACILITY 

SITE  RESTORATION 

SALT  LAKE  CITY  lAP 

850 

950 

2.000 

3,800 

••UTAH 

39,996 

VERMONT 

ARMY  NATIONAL  GUARD 

CAMP  JOHNSON 

ORGANIZATIONAL  MAINT  SHOP 

CAMP  JOHNSON 

1,002 

1,002 

COLCHESTER 

TNG  SITE,  MIL  ED  FACILITY 

COLCHESTER 

3.200 

3,200 

JERICHO 

TRNG  SITE,  SUPPORT  FACILITIES  ‘ 

JERICHO 

304 

304 

••ARMY  NATIONAL  GUARD 

4.506 

AIR  NATIONAL  GUARD 

BURLINGTON  lAP 

FIRE  STATION 

BURLINGTON  lAP 

1.500 

1,500 

••VERMONT 

6.006 

VIRGINIA 

ARMV 

FORT  BELVOIR 

ELEMENTARY  SCHOOL 

8,000 

STATE 


79 


FV  1994  MILITMV  CONSTNUCTION  TOTAL  09LI6ATI0NAL  AUTNQRITV  AS  REQUCSTED 


ACTIVE.  6UAM)  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
(S  THOUSANDS) 
STATE/COMP./INSTALLATION 

. PROJECT  NAME . 

VIRGINIA 

ARMY 

FORT  BELVOIR 
OPERATIONS  FACILITV 
FORT  BELVOIR 


DATA  AS  OF  FEB  1994 


PROJ  COST  TOTAL 


FORT  LEE 

APPLIED  INSTRUCTION  FACILITV 
WHOLE  BARRACKS  RENEWAL 
FORT  LEE 


12.600 

20.000 


32.600 


FORT  MYER 

WHOLE  BARRACKS  RENEWAL 
FORT  MYER 

**AfiMY 


48.260 


NAVY 

CHESAPEAKE  MARINE  CORPS  SEC  FORCE  BAHN  NW 
ACADEMIC  INSTRUCTION  BUILDING 
INDOOR  RANGE  COMPLEX 

CHESAPEAKE  MARINE  CORPS  SEC  FORCE  BATTN  NW 


CRANEV  ISLAM)  FLT  &  INDUS  SUPPLY  CTR  ANNEX 
WASTEWATER  TREATMENT  PLANT  MODS  -  DBOF 
CRANEY  ISLAND  FLT  t  INDUS  SUPPLY  CTR  ANNEX 


11.740 


11.740 


NORFOLK  COR  OPERATIONAL  TEST  A  EVAL  FORCE 
OPERATIONS  TEST  I  EVALUATION  MGMT  CTR 
NORFOLK  COR  OPERATIONAL  TEST  &  EVAL  FORCE 


NORFOLK  NAVAL  AIR  STATION 
BACHELOR  ENLISTED  QUARTERS 
NORFOLK  NAVAL  AIR  STATION 


12.270 


12.270 


NORFOLK  NAVY  PUBLIC  WORKS  CENTER 
TRASH  RECYCLE  FACILITY  ADDITION  -  DBOF 
NORFOLK  NAVY  PUBLIC  WORKS  CENTER 

OCEANA  NAVAL  AIR  STATION 
FUEL  STORAGE  TANKS  REPLACEMENT 
OCEANA  NAVAL  AIR  STATION 


PORTSMOUTH  NORFOLK  NAVAL  SHIPYARD 
BACHELOR  ENLISTED  QUARTERS 
PORTSMOUTH  NORFOLK  NAVAL  SHIPYARD 


13.420 


13.420 


QUANTICO  MARINE  CORPS  COMBAT  DEV  COMWND 
ACADEMIC  INSTRUCTION  BUILDING  ALTERATIONS 
ANTI-ARMOR  TRACKING  9  LIVE  FIRE  RANGE 
CHILD  DEVELOPMENT  CENTER 
QUANTICO  NARINE  CORPS  COMBAT  DEV  COMMAND 


12.450 


WALLOPS  IS  NAVAL  SURFACE  WEAPONS  CIU  DET 
SHIP  SELF-DEFENSE  ENGINEERING  FACILITY 
WALLOPS  IS  NAVAL  SURFACE  WEAPONS  CTR  DET 

**NAVV 


10.170 


10.170 


80.660 


AIR  FORCE 
LANGLEY  AFB 

BASE  ENGINEERING  COMPLEX.  PHASE  II  5.300 

FIRE  STATION  3,850 

RESTORE  KING  STREET  BRIDGE  4,100 

UNDERGROUND  FUEL  STORAGE  TANKS  500 

LANGLEY  AFB  13.750 


STATE-  80 


FY  1994  MILITARY  CONSTRUCTION  TOTAL  OBLIOATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP./INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

VIRGINIA 

SPECIAL  OPERATKMS  COMMAND 
NAVAL  AMPHIBIOUS  BASE.  LITTLE  CREEK 
SOF  SPECBOATRON  PBC  SUPPORT 
NAVAL  AMPHIBIOUS  BASE.  LITTLE  CREEK 

DEFENSE  LOGISTICS  AGENCY 
FT.  BELVOIR 

ADMINISTRATIVE  BUILDING 
FT.  BELVOIR 

DEFENSE  GENERAL  SUPPLY  CENTER 
ALTER  HAZARDOUS  MATERIAL  WAREHOUSE 
HAZARDOUS  MATERIAL  PROCESSING  FACILITY 
SHEDS  FOR  OIL  STORAGE 
DEFENSE  GENERAL  SUPPLY  CENTER 

•♦DEFENSE  LOGISTICS  AGENCY 

000  DEPENDENT  SCHOOLS 
QUANTICO  MARINE  CORPS  COMBAT  DEV  COMMNO 
QUANTICO  HIGH  AOON  422 

QUANTICO  MARINE  CORPS  COMBAT  OEV  CIMMAND 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 
FORT  EUSTIS 

LIFE  SAFETY  UPGRADE  3.650 

FORT  EUSTIS 

PORTSMOUTH  NAVAL  HOSPITAL 

HOSPITAL  REPUCEMENT  V  20.000 

PORTSMOUTH  NAVAL  HOSPITAL 

••DEFENSE  MEDICAL  SUPPORT  ACTIVITY 

AIR  NATIONAL  GUARD 
CAMP  PENDLETON  ANGB 

BASE  ENGINEER  MAINTENANCE  AND  STORAGE  FAC  1.150 

CAMP  PENDLETON  ANGB 

RICHARD  E  BYRD  lAP 

ADAL  FUEL  SYSTEMS  MAINTENANCE  DOCK  1.300 

REPLACE  UNDERGROUND  FUEL  STORAGE  TAMCS  1.100 

RICHARD  E  BYRD  lAP 

••AIR  NATIONAL  GUARD 

NAVY  RESERVE 
MCRC  DAMNECK 

ELECTRONIC  MAINT  SHOP  1.000 

MCRC  DAMNECK 

•••FAMILY  HOUSING*^^ 

NAVY 

NAVAL  AIR  STATION  OCEANA 

NEW  CONSTRUCTION  (COMMUNITY  CENTER)  (860} 

NAVAL  AIR  STATION  OCEANA 
FAMILY  HOUSING 

NAVAL  COMPLEX  NORFOLK 

NEW  CONSTRUCTION  (392  HOMES)  {50.674} 

NAVAL  COMPLEX  NORFOLK 
FAMILY  HOUSING 


7.500 


5.200 


2.900 

4.600 

9.500 


••NAVY 

FAMILY  HOUSING 


FEB  1994 

TOTAL 

7.500 

5.200 

17.000 

22.200 

422 

3.650 

20.000 

23.650 

1.150 

2.400 

3.550 

1.000 

(860} 

{50.674} 

{51.534} 


STATE-  81 


F¥  1994  NILITMV  CONSTKUCTION  TOTAt  0BLI6ATI0NAL  AUTHORITV  AS  RCQUCSTEO 


ACTIVE.  GUAM)  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
(I  THOUSANDS) 

state/comp./installatimi 

. PROJECT  NAME . . 

VIRGINIA 
AIR  FORCE 
LANGLEY  AFB 
HOUSING  OFFICE 
LANGLEY  AFB 
FAMILY  HOUSING 


DATA  AS  OF  FEB  1994 


PROJ  COST  total 


(452) 


(452) 


••VIRGINIA 

FAMILY  HOUSING 


200.992 

(51,986) 


WASHINGTON 

ARMY 

FORT  LEWIS 

INCINERATOR  BUILDING  COMPLETION 
FORT  LEWIS 


NAVY 

BANGOR  NAVAL  SUBMARINE  BASE 
MESS  HALL  ADDITION 
OILY  HASTE  TREATMENT  FACILITY 
BANGOR  NAVAL  SUBMARINE  BASE 

EVERETT  NAVAL  STATION 
BREAKWATER 
STEAM  PLANT 
EVERETT  NAVAL  STATION 

KEYPORT  NAVAL  UNDERSEA  WARFARE  CENTER  DIV 
HAZARDOUS  HASTE  STORAGE  FACILITY  -  DBOF 
KEYPORT  NAVAL  UNDERSEA  WARFARE  CENTER  DIV 

••NAVY 

AIR  FORCE 
FAIRCHILD  AFB 

INTELLIGENCE  TECHNICAL  TRAINING  FACILITY 
FAIRCHILD  AFB 

MCCHORO  AFB 

ADO  TO  G  ALTER  DORMITORIES  -  080F 
CHILD  DEVELOPMENT  CTR  COMPLEX  -  DBOF 
MCCHORO  AFB 

••AIR  FORCE 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 
FAIRCHILD  AIR  FORCE  BASE 
UTILITY/LIFE  SAFETY  UPGRADE 
FAIRCHILD  AIR  FORCE  BASE 

ARMY  NATIONAL  GUARD 
YAKIMA  TRAINING  CENTER  (YAKIMA) 

RANGE,  MACHINE  GUN  MODIFICATION 
YAKIMA  TRAINING  CENTER  (YAKIMA) 

AIR  NATIONAL  GUARD 
BELLINGHAM  MUNICIPAL  AIRPORT  ANG 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
BELLINGHAM  MUNICIPAL  AIRPORT  MiG 

CAMP  MURRAY 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
CAMP  MURRAY 

FOUR  LAKES  COMMUNICATIONS  STATION 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
FOUR  LAKES  COMMUNICATIONS  STATION 


14.200 

14.200 


1.720 

1.3B0 

3.100 


22.200 

11.800 

34,000 


8.980 

8.980 


46,080 


3,500 

3,500 


6.500 

4.400 

10.900 


14,400 


8,250 

8.250 


1.527 

1,527 


420 

420 


380 

380 


360 


360 


FV  1994  HILITMIV  CONSTRUCTION  TOTAL  OSLI6ATIONAL  AUTHORITY  AS  REQUESTED 

ACTIVE,  GUARD  AND  RESERVE  FORCES 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/CONP . /INSTALLATION 

_ ppn.terT  tiPMC 

DATA  AS  OF 

PROJ  COST 

FEB  1994 

TOTAL 

WASHINGTON 

AIR  NATIONAL  GUARD 

PAINE  FIELD  ANG  STATION 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
PAINE  FIELD  ANG  STATION 

320 

320 

SEATTLE  AIR  NATIONAL  GUARD  BASE 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
SEATTLE  AIR  NATIONAL  GUARD  BASE 

320 

320 

**AIR  NATIONAL  GUARD 

l.BOO 

ARMY  RESERVE 

FORT  LEWIS 

USARC/OMS/AMSA/ECS/WAREHOUSE 

FORT  LEWIS 

14.703 

14.703 

NAW  QP^FQVP 

JOINT  TRAINING  CENTER  EVERETT 

RESCEN  REPLACEMENT 

RESCEN  REPLACEMENT  BANSOR 

JOINT  TRAINING  CENTER  EVERETT 

2.550 

1.456 

4.006 

***FAMILY  HOUSING*** 

NAVY 

NAVAL  AIR  STATION  WHIOBEY  ISLAND 

NEW  CONSTRUCTION  (106  HOMES) 

NAVAL  AIR  STATION  WHIOBEY  ISLAND 

FAMILY  HOUSING 

(10.000) 

(10.000) 

NAVAL  SUBMARINE  BASE  BANGOR 

NEW  CONSTRUCTION  (290  HOMES) 

NAVAL  SUBMARINE  BASE  BANGOR 

FAMILY  HOUSING 

(27,438) 

(27.438) 

**NAVY 

FAMILY  HOUSING 

(37,438) 

AIR  FORCE 

FAIRCHILD  AFB 

FAMILY  HOUSING  (1  UNIT) 

FAIRCHILD  AFB 

FAMILY  HOUSING 

(184) 

(184) 

**WASHINGTON 

FAMILY  HOUSING 

104.966 

(37,622) 

WEST  VIRGINIA 

AIR  NATIONAL  GUARD 

E  WV  REGIONAL  APT  (MARTINSBURO) 

ADO  TO  AERIAL  PORT  TRAINING  FACILITY 

E  WV  REGIONAL  APT  (MARTINSBURG) 

390 

390 

YEAGER  AIRPORT 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
YEAGER  AIRPORT 

370 

370 

**AIR  NATIONAL  GUARD 

760 

WISCONSIN 

ARMY  NATIONAL  GUARD 

CAMP  DOUGLAS  (CAMP  WILLIAMS) 

CSMS 

CAMP  DOUGLAS  (CAMP  WILLIAMS) 

11.900 

11.900 

STATE-  83 

FV  1994  MILITARY  CONSTRUCTION  TOTAL  08LI6ATI0NAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/CONP. /INSTALLATION 

. PROJECT  NAME . 

WISCONSIN 

AIR  NATIONAL  GUARD 
BILLY  MITCHELL  FIELD 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
BILLY  MITCHELL  FIELD 


DATA  AS  OF  FEB  1994 


PROJ  COST 


TRUAX  FIELD 
FIRE  STATION 
TRUAX  FIELD 

VOLK  FIELD 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
VOLK  FIELD 

**AIR  NATIONAL  GUARD 

NAVY  RESERVE 
NMCRC  GREEN  BAY 
RESCEN  ADDITION 
NMCRC  GREEN  BAY 

AIR  FORCE  RESERVE 
BILLY  MITCHELL  FIELD 
ADO  FIRE  PROTECTION  TO  AIRCRAFT  HANGARS 
UPGRADE  BASE  FUELS  COMPLEX 
BILLY  MITCHELL  FIELD 

***FAMILY  HOUSING*** 


ARMY 

FORT  MCCOY 

REPLACEMENT  CONSTRUCTION  (16) 
FORT  MCCOY 
FAMILY  HOUSING 

**WISCONSIN 

FAMILY  HOUSING 


(2.950) 


(2.950) 


18.360 

(2.950) 


WYOMING 
AIR  FORCE 
F  E  WARREN  AFB 

REMOTE  MISSILE  CREW  FACILITIES 
RENOVATE  SECURITY  POLICE  OPERATIONS 
UNDERGROUND  FUEL  STORAGE  TANKS 
WEAPONS  STORAGE  AREA  SECURITY 
F  E  WARREN  AFB 


12.640 


ARMY  NATIONAL  GUARD 
CAMP  GUERNSEY 
TNG  SITE.  BKS  PHASE  III 
CAMP  GUERNSEY 

***FAMILY  HOUSING*** 


AIR  FORCE 
F  E  WARREN  AFB 
FAMILY  HOUSING  (107  UNITS) 
F  E  WARREN  AFB 
FAMILY  HOUSING 

**WYOMING 

FAMILY  HOUSING 


(10.572) 


(10.572) 


15.978 

(10,572) 


CONUS  CLASSIFIED 
ARMY 

CLASSIFIED  LOCATIONS 
CLASSIFIED  PROJECT 
CLASSIFIED  LOCATION'’ 


STATE-  84 


FY  1994  MILITARY  CONSTRUCTION  TOTAL  08LIGATI0NAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  I 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP. /INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

CONUS  CLASSIFIED 
AIR  FORCE 

CLASSIFIED  LOCATION 

OMEGA  FACILITIES  2.600 

SPECIAL  TACTICAL  UNIT  DETENTION  FACILITY  5.540 

CLASSIFIED  LOCATION 

DEFENSE  LEVEL  ACTIVITIES 
OSD  MILCON 

CLASSIFIED  LOCATION  5.600 

OSD  MILCON 

AIR  FORCE  RESERVE 
AIR  FORCE  RESERVE 

CONSTRUCT  AIRCRAFT  PARKING  APRON  8.000 

AIR  FORCE  RESERVE 

**CONUS  CLASSIFIED 


CONUS  VARIOUS 
NAVY 

CONUS  VARIOUS 

WASTEWATER  COLLECTION  i  TREATMENT  SYSTEM  3.260 

CONUS  VARIOUS 


TOTALS 


ARMY 

FAMILY  HOUSING 

NAVY 

FAMILY  HOUSING 
AIR  FORCE 

AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 
FAMILY  HOUSING 

OEFENSEWIDE 

INSIDE  THE  UNITED  STATES 

AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 
FAMILY  HOUSING 


FEB  1994 


TOTAL 


8.140 


5.600 


8.000 


23.592 


3.260 


1.141.459 

(139,450) 

559.438 

(148,679) 

1,232.655 

(5.000) 

(100.064) 

411.232 


3.344,784 

(5,000) 

(388,193) 


STATE-  85 


FV  1994  NILITMV  CONSTRUCTION  TOTAL  0BLI6ATI0NAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF  FEB  1994 

SPECIFIED  OUTSIDE  THE  UNITED  STATES 
(t  THOUSANDS) 

STATE/CONP./INSTALLATION  PROJ  COST  TOTAL 

. PROJECT  NAME . 

ANTIGUA 
AIR  FORCE 
ANTIGUA  ISLAND 

SLF I -UPGRADE  BACKUP  GENERATOR  1.000 

ANTIGUA  ISLAND  1.000 


ASCENSION  ISLAND 
AIR  FORCE 
ASCENSION  ISLAND 
SLFI-WASTEWATER  TREATMENT  PLANT 
ASCENSION  ISLAND 


3.400 


3.400 


DIEGO  GARCIA 
AIR  FORCE 
DIEGO  GARCIA 

GPS  INSTRUMENTATION  FACILITY 
SATELLITE  TRACKING  STORAGE  FACILITY 
DIEGO  GARCIA 


1.700 

S60 

2.260 


DEFENSE  LOGISTICS  AGENCY 
DIEGO  GARCIA 

FUEL  TANKAGE  9.556 

DIEGO  GARCIA  9.558 


**OIEGO  GARCIA 


11.818 


GERMANY 
AIR  FORCE 
RAMSTEIN  AB 

CHILD  DEVELOPMENT  CENTER  3.100 

RAMSTEIN  AB  3,100 


GREENLAND 
AIR  FORCE 
THULE  AB 

WASTEWATER  TREATMENT  PLANT  5.492 

THULE  AB  5.492 


GUAM 

NAVY 

ANDERSON  AIR  FORCE  BASE  NAVAL  AIR  FACILITY 
BACHELOR  ENLISTED  QUARTERS  RENOVATION  3.560 

BACHELOR  OFFICER  QUARTERS  MOOERNIZATIQN  3.750 

ANDERSON  AIR  FORCE  BASE  NAVAL  AIR  FACILITY  7,310 


FLEET  AND  INDUSTRIAL  SUPPLY  CENTER 
INTERGRATED  STORAGE  HNOLG  FACILITY  -  DBOF  21,200 
FLEET  AND  INDUSTRIAL  SUPPLY  CENTER  21,200 


NAVAL  HOSPITAL 
CHILD  DEVELOPMENT  CENTER 
NAVAL  HOSPITAL 


2.460 


2.460 


NAVAL  STATION 

CHILD  DEVELOPMENT  CENTER  ADDITION 
EXPLOSIVE  ORDNANCE  DISPOSAL  OPERS  FAC 
NAVAL  STATION 


2.020 

12.500 

14,520 


NAVY  PUBLIC  WORKS  CENTER 

SEWERAGE  TREATMENT  PLANT  -  DBOF  7,230 

NAVY  PUBLIC  WORKS  CENTER  7.230 


**NAVY 


52.720 


STATE-  86 


fV  1994  MILITARY  CONSTRUCTION  TOTAL  OSLI6ATIONAL  AUTMHIITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF 

SPECIFIED  OUTSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/CQMP. /INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

GUAM 

ARMY  NATIONAL  GUARD 
BARRIGADA 

USPFO/WAREHOUSE  I.S73 

BARRIGADA 

AIR  NATIONAL  GUARD 
ANDERSON  AFB 

BASE  SUPPLIES  AND  EQUIPf«NT  WAREHOUSE  400 

ANDERSON  AFB 


"GUAM 


ITALY 

NAVY 

NAPLES  NAVAL  SUPPORT  ACTIVITY 

QUALITY  OF  LIFE  (INCREMENT  I)  11.740 

NAPLES  NAVAL  SUPPORT  ACTIVITY 

SI60NELLA  NAVAL  AIR  STATION 

CHILD  DEVELOPMENT  CENTER  3.460 

SIGONELLA  NAVAL  AIR  STATION 

"NAVY 


KWAJALEIN 

ARMY 

KWAJALEIN 

SEWAGE  TREATMENT  FACILITY 
UNACCOMPANIED  PERSONNEL  HOUSING 
KWAJALEIN 


11.200 

10.000 


PUERTO  RICO 
AIR  NATIONAL  GUARD 
PUERTO  RICO  lAP 

ADD  TO  AND  ALTER  F.16  AVIONICS  SHOP  320 

ALTER  FUEL  SYSTEMS  MAINTENANCE  FACILITY  750 

UPGRADE  F-16  ACFT  PKNG  RAMP  SECURITY  SYS  2.000 

PUERTO  RICO  lAP 


SPAIN 

NAVY 

ROTA  NAVAL  STATION 

CHILD  DEVELOPMENT  CENTER  2,670 

ROTA  NAVAL  STATION 


TURKEY 
AIR  FORCE 
INCIRLIK  A6 

ADO  TO  AND  ALTER  DORMITORIES  2.400 

INCIRLIK  AB 


UNITED  KINGDOM 
AIR  FORCE 
RAF  MILDENHALL 

NAVAL  AIR  FACILITY  4,800 

RAF  MILDENHALL 

•"FAMILY  HOUSING*" 

NAVY 

NAVAL  ACTIVITIES  LONDON 

NEW  CONSTRUCTION  (B1  HOMES)  {15,470} 

NAVAL  ACTIVITIES  LONDON 
FAMILY  HOUSING 

••UNITED  KINGDOM 

FAMILY  HOUSING 


FEB  1994 

TOTAL 


1.573 

400 

54.693 

11.740 

3.460 

15.200 

21.200 

3.070 

2,670 

2.400 

4.800 

{15.470} 

4.800 

(15.470) 


FV  1994  NILITARV  CONSTRUCTION  TOTAL  OBLI6ATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES 
SFECIFIED  OUTSIDE  THE  UNITED  STATES 
(t  THOUSANDS) 
STATE/COMP./INSTALLATION 

DATA  AS  OF  FEB  1994 

PROJ  COST  total 

OVERSEAS  CLASSIFIED 

DEFENSE  LEVEL  ACTIVITIES 

OVERSEAS  CLASSIFIED 

CLASSIFIED  PROJECT 

OVERSEAS  CLASSIFIED 

10.755 

10.755 

TOTALS 

ARMY 

22.773 

NAVY 

FAMILY  HOUSING 

70.590 

(15.470) 

AIR  FORCE 

25.922 

OEFENSEWIOE. 

20.313 

SPECIFIED  OUTSIDE  THE  UNITED  STATES 

FAMILY  HOUSING 

139.598 

(15.470) 

STATE-  88 


FY  1994  MILITARY  CONSTRUCTION  TOTAL  MLIGATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FOI^S  DATA  AS  I 

UNSPECIFIED  WORLDWIDE 
($  THOUSANDS) 

STATE/CONP./INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

WORLDWIDE  UNSPECIFIED 
NATO  INFRASTRUCTURE 

DEFENSE  LEVEL  ACTIVITIES  148.417 

NATO  INFRASTRUCTURE 

BASE  REALIGNMENT  A  CLOSURE  PART  I 

DEFENSE  LEVEL  ACTIVITIES  77.830 

BASE  REALIGNMENT  A  CLOSURE  PART  I 

BASE  REALIGNMENT  A  CLOSURE  PART  II 

DEFENSE  LEVEL  ACTIVITIES  1.438.942 

BASE  REALIGNMENT  A  CLOSURE  PART  II 

BASE  REALIGNMENT  A  CLOSURE  PART  III 

DEFENSE  LEVEL  ACTIVITIES  1.027.000 

BASE  REALIGNMENT  A  CLOSURE  PART  III 

CONTINGENCY  CONSTRUCTION 

DEFENSE  LEVEL  ACTIVITIES  12.400 

CONTINGENCY  CONSTRUCTION 

GENERAL  REDUCTION 

AIR  FORCE  RESERVE  -2.780 

GENERAL  REDUCTION 

UNSPECIFIED  MINOR  CONSTRUCTION 

ARMY  12.000 

NAVY  5.500 

AIR  FORCE  6.844 

ON-SITE  INSPECTION  AGENCY  812 

SPECIAL  OPERATIONS  COMMAND  4.922 

BALLISTIC  MISSILE  DEFENSE  ORAGNIZATION  2.192 

DEFENSE  LEVEL  ACTIVITIES  2.000 

JOINT  CHIEFS  OF  STAFF  5,975 

000  DEPENDENT  SCHOOLS  4.000 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY  3.757 

ARMY  NATIONAL  GUARD  5.000 

AIR  NATIONAL  GUARD  4.000 

ARMY  RESERVE  2,100 

NAVY  RESERVE  1.042 

AIR  FORCE  RESERVE  3,904 

UNSPECIFIED  MINOR  CONSTRUCTION 

PLANNING  AND  DESIGN 

ARMY  84,441 

NAVY  64,373 

AIR  FORCE  63.882 

SPECIAL  OPERATIONS  COMMAND  7.900 

BALLISTIC  MISSILE  DEFENSE  ORAGNIZATION  535 

DEFENSE  LEVEL  ACTIVITIES  10.105 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY  25.865 

ARMY  NATIONAL  GUARD  10.271 

AIR  NATIONAL  GUARD  10,868 

ARMY  RESERVE  7.004 

NAVY  RESERVE  1,359 

AIR  FORCE  RESERVE  3,989 

PLANNING  AND  DESIGN 

ENERGY  CONSERVATION  IMPROVEMENT  PROGRAM 

DEFENSE  LEVEL  ACTIVITIES  50.000 

ENERGY  CONSERVATION  IMPROVEMENT  PROGRAM 

ARMY  -  HOST  NATION  SUPPORT 

ARMY  25,000 

ARMY  -  HOST  NATION  SUPPORT 


WORLDWIDE  UNSPECIFIED 


FEB  1994 

TOTAL 

148.417 

77.830 

1.438.942 

1,027.000 

12.400 

-2.780 


64,048 


290.592 

50.000 

25,000 

3,131.449 


FV  1994  MlLITMtV  CONSTRUCTION  TOTAL  08LI6ATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF  FEB  1994 

UNSPECIFIED  UORUMIOE 


($  THOUSANDS) 

STATE/COMP . / INSTALLATION 

_  _ DOfl  If rr  Niuf . 

PROJ  COST 

TOTAL 

WORLDWIDE  VARIOUS 

LAND  ACQUISITION 

NAVY 

LAND  ACQUISITION 

1.340 

1.340 

HOST  NATION  INFRASTRUCTURE  SUPPORT 

NAVY 

HOST  NATION  INFRASTRUCTURE  SUPPORT 

ARMY  NATIONAL  GUARD 

INDOOR  RANGE  MODERNIZATION 

2.960 

637 

2.960 

637 

ARMORY  UNIT  STORAGE  BUILDINGS 

ARMY  NATIONAL  GUARD 

ARMORY  UNIT  STORAGE  BUILDINGS 

AIR  NATIONAL  GUARD 

GENERAL  REDUCTION 

750 

-5,740 

750 

-5.740 

WORLDWIDE  VARIOUS 

-53 

TOTALS 

ARMY 

147.203 

NAVY 

76.574 

AIR  FORCE 

84.967 

OEFENSEWIOE 

2.822.652 

3,131,396 


UNSPECIFIED  WORLDWIDE 


FY  1994  F/IMILY  HOUSING  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


(t  THOUSANDS) 
STATE/CONP./INSTALLATION 

Don  lerr  uaut  _ 

DATA  AS  OF 

PROJ  COST 

FEB  1994 

TOTAL 

ARMY 

NEW  CONSTRUCTION 

CALIFORNIA 

FORT  IRWIN 

NEW  CONSTRUCTION  (220) 

FORT  IRWIN 

25.000 

25.000 

HAWAII 

SCHOFIELD  BARRACKS 

NEW  C0NST(125)(18.0M)  ♦  REPL(135)(21.0M) 

NEW  CONSTRUCTION  (86) 

SCHOFIELD  BARRACKS 

39.000 

13.000 

52.000 

MARYLAND 

FORT  MEADE 

REPLACEMENT  CONSTRUCTION  (275) 

FORT  MEADE 

26.000 

26.000 

NEVADA 

HAWTHORNE  APP 

DEMOLISH  SUBSTANDARD,  ABANDONED  HSE  (100) 
HAWTHORNE  APP 

500 

500 

NEW  YORK 

U  S  MILITARY  ACADEMY 

REPLACEMENT  CONSTRUCTION  (100) 

U  S  MILITARY  ACADEMY 

15.000 

15.000 

NORTH  CAROLINA 

FORT  BRAGG 

REPUCEMENT  CONSTRUCTION  (224) 

FORT  BRAGG 

18.000 

18.000 

WISCONSIN 

FORT  MCCOY 

REPLACEMENT  CONSTRUCTION  (16) 

FORT  MCCOY 

2.950 

2,950 

NEW  CONSTRUCTION 

139.450 

CONSTRUCTION  IMPROVEMENTS 

77.630 

77,630 

PLANNING 

11.805 

11,805 

TOTAL  FAMILY  HOUSING,  ARMY  CONSTRUCTION 

228.885 

OPERATING  EXPENSES 

FURNISHINGS  ACCOUNT 

MANAGEMENT  ACCOUNT 

MISCELLANEOUS  ACCOUNT 

SERVICES  ACCOUNT 

UTILITIES  ACCOUNT 

OPERATING  EXPENSES 

55.707 

86.063 

1.640 

64,247 

306.648 

516,305 

LEASING 

265,639 

265.639 

MAINTENANCE  OF  REAL  PROPERTY 

267,228 

287,228 

TOTAL  FAMILY  HOUSING.  ARMY  OPERATIONS 

1,069,172 

MORTGAGE  INSURANCE  PREMIUMS 

17 

17 

TOTAL  FAMILY  HOUSING,  ARMY  DEBT 

17 

GRAND  TOTAL  FAMILY  HOUSING.  ARMY 

1.298,074 

NAVY 

NEW  CONSTRUCTION 

CALIFORNIA 

PUBLIC  WORKS  CENTER  SAN  DIEGO 

NEW  CONSTRUCTION  (318  HOMES) 

PUBLIC  WORKS  CENTER  SAN  DIEGO 

36.571 

36,571 

STATE-  91 


FV  1994  FAMILY  H0USIN6  TOTAL  OBLI6ATIONAL  AUTHORITY  AS  REQUtSTEO 


DATA  AS  OF  FEB  1994 


($  THOUSANDS) 

STATE/COMP. /INSTALLATION  PROJ  COST  TOTAL 

. PROJECT  NAME . 

NAVY 

NEW  CONSTRUCTION 
DISTRICT  OF  COLUMBIA 
PUBLIC  WORKS  CENTER  WASHINGTON  K 


NEW  CONSTRUCTION  (188  HOI«S) 

PU8LIC  WORKS  CENTER  WASHINGTON  DC 

21.556 

21,556 

FLORIDA 

PUOLIC  WORKS  CENTER  PENSACOLA 

NEW  CONSTRUCTION  (SELF  HELP/WAREHOUSE) 

PUBLIC  WORKS  CENTER  PENSACOLA 

300 

300 

GEORGIA 

NAVAL  SUBMARINE  SUPPORT  BASE  KINGS  BAY 

NEW  CONSTRUCTION  (CMM  CNTR/SELF  HLP/HHSE) 
NAVAL  SUBMARINE  SUPPORT  BASE  KINGS  BAY 

790 

790 

MAINE 

NAS  BRUNSWICK 

NEW  CONSTRUCTION  (MOBILE  HOME  SPACES) 

NAS  BRUNSWICK 

490 

490 

VIRGINIA 

NAVAL  AIR  STATION  OCEANA 

NEW  CONSTRUCTION  (COMMUNITY  CENTER) 

NAVAL  AIR  STATION  OCEANA 

860 

860 

NAVAL  COMPLEX  NORFOLK 

NEW  CONSTRUCTION  (392  HOMES) 

NAVAL  COMPLEX  NORFOLK 

VIRGINIA 

50,674 

50,674 

51,534 

WASHINGTON 

NAVAL  AIR  STATION  WHI08EY  ISLAW 

NEW  CONSTRUCTION  (106  HMES) 

NAVAL  AIR  STATION  WHIDBEY  ISLAND 

10,000 

10.000 

NAVAL  SUBMARINE  BASE  BANGOR 

NEW  CONSTRUCTION  (290  HOMES) 

NAVAL  SUBMARINE  BASE  BANGOR 

WASHINGTON 

27,438 

27.438 

37.438 

UNITED  KINGDOM 

NAVAL  ACTIVITIES  LONDON 

NEW  CONSTRUCTION  (81  HOMES) 

NAVAL  ACTIVITIES  LONDON 

15,470 

15.470 

NEW  CONSTRUCTION 

164.149 

CONSTRUCTION  IMPROVEMENTS 

183.135 

183,135 

PLANNING 

22.924 

22.924 

TOTAL  FAMILY  HOUSING,  NAVY  CONSTRUCTION 

370.208 

OPERATING  EXPENSES 

FURNISHINGS  ACCOUNT 

MANAGEMENT  ACCOUNT 

MISCELLANEOUS  ACCOUNT 

SERVICES  ACCOUNT 

UTILITIES  ACCOUNT 

OPERATING  EXPENSES 

36.904 

79,569 

1,133 

45,539 

192,760 

355.905 

LEASING 

113.308 

113.308 

MAINTENANCE  OF  REAL  PROPERTY 

302,754 

302.754 

TOTAL  FAMILY  HOUSING,  NAVY  OPERATIONS  771,967 


STATE-  92 


F¥  1994  FAMILY  HOUSING  TOTAL  08LIGATI0HAL  AUTHORITY  AS  REQUESTED 


($  THOUSANDS) 
STATE/COMP./INSTALLATION 

. PROJECT  NAME 

NAVY 

MORTGAGE  INSTANCE  PREMIUMS 


DATA  AS  OF 
PROJ  COST 


88 


TOTAL  FAMILY  HOUSING.  NAVY  DEBT 


GRAM)  TOTAL  FAMILY  HOUSING.  NAVY 


AIR  FORCE 
NEW  CONSTRUCTION 
ALABAMA 

MAVyCI I  ACB 

FAMILY  HOUSING  (55  UNITS)  4.080 

MAXWELL  AFB 

ARKANSAS 
LITTLE  ROCK  AFB 

HOUSING  OFFICE  AND  MAINTENANCE  FACILITY  980 

LIHLE  ROCK  AFB 

CALIFORNIA 
VANDENBERG  AFB 

FAMILY  HOUSING  (166  UNITS)  21.907 

VANDENBERG  AFB 

FLORIDA 
PATRICK  AFB 
FAMILY  HOUSING 
PATRICK  AFB 

TYNDALL  AFB 
INFRASTRUCTURE 
TYNDALL  AFB 
FLORIDA 

GEORGIA 
ROBINS  AFB 
FAMILY  HOUSING 
ROBINS  AFB 

ILLINOIS 
scon  AFB 
CARDINAL  CREEK 
SCOTT  AFB 

LOUISIANA 
BARKSDALE  AFB 
FAMILY  HOUSING 
BARKSDALE  AFB 

MASSACHUSETTS 
HANSCOM  AFB 

FAMILY  HOUSING  (46  UNITS)  5.135 

HANSCOM  AFB 

MONTANA 
MALMSTROM  AFB 

HOUSING  OFFICE  581 

MALMSTROM  AFB 

TEXAS 
OYESS  AFB 

HOUSING  MAINTENANCE  FACILITY  281 

OYESS  AFB 

LACKLAND  AFB 

FAMILY  HOUSING  (111  UNITS)  8.770 

LACKLAND  AFB 
TEXAS 


(155  UNITS) 


15.388 


5.732 


(118  UNITS) 


7.424 


PHASE  II 


10.000 


(117  UNITS) 


8.578 


FEB  1994 
TOTAL 

88 

88 

1.142.263 

4.080 

980 

21.907 

15,388 

5.732 

21.120 

7.424 

10,000 

8.578 

5.135 

581 

281 

8.770 

9,051 


STATE-  93 


FY  1994  FAMILY  HOUSING  TOTAL  0SLI6ATI0NAL  AUTHORITY  AS  REQUESTED 


($  THOUSANDS) 
STATE/COMF./INSTALLATION 
. PROJECT  NAME 


DATA  AS  OF  FEB  1994 
PROJ  COST  TOTAL 


AIR  FORCE 
NEW  CONSTRUCTION 
VIRGINIA 
LANGLEY  AF8 


HOUSING  OFFICE 

452 

LANGLEY  AFB 

452 

WASHINGTON 

FAIRCHILD  AFB 

FAMILY  HOUSING  (1  UNIT) 

184 

FAIRCHILD  AFB 

184 

WYOMING 

F  E  WARREN  AFB 

FAMILY  HOUSING  (107  UNITS) 

10.572 

F  E  WARREN  AFB 

10.572 

NEW  CONSTRUCTION 

100.064 

CONSTRUCTION  IMPROVEMENTS 

75.070 

75.070 

PLANNING 

11.901 

11.901 

TOTAL  FAMILY  HOUSING,  AIR  FORCE  CONSTRUCTION 

187.035 

OPERATING  EXPENSES 

FURNISHINGS  ACCOUNT 

43.543 

MANAGEMENT  ACCOUNT 

44.282 

MISCELLANEOUS  ACCOUNT 

4.639 

SERVICES  ACCOUNT 

28.183 

UTILITIES  ACCOUNT 

148,036 

OPERATING  EXPENSES 

268.683 

LEASING 

118.266 

116.266 

MAINTENANCE  OF  REAL  PROPERTY 

403,942 

403,942 

TOTAL  FAMILY  HOUSING,  AIR  FORCE  OPERATIONS 

790.891 

MORTGAGE  INSURANCE  PREMIUMS 

21 

21 

TOTAL  FAMILY  HOUSING,  AIR  FORCE  DEBT 

21 

GRAND  TOTAL  FAMILY  HOUSING,  AIR  FORCE 

977,947 

NATIONAL  SECURITY  AGENCY 

CONSTRUCTION  IMPROVEMENTS 

50 

50 

OPERATING  EXPENSES 

FURNISHINGS  ACCOUNT 

16 

MANAGEMENT  ACCOUNT 

62 

MISCELLANEOUS  ACCOUNT 

26 

SERVICES  ACCOUNT 

366 

UTILITIES  ACCOUNT 

372 

OPERATING  EXPENSES 

842 

LEASING 

10,105 

10.105 

MAINTENANCE  OF  REAL  PROPERTY 

228 

228 

TOTAL  FAMILY  HOUSING,  NSA 


11,225 


OEF  INTELLIGENCE  AGENCY 
OPERATING  EXPENSES 

FURNISHINGS  ACCOUNT  1,441 

OPERATING  EXPENSES  1,441 


STATE-  94 


FY  1994  FAMILY  HOUSING  TOTAL  (MLIGATIONAL  AUTHORITY  AS  REQUESTED 


($  THOUSANDS) 

STATE/COMP . / INSTALLAT I(W 

DATA  AS  OF 

PROJ  COST 

FEB  1994 

TOTAL 

OEF  INTELLIGENCE  AGENCY 

LEASING 

12.368 

12.368 

TOTAL  FAMILY  HOUSING.  OIA 

13.809 

DEFENSE  LOGISTICS  AGENCY 

CONSTRUCTION  IMPROVEMENTS 

109 

109 

OPERATING  EXPENSES 

FURNISHINGS  ACCOUNT 

41 

MANAGEMENT  ACCOUNT 

1S8 

SERVICES  ACCOUNT 

50 

UTILITIES  ACCOUNT 

451 

OPERATING  EXPENSES 

700 

MAINTENANCE  OF  REAL  PROPERTY 

653 

653 

TOTAL  FAMILY  HOUSING.  OLA 

1.462 

GRAND  TOTAL  FAMILY  HOUSING.  DEFENSE 

26.496 

ARMY 

PAYMENT  TO  HOMEOWNERS 

9.631 

9.631 

OTHER  OPERATING  COSTS 

27.319 

27.319 

ACQUISITION  OF  REAL  PROPERTY 

109.426 

109.426 

ARMY 

146.376 

STATE-  95 


FV  1995  NILITMY  CONSTRUCTION  TOTAL  08L16ATI0NAL  AUTHORITY  AS  REQUESTED 


ACTIVE,  GUARD  AND  RESERVE  FORCES  DATA  AS  OF 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/CONP./INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

ALABAMA 
AIR  FORCE 
MAXWELL  AFB 

STUDENT  DORMITORIES  9.600 

MAXWELL  AFB 

AIR  NATIONAL  GUARD 
BIRMINGHAM  MAP 

ACFT  PARKING  APRON  &  HYDRANT  REFUELING 
AOAL  SQUADRON  OPERATIONS  FACILITY 
COWUNICATIONS  FACILITY 
UPGRADE  DRAINAGE  SYSTEM 
BIRMINGHAM  MAP 

OANNELLY  FIELD 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
OANNELLY  FIELD 

•*AIR  NATIONAL  GUARD 

***FAMILY  HOUSING*** 

AIR  FORCE 
MAXWELL  AFB 

FAMILY  HOUSING  (25  UNITS)  {2.100} 

MAXWELL  AFB 
FAMILY  HOUSING 

**ALABAMA 

FAMILY  HOUSING 


ALASKA 
AIR  FORCE 
CAPE  LISBURNE 

UPGRADE  FUEL  STORAGE  SYSTEM  2.800 

CAPE  LISBURNE 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 
ELMENDORF  AIR  FORCE  BASE 
*HOSPITAL  REPLACEMENT  PHASE  III 
ELMENDORF  AIR  FORCE  BASE 
AUTHORIZED  FOR  APPROPRIATION 

**ALASKA 

AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 
***FAMILY  HOUSING*** 


66.000 

IN  PRIOR  YEAR 


15.000 

1.100 

1.700 

2.500 


700 


ARIZONA 
AIR  FORCE 
DAVIS-MONTHAN  AFB 
FAMILY  HOUSING  (120  UNITS) 
DAVIS-MONTHAN  AFB 
FAMILY  HOUSING 


(5.940) 


ARKANSAS 

ARMY 

PINE  BLUFF  ARSENAL 

AMMUNITION  DEMILITARIZATION  FACILITY  97.000 

PINE  BLUFF  ARSENAL 

AIR  NATIONAL  GUARD 
LITTLE  ROCK  AFB 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  440 

LITTLE  ROCK  AFB 

**ARKANSAS 


*  AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 


FEB  1994 
TOTAL 


9.600 


20.300 


700 


21.000 


(2.100) 


30.600 

(2.100) 


2,800 


66.000 

(66,000) 


68.800 

(66.000) 


(5.940) 


97,000 


440 


97,440 


STATE-  97 


fi  199S  MILITARY  CONSTRUCTION  TOTAL  08LI6ATI0NAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 
STATE/COW./INSTALLATION 

. PROJECT  NAME . 

CALIFORNIA 

NAVY 

CAMP  PENDLETON  AMPHIBIOUS  TASK  FORCE 
LANDING  CRAFT  AIR  CUSHION  FACS  (INCR  V) 

CAMP  PENDLETON  AMPHIBIOUS  TASK  FORCE 

CAMP  PENDLETON  MARINE  CORPS  BASE 
AMRINITION  HANDLING  FACILITY 
CAMP  PENDLETON  MARINE  CORPS  BASE 

CHINA  LAKE  NAVAL  AIR  WARFARE  CTR  WPNS  DIV 
AIRCRAFT  READY  FUEL  STORAGE  FACILITY 
CHINA  LAKE  NAVAL  AIR  WARFARE  CTR  WPNS  DIV 

EL  CENTRO  NAVAL  AIR  FACILITY 
POTABLE  WATER  DISTRIBUTION  SYSTEM  UPGRADE 
WASTEWATER  TREATMENT  PLANT  UPGRADE 
EL  CENTRO  NAVAL  AIR  FACILITY 

LEMOORE  NAVAL  AIR  STATION 
BACHELOR  ENLISTED  QUARTERS  MODERNIZATION 
LEMOORE  NAVAL  AIR  STATION 

NORTH  ISLAND  NAVAL  AIR  STATION 
DREDGING 

NORTH  ISLAND  NAVAL  AIR  STATION 

PORT  HUENEME  NAVAL  CONSTR  BATTALION  CTR 
ABRASIVE  BLAST  AND  PAINT  SPRAY  FACILITY 
WATER  PROCESSING  SYSTEM  UPGRADE 
PORT  HUENEME  NAVAL  CONSTR  BATTALION  CTR 

SAN  DIEGO  MARINE  CORPS  RECRUIT  DEPOT 
PERSONAL  HYGIENE  FACILITIES 
SAN  DIEGO  MARINE  CORPS  RECRUIT  DEPOT 

SAN  DIEGO  NAVAL  STATION 
CHAPEL  AND  RELIGIOUS  EDUCATION  FACILITY 
SAN  DIEGO  NAVAL  STATION 

TWENTYNINE  PALMS  MARCORP  AIR-GRND  COMB  CTR 
SMALL  ARMS  RANGE  MODERNIZATION 
TWENTYNINE  PALMS  MARCORP  AIR-GRND  COMB  CTR 

**NAVV 

AIR  FORCE 
BEALE  AFB 

STORM  DRAINAGE  FACILITIES 
BEALE  AFB 

EDWARDS  AFB 

F.22  ALTER  ENGINEERING  TEST  FACILITY 
UPGRADE  HYDRANT  FUELING  SYSTEM 
EDWARDS  AFB 

TRAVIS  AFB 
DORMITORY 

FIRE  TRAINING  FACILITY 
TRAVIS  AFB 


DATA  AS  OF  FEB  1994 


PROJ  COST 


10.700 


18.830 


10.700 


18.830 


63.840 


VANOENBERG  AFB 
FIRE  TRAINING  FACILITY 
SLFI-UPGRADE  NATURAL  GAS  SYSTEM 
VANOENBERG  AFB 

**AIR  FORCE 


18.6S0 


STATE-  98 


FV  1995  MILITARY  CONSTRUCTION  TOTAL  08LI6ATI0NAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE /COMP .  /  INSTALUT I  ON 

. PROJECT  NAME . 

CALIFORNIA 

SPECIAL  OPERATIONS  COMMAND 
SAN  OEIGO 

SOF  PBC  PIER  UPGRADE 
SAN  OEIGO 

DEFENSE  LOGISTICS  AGENCY 
OEF  CONTRACT  MGMT  OFC  -  EL  SUGUNOO 
ADMINISTRATIVE  BUILOING(CONJUNCTIVE  FUND) 
OEF  CONTRACT  MGMT  OFC  -  EL  SUGUNOO 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 
MCCLELLAN  AIR  FORCE  BASE 
LIFE  SAFETY/SEISMIC/UTILITY  UPGRADE 
MCCLELLAN  AIR  FORCE  BASE 

AIR  NATIONAL  GUARD 
FRESNO  ANGB 
SITE  RESTORATION 
FRESNO  ANGB 

MOFFETT  NAS 

ALTER  VEHICLE  MAINTENANCE  FACILITY 
MOFFEH  NAS 

NO  HIGHLANDS  ANG  STATION 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
NO  HIGHLANDS  ANG  STATION 

**AIR  NATIONAL  GUARD 

AIR  FORCE  RESERVE 
MARCH  AFB 
REPLACE  SUBSTATION 
MARCH  AFB 

•♦•FAMILY  HOUSING^^^ 

NAVY 

MARINE  CORPS  BASE  CAMP  PENDLETON 
NEW  CONSTRUCTION  (196  HOMES) 

MARINE  CORPS  BASE  CAMP  PENDLETON 
FAMILY  HOUSING 

PUBLIC  WORKS  CENTER  SAN  DIEGO 
NEW  CONSTRUCTION  (136  HOMES) 

PUBLIC  WORKS  CENTER  SAN  DIEGO 
FAMILY  HOUSING 


DATA  AS  OF  FEB  1994 
PROJ  COST  TOTAL 


3.400 


5.100 


10.280 


3.500 


400 


400 


3.900 


3.400 

5.100 

10.280 

3.500 

400 

400 

4.300 

3.900 


(28.552) 


(18.262) 


(28.552) 


(18,262) 


••NAVY 

FAMILY  HOUSING  (46.814) 

AIR  FORCE 
BEALE  AFB 

FAMILY  HOUSING  (76  UNITS) 

BEALE  AFB 
FAMILY  HOUSING 

EDWARDS  AFB 

FAMILY  HOUSING  (34  UNITS) 

EDWARDS  AFB 
FAMILY  HOUSING 

VANDENBERG  AFB 
FAMILY  HOUSING  (128  UNITS)  (16,460) 

VAN0EN8ERG  AFB 

FAMILY  HOUSING  (16.460) 


(8,842) 

(8,842) 

(4.629) 

(4.629) 


••AIR  FORCE 

FAMILY  HOUSING  (29.931) 


••CALIFORNIA  109,470 

FAMILY  HOUSING  (76.745) 


STATE-  99 


FY  1995  MILITARY  CONSTRUCTION  TOTAL  08LIGATI0NAL  AUTHORITY  AS  REQUESTED 


ACTIVE,  GUARD  AND  RESERVE  FORCES 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP.  /  INSTALUTION 

DATA  AS  OF 

PROJ  COST 

FEB  1994 

TOTAL 

COLORADO 

AIR  FORCE 

PETERSON  AFB 

UNDERGROUND  FUEL  STORAGE  TANKS 

PETERSON  AFB 

1,750 

1.750 

AIR  NATIONAL  GUARD 

BUCKLEY  ANG8 

ADO  TO  F-16  FUEL  CELL  DOCK 

AIRCRAFT  WASHRACK  AND  DEICING  PAD 

BUCKLEY  ANGB 

1.300 

400 

1.700 

"•FAMILY  HOUSING*" 

ARMV 

FORT  CARSON 

REPLACEMENT  CONSTRUCTION  (145) 

FORT  CARSON 

FAMILY  HOUSING 

(16.500) 

(16.500) 

••COLORADO 

FAMILY  HOUSING 

3.450 

(16.500) 

DELAWARE 

AIR  FORCE 

DOVER  AFB 

DORMITORY 

DOVER  AFB 

4,600 

4,600 

DISTRICT  OF  COLUMBIA 

OEF  INTELLIGENCE  AGENCY 

BOLLING  AFB 

CHILLER  COOLING  TOWER  OIAC 

BOLLING  AFB 

600 

600 

"•FAMILY  HOUSING*** 

AIR  FORCE 

BOLLING  AFB 

FAMILY  HOUSING  (100  UNITS) 

BOLLING  AFB 

FAMILY  HOUSING 

(9,000) 

(9.000) 

••DISTRICT  OF  COLUMBIA 

FAMILY  HOUSING 

600 

(9,000) 

FLORIDA 

NAVY 

JACKSONVILLE  FLT  &  INDUSTRIAL  SUPPLY  CENTER 
HAZARDOUS  AND  FLAMMABLE  STOREHOUSE  AODN 
JACKSONVILLE  FLT  B  INDUSTRIAL  SUPPLY  CENTER 

2,200 

2.200 

PENSACOLA  NAVAL  AIR  STATION 

AIR  TRAFFIC  CONTROL  TOWER 

PENSACOLA  NAVAL  AIR  STATION 

2.100 

2.100 

••NAVY 

4.300 

AIR  FORCE 

CAPE  CANAVERAL  AFS 

CORROSION  CONTROL  FACILITY  1,700 

DELTA  LAUNCH  OPERATIONS  FACILITY  7,000 

SLFI-UPGRAOE  ELECTRICAL  OISTRIBUi ION  SYS  1.750 

CAPE  CANAVERAL  AFS  10  450 


STATE-  100 


FV  199S  NILITARV  CONSTWJCTION  TOTAL  OBLIfiATIONAL  AUTHORITY 

ACTIVE.  6UAM)  ANO  RESERVE  FORCES  OATA  AS  01 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP. /installation  PROJ  COST 

. PROJECT  NAPC . 

FLORIDA 
AIR  FORCE 
EGLIN  AFB 

RENOVATE  CLIMATIC  TEST  CHAMBER  PHASE  II  20.000 

EGLIN  AFB 

**AIR  FORCE 

SPECIAL  OPERATIONS  COMMAND 
EGLIN  AUX  FIELD  9 
HC-130  PARK  APRON  (H) 

SIMULATOR  FAC  AOO  (H) 

EGLIN  AUX  FIELD  9 

ARMY  NATIONAL  GUARD 
CAMP  8LAN0ING 

TRNG  SITE.  WASTEWATER  TREAT  PLANT  2,083 

CAMP  BLANDING 

••♦FAMILY  HOUSING^^^ 

AIR  FORCE 
PATRICK  AFB 

FAMILY  HOUSING  (75  UNITS)  (7.145} 

PATRICK  AFB 
FAMILY  HOUSING 

••FLORIDA 

FAMILY  HOUSING 


7.500 

4.800 


GEORGIA 

ARMY 

FORT  BENNING 

MOBILIZATION  DEPLOYMENT  WAREHOUSE  4.650 

FORT  BENNING 

FORT  GORDON 

BRIGADE  VEHICLE  MAINTENANCE  FACILITY  8,600 

CENTRAL  VEHICLE  WASH  FACILITY  1,650 

CONSOLIDATED  MAINTENANCE  FACILITY  11.000 

SECURE  COMPARTMENTED  INFORMATION  FACILITY  2,500 

WHOLE  BARRACKS  RENEWAL  21.000 

FORT  GORDON 


••ARMY 


AIR  FORCE 
MOODY  AFB 

CONSTRUCT  UEPH  DORMITORY  3,800 

UPGRADE  AIRFIELD  PAVEMENTS  8,000 

MOODY  AFB 

ROBINS  AFB 

J-STARS  AOO  TO  INTEGRATED  SUPPORT  FACILITY  3,100 

J-STARS  DORMITORY  5.525 

J-STARS  EXPANDED  FLIGHT  KITCHEN  1,850 

J-STARS  UTILITIES/  MISCELLANEOUS  SUPPORT  3,825 

UPGRADE  STORM  DRAINAGE  SYSTEM  2.200 

ROBINS  AFB 


••AIR  FORCE 

AIR  NATIONAL  GUARD 
ROBINS  AFB 

ALTER  B-1  MAINTENANCE  HANGER  2.950 


AS  REQUESTED 
'  FEB  1994 

TOTAL 


20.000 

30.450 


12.300 

2.083 


(7.145) 

49.133 

(7.145) 


4,650 


44.750 

49,400 


11,800 


16.500 

28.300 


STATE-  101 


FV  199S  MILITARY  CONSTRUCTION  TOTAL  OOLIGATIONAL  MJTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
(S  THOUSANDS) 
STATE/COMP./INSTALLATION 

. PROJECT  NAME . 

GEORGIA 

AIR  NATIONAL  GUARD 
R(^INS  AFB 

B-l  CONSOLIDATED  AIRCRAFT  SPT/HYORANT  SYS 
B-1  HANGER  COMPLEX 
ROBINS  AFB 

AIR  FORCE  RESERVE 
DOBBINS  AFB 

FIRE  FIGHTER  DEVELOPMENT  CENTER 
DOBBINS  AFB 


DATA  AS  OF  FEB  1994 


PROJ  COST 


20.750 


••♦FAMILY  HOUSING^^^ 


ARyv 

FORT  STEWART 

#REPLACEMENT  CONSTRUCTION  (120) 
(MEMO-NON-AOO) 

REPLACEMENT  CONSTRUCTION  (128) 
FORT  STEWART 
(MEMO-NON-AOO) 

FAMILY  HOUSING 

••GEORGIA 

(MEMO-NON-AOO) 

FAMILY  HOUSING 


(9,700) 

(10.600) 


(9.700) 

(10.600) 


99.550 

(9.700) 

(10.600) 


HAWAII 

ARMY 

SCHOFIELD  BARRACKS 
WHOLE  BARRACKS  RENEWAL 
SCHOFIELD  BARRACKS 

AIR  NATIONAL  GUARD 
HICKAM  AFB 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
HICKAM  AFB 

•"FAMILY  HOUSING^^^ 


10.000 


10.000 


ARMY 

SCHOFIELD  BARRACKS 
REPLACEMENT  CONSTRUCTION  (190) 
SCHOFIELD  BARRACKS 
FAMILY  HOUSING 


(26.000) 


(26,000) 


••HAWAII 


FAMILY  HOUSING 


11,000 

(26.000) 


IDAHO 
AIR  FORCE 
MOUNTAIN  HOME  AFB 
DORMITORY 
MOUNTAIN  HOME  AFB 

AIR  NATIONAL  GUARD 
BOISE  AIRPORT 
UPGRADE  BASE  DRAINAGE 
BOISE  AIRPORT 

•"FAMILY  HOUSING"^ 

AIR  FORCE 
MOUNTAIN  HOME  AFB 
FAMILY  HOUSING  (4  UNITS) 


I  AUTHORIZED  IN  PRIOR  YEAR 


STATE-  102 


FV  199S  mLlTARV  CONSTRUCTION  TOTAL  0ILI6AT10NAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 
STATE/CONF./INSrALLAriON 

. PROJECT  NANE . 

IDAHO 
AIR  FORCE 
MOUNTAIN  HOME  AFB 
FAMILY  HOUSING  (60  UNITS) 

MOUNTAIN  HOME  AFB 
FAMILY  HOUSING 


DATA  AS  OF 


PROJ  COST 


(5.712) 


*« IDAHO 

F/MILY  HOUSING 


ILLINOIS 

NAVY 

GREAT  LAKES  PUBLIC  WORKS  CENTER  NAVY 
SANITARY  SEWER  SYSTEM  UPGRADE  13.000 

GREAT  LAKES  PUBLIC  WORKS  CENTER  NAVY 

AIR  FORCE 
SCOTT  AFB 

UNDERGROUND  FUEL  STORAGE  TANKS  2.700 

SCOTT  AFB 

***FAMILY  HOUSING*** 

AIR  FORCE 
scon  AFB 

CARDINAL  CREEK  PHASE  III  (30.000) 

SCOTT  AFB 
FAMILY  HOUSING 

**ILLINOIS 

FAMILY  HOUSING 


INDIANA 

AIR  NATIONAL  GUARD 
FT  UAVNF  MAP 

AIRCRAFT  DEICING  APRON  400 

FIRE  STATION  AND  AGE  SHOP  1.950 

FUEL  SYSTEMS  MAINTENANCE  &  CORROSION  FAC  5.200 

FT  WAYNE  MAP 

AIR  FORCE  RESERVE 
GRISSOM  AFB 

CANTONMENT  AREA  ENV  COMPLIANCE  2.200 

GRISSOM  AFB 

**IN0IAMA 


KANSAS 
AIR  FORCE 
MCCONNELL  AFB 

STORM  DRAINAGE  FACILITIES  500 

MCCONNELL  AFB 

AIR  NATIONAL  GUARD 
FORBES  FIELD 

SITE  RESTORATION  i  FUEL  STRG  TANK  REVIVAL  2.950 

UPGRADE  SANITARY  SEWER  SYS  670 

FORBES  FIELD 

***FAMILY  HOUSING*** 

AIR  FORCE 
MCCONNELL  AFB 

FAMILY  HOUSING  (70  UNITS)  (6.322) 

MCCONNELL  AFB 
FAMILY  HOUSING 


**KANSAS 

FAMILY  HOUSING 


FEB  1994 


TOTAL 


(6.593) 


5.330 

(6.593) 


13.000 


2.700 


(30.000) 


15.700 

(30.000) 


7.550 


2.200 


9,750 


500 


3,620 


(8,322) 


4,120 

(8.322) 


STATE-  103 


FY  1995  MILITARY  COMSTRUCTIOM  TOTAL  08LIGATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 
STATE/COMP./INSTALLATION 

. PROJECT  NAME . 

KENTUCKY 

ARMY 

FORT  CAMPBELL 
RAILROAD  TRACK 
WHOLE  BARRACKS  RENEWAL 
FORT  CAMPBELL 

AIR  NATIONAL  GUARD 
STANOIFORO  FIELD 

FUEL  CELL  AND  CORROSION  CONTROL  DOCK 
STANOIFORO  FIELD 

••KENTUCKY 


DATA  AS  OF  FEB  1994 


PROJ  COST  TOTAL 


14.400 

22.000 

36.400 


2.950 

2.950 


39.350 


LOUISIANA 
AIR  FORCE 
BARKSDALE  AFB 
STORM  DRAINAGE  FACILITIES 
BARKSDALE  AFB 

NAVY  RESERVE 

NAVAL  AIR  STATION  NEW  ORLEANS 
ARMING  PAD 

NAVAL  AIR  STATION  NEW  ORLEANS 


1.500 


1.500 


840 


840 


•••FAMILY  HOUSING^^^ 


AIR  FORCE 
BARKSDALE  AFB 

FAMILY  HDUSING  (82  UNITS)  (8.236) 

BARKSDALE  AFB 

FAMILY  HOUSING  18.236) 


••LOUISIANA 

FAMILY  HOUSING 


2.340 

(8.236) 


MAINE 

AIR  NATIONAL  GUARD 
BANGOR  lAP 


REFUELING  VEHICLE  MAINT'''*ANCE  FACILITY 
REPLACE  UNDERGROUND  FUEi  'TORAGE  TANKS 
BANGOR  lAP 


379 

840 

1.219 


MARYLAND 

ARMY 

AOELPHI  LAB  CENTER 

COMPUTER  CENTER  6,600 

AOELPHI  LAB  CENTER  6.600 

AIR  FORCE 
ANDREWS  AFB 

DORMITORY  6,300 

ANDREWS  AFB  6.300 


NATIONAL  SECURITY  AGENCY 
FORT  MEADE 

CRITICAL  SUBSTATION  CONTROL 
FANX  II  PURCHASE 
SUPERCOMPUTER  FACILITY 
FORT  MEADE 


5,458 

14,800 

12,720 

32,978 


•••FAMILY  HOUSING^^^ 


NAVY 

NAVAL  AIR  TEST  CENTER  PATUXENT  RIVER 
NEW  CONSTRUCTION  (HSG  OFFICE)  (863) 

NAVAL  AIR  TEST  CENTER  PATUXENT  RIVER 
FAMILY  HOUSING  (863) 


••MARYLAND 

FAMILY  HOUSING 


45,878 

(863) 


FV  199S  NILITARV  CtMeTWCTION  TOTAL  0BLI6ATI0NAL  AUTHORITV  AS  REQUESTED 


ACTIVE.  6UAM)  AMO  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/CQMP. /installation 

. PROJECT  NAME - 

MASSACHUSETTS 
AIR  FMCE  RESERVE 
HESTOVER  AFB 
REPLACE  TAXIWAV  'G* 

REPLACE  UNOERGROIM)  STORAGE  TANKS 
WESrOVER  AFB 


DATA  AS  OF  FEB  1994 


PROJ  COST 


***FAMIL¥  HOUSING*** 


ARMY 

NATICK  RESEARCH  CENTER 
REPLACEMENT  CONSTRUCTION  (3S) 
NATICK  RESEARCH  CENTER 
FAMILY  HOUSING 

**MASSACHUSETTS 

FAMILY  HOUSING 


{4.150} 


(4.150) 


6.100 

{4.150} 


MICHIGAN 

AIR  NATIONAL  GUARD 
ALPENA  COUNTY  REGIONAL  AIRPORT 
FIREMEN  TRAINING  FACILITY 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
ALPENA  COUNTY  REGIONAL  AIRPORT 

SELFRIDGE  ANGB 
UPGRADE  HEATING  SYSTEM 
UPGRADE  STORM  DRAINAGE  SYSTEM 
SELFRIDGE  ANGB 

WK  KELLOGG  REGIONAL  AIRPORT 
FIRE  STATION  B  AIRCRAFT  GROUND  EQUIP  SHOP 
HK  KELLOGG  REGIONAL  AIRPORT 

**AIR  NATIONAL  GUARD 


MISSISSIPPI 
AIR  FORCE 
KEESLER  AFB 

UPGRADE  FIRE  SUPPRESSION  SYSTEM 
7-LEVEL  TRAINING  CLASSROOMS 
7-LEVEL  TRAINING  DORMITORY 
KEESLER  AFB 


11.240 


MISSOURI 
AIR  FORCE 
WHITEMAN  AFB 

B-2  ADAL  APRON.  TAXIWAY.  &  CONVOY  ROADS 
B-2  ADAL  DOCK  &  HANGAR  FIRE  PROTECTION  SYS 
B-2  AIRCRAFT  MAINT  DOCKS/HYDRANT  FUELING 
STORM  DRAINAGE  FACILITIES 
WHITEMAN  AFB 


4.600 

3.400 

15.000 

1.290 


24.290 


AIR  NATIONAL  GUARD 
JEFFERSON  BARRACKS  ANG  SITE 
REPLACE  FUEL  TANKS/UPGRAOE  REFUEL  BOOTH 
JEFFERSON  BARRACKS  ANG  SITE 


ST  L0UIS-LAM6ERT  FIELD 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
ST  LOUIS-LAMBERT  FIELD 

**AIR  NATIONAL  GUARD 


STATE-  105 


FV  1995  MILITARY  CONSTRUCTION  TOTAL  08LI6ATI0NAL  AUTHORITY  AS  REQUESTED 

ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF  FEB  1994 

INSIDE  THE  IWITEO  STATES 
($  THOUSANDS) 

STATE/CONP./INSTALUTION  PROJ  COST  TOTAL 

. PROJECT  NAME . 

MISSOURI 

•••FAMILY  HOUSING^^^ 

AIR  FORCE 
WHITEMAN  AFB 

HOUSING  OFFICE  {567} 

WHITEMAN  AFB 

FAMILY  HOUSING  (567) 


•nWSSOURI 

FAMILY  HOUSING 


25.230 

(567) 


MONTANA 
AIR  FORCE 
MALMSTROM  AFB 

UNDERGROUND  FUEL  STORAGE  TANKS 
UNGO  FUEL  STORAGE  TANKS  MINUTEMAN  III  FACS 
MALMSTROM  AFB 


3.200 

4.000 


7.200 


AIR  NATIONAL  GUARD 
GREAT  FALLS  lAP 

AOAL  FUEL  CELL  AND  CORROSION  CONTROL  HANG  1.150 

GREAT  FALLS  lAP  1.150 


••MONTANA 


8.350 


NEBRASKA 
AIR  FORCE 
OFFUTT  AFB 

STORM  DRAINAGE  FACILITIES  1.500 

UNDERGROUND  FUEL  STORAGE  TANKS  760 

OFFUTT  AFB  2.260 


AIR  NATIONAL  GUARD 
LINCOLN  MAP 

PARKING  APRON.JET  FUEL  STOR  AND  OPTNG  COM  14.274 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  500 

LINCOLN  MAP  14,774 


••NEBRASKA  17,034 


NEW  JERSEY 
ARMY 

MIL  OCEAN  TERM  BAYONNE 
PAVE  CARGO  STAGING  AND  HOLDING  AREA 
MIL  OCEAN  TERM  BAYONNE 

NAVY 

LAKEHURST  NAVAIRWARFARE  CTR  AIRCRAFT  OIV 
POTABLE  WATER  DISTRIBUTION  SYSTEM  AOON  2,950 

LAKEHURST  NAVAIRWARFARE  CTR  AIRCRAFT  DIV  2,950 


4,050 


4,050 


AIR  FORCE 
MCGUIRE  AFB 

DORMITORY  8,700 

DORMITORY  1,600 

UPGRADE  SANITARY  SEWER  SYSTEM  4,800 

UPGRADE  STORM  DRAINAGE  FACILITIES  1,900 

MCGUIRE  AFB  17,000 


DEFENSE  MEDICAL  SUPPORT  ACTIVITY 
FORT  OIX 

HOSPITAL  LIFE  SAFETY  UPGRADE 
FORT  OIX 


2,000 


2.000 


STATE-  106 


FV  199S  NILITMV  CONSTRUCTION  TOTAL  QOLI6ATIONAL  AUTHORITY  AS  REQUCSTEO 


ACTIVE.  6UARO  ANO  RESERVE  FORCES  DATA  AS  OF 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

state/conp./i>6tallation  proj  cost 

. PROJECT  NAME . 

NEW  JERSEY 
AIR  NATIONAL  GUARD 
MCGUIRE  AFB 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  1.000 

MCGUIRE  AFB 

**NEW  JERSEY 


NEW  MEXICO 
NAVY 

WHITE  SANDS  NAVAL  ORO  MISSILE  TEST  STA 
WEAPONS  TEST  RANGE  1.390 

WHITE  SANDS  NAVAL  ORO  MISSILE  TEST  STA 

AIR  FORCE 
HOLLOMAN  AFB 

DORMITORY  3.950 

HOLLOMAN  AFB 

KIRTLANO  AFB 

UNDERGROUND  FUEL  STORAGE  TANKS  3.200 

KIRTLANO  AFB 

**AIR  FORCE 

SPECIAL  OPERATIONS  COMMAND 
KIRTLANO  AIR  FORCE  BASE 

AIRCREW  TRAINING  FACILITY  9.600 

KIRTLANO  AIR  FORCE  BASE 

AIR  NATIONAL  GUARD 
KIRTLANO  AFB 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  900 

KIRTLANO  AFB 

♦♦•FAMILY  HOUSING^^^ 

AIR  FORCE 
CANNON  AFB 

FAMILY  HOUSING  (1  UNIT)  (230) 

CANNON  AFB 
FAMILY  HOUSING 

HOLLOMAN  AFB 

FAMILY  HOUSING  (76  UNITS)  (7.733) 

HOLLOMAN  AFB 
FAMILY  HOUSING 

KIRTLANO  AFB 

FAMILY  HOUSING  (106  UNITS)  (10.056) 

KIRTLANO  AFB 
FAMILY  HOUSING 

♦♦AIR  FORCE 

FAMILY  HOUSING 

♦♦NEW  MEXICO 

FAMILY  HOUSING 


NEW  YORK 
ARMY 

U  S  MILITARY  ACADEMY 

RENOVATE  FOOD  PROCESSING  FACILITY  28.000 

U  S  MILITARY  ACADEMY 


FEB  1994 
TOTAL 

1.000 

27.000 

1.390 

3.950 

3.200 

7,150 

9,600 

900 

(230) 

(7,733) 

(10,058) 

(18,021) 

19.040 

(18,021) 

28,000 


STATE-  107 


FV  1995  NILITMIV  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF 

INSIK  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/CQNP. /INSTALLATION  PROJ  COST 

. PROJECT  NA>« . 

NEM  YORK 

AIR  NATIONAL  GUARD 
HANCOCK  FIELD 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  580 

HANCOCK  FIELD 

NIAGARA  FALLS  INTERNATIONAL  AIRPORT 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  640 

NIAGARA  FALLS  INTERNATIONAL  AIRPORT 

•«AIR  NATIONAL  GUARD 

•••FAMILY  HOUSING^^^ 

ARMY 

U  S  MILITARY  ACADEMY 

REPLACEMENT  CONSTRUCTION  (56)  (8.000) 

U  S  MILITARY  ACADEMY 
FAMILY  HOUSING 

••NEW  YORK 

FAMILY  HOUSING 


NORTH  CAROLINA 

ARMV 

FORT  BRAGG 

WHOLE  BARRACKS  RENEWAL  29.000 

FORT  BRAGG 

SUNNY  POINT  ARMY  TERM 

DREDGE  TERMINAL  ENTRANCE  16.500 

HOLDING  PAD  5.700 

SUNNY  POINT  ARMY  TERM 


••ARMY 


NAVY 

CAMP  LEJEUNE  MARINE  CORPS  BASE 

MULTI-PURPOSE  TRAINING  RANGE  C»tPLEX  10.400 

OIL  SPILL  PREVENTION  4.450 

CAMP  LEJEUNE  MARINE  CORPS  BASE 

CHERRY  POINT  MARINE  CORPS  AIR  STATION 
CYROGENICS  FACILITY  2.100 

CHERRY  POINT  MARINE  CORPS  AIR  STATION 

••NAVY 

AIR  FORCE 
POPE  AFB 

AIRCRAFT  PARKING  APRON  LIGHTING 
•BRIDGE.  ROAD.  AND  UTILITIES 
FIRE  TRAINING  FACILITY 
POPE  AFB 

AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 
FORT  BRAGG 

•HOSPITAL  REPLACEMENT  PHASE  III  75.000 

FORT  BRAGG 

AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 

AIR  NATIONAL  GUARD 
DOUGLAS  MAP 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  690 

DOUGLAS  MAP 


1.500 

4.000 

1.100 


•  AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 


FEB  1994 


TOTAL 


580 


640 


1.220 


(8.000) 


29.220 

(8.000) 


29.000 


22.200 


51.200 


14.850 


2.100 


16.950 


6.600 

(4.000) 


75.000 

(75.000) 


690 


STATE-  108 


FV  IMS  NlLlTMy  CONSTIUCTION  TOTAL  OSLIfiATIOMAL  AUTNQRITV  AS  REQUESTED 


ACTIVE.  6UARO  AND  RESERVE  FORCES  MTA  AS  OF 

INSIDE  WE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP./INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

NORTH  CAROLINA 
•••FAMILY  HOUSING^^^ 

AIR  FORCE 
POPE  AFB 

FAMILY  HOUSING  (120  (WITS)  {14.874} 

POPE  AFB 
FAMILY  HOUSING 

SEYMOUR  JWNSON  AFB 

FAMILY  HOUSING  (74  UNITS)  (6.025) 

SEYMOUR  JOHNSON  AFB 
FAMILY  HOUSING 

••AIR  FORCE 

FAMILY  HOUSING 

••NORTH  CAROLINA 

AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 
FAMILY  HOUSING 


NORTH  DAKOTA 
AIR  FORCE 

CQAMD  FfWKC  APR 

UNGD  FUEL  STORAGE  TANKS  -  MISSILE  FACS  5.200 

GRAND  FORKS  AFB 

MINOT  AFB 

STORM  DRAINAGE  FACILITIES 
UNDERGROUND  FUEL  STORAGE  TANKS 
UNGD  FUEL  STORAGE  TANKS  •  MISSILE  FACS 
MINOT  AFB 

••AIR  FORCE 

•^FAMILY  HOUSING*^^ 

AIR  FORCE 
GRAND  FORKS  AFB 
HOUSING  OFFICE  (709) 

GRAND  FORKS  AFB 
FAMILY  HOUSING 

••NORTH  DAKOTA 

FAMILY  HOUSING 


1.500 

1.400 

2.950 


OHIO 

AIR  FORCE 

WRIGHT-PATTERSON  AFB 

UPGRADE  STORM  DRAINAGE  SYSTEM  3.350 

WRIGHT-PAHERSON  AFB 

DEFENSE  LOGISTICS  AGENCY 
DEFENSE  CONSTRUCTION  SUPPLY  CENTER 
FIRE  STATION  2,200 

DEFENSE  CONSTRUCTION  SUPPLY  CENTER 

AIR  NATIONAL  GUARD 
MANSFIELD  LAHM  AIRPORT 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  770 

MANSFIELD  LAHM  AIRPORT 

SPRINGFIELD  MAP 

AOAL  FUEL  CELL  AND  CORROSION  CONTROL  DOCK  1.250 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  400 

SPRINGFIELD  MAP 


FEB  1994 
TOTAL 


(14.874) 


(6.025) 


(20.899) 


150.440 

(79.000) 

(20.899) 


5.200 


5.850 


11.050 


(709) 


11,050 

(709) 


3.350 


2,200 


770 


1.650 


STATE-  109 


FV  199S  MILITARY  CONSTRUCTION  TOTAL  08LIGATI0NAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF  FEB  1994 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP./INSTALLATION  PROJ  COST  TOTAL 

. PROJECT  Him . 

OHIO 

AIR  NATIONAL  GUARD 
TOLEDO  EXPRESS  AIRPORT 

AIRCRAFT  DEICING  APRON  320 

TOLEDO  EXPRESS  AIRPORT  320 


**AIR  NATIONAL  GUARD  2.740 


AIR  FORCE  RESERVE 
YOUNGSTOWN  MAP 

INDUSTRIAL  WASTE  WATER  PRETREAT  FACILITY  500 

YOUNGSTOWN  MAP  500 


•♦OHIO  8.790 


OKLAHOMA 

ARMY 

FORT  SILL 


WHOLE  BARRACKS  RENEWAL 

18.000 

FORT  SILL 

18.000 

AIR  FORCE 

ALTUS  AFB 

ADD  TO  AND  ALTER  DORMITORY 

3.750 

ALTUS  AFB 

3.750 

TINKER  AFB 

CORROSION  CONTROL  FACILITY  (080F) 

8.400 

STORM  DRAINAGE  SYSTEM 

1,243 

TINKER  AFB 

9.643 

VANCE  AFB 

ALTER  DORMITORIES 

2.300 

FIRE  TRAINING  FACILITY 

980 

UPGRADE  SANITARY  SEWER  SYSTEM 

1.100 

UPGRADE  STORM  DRAINAGE  SYSTEM 

1.800 

VANCE  AFB 

6.180 

••AIR  FORCE 

19.573 

AIR  NATIONAL  GUARD 

TULSA  lAP 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 

700 

TULSA  lAP 

700 

••OKLAHOMA 

38,273 

OREGON 

ARMY 

UMATILLA  ARMY  DEPOT 

AMMUNITION  DEMILITARIZATION  FACILITY  179,000 

UMATILLA  ARMY  DEPOT  179,000 


AIR  NATIONAL  GUARD 
PORTLAND  lAP 
SITE  RESTDRATION 
PORTLAND  lAP 

••DREGON 


1,700 

1,700 


180,700 


PENNSYLVANIA 
AIR  NATIONAL  GUARD 

GREATER  PITTSBURGH  INTERNATIONAL  AIRPORT 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  500 

GREATER  PITTSBURGH  INTERNATIONAL  AIRPORT  500 


STATE-  110 


FV  IMS  NILITMy  CONSTWJCTIW  TOTAL  MLIOATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  6UARO  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 


DATA  AS  OF  FEB  1994 


($  THOUSANDS) 
STATE/COMP./INSTALLATION 

--  -  -BOniFrT  NIMF 

PROJ  COST 

TOTAL 

PENNSYLVANIA 

AIR  NATIWAL  GUARD 

HARRISBURG  lAP 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
HARRISBURG  lAP 

690 

690 

FT  INDIANTOVm  ANG  COMMUNICATIONS  SITE 

REPLACE  UMIERGROUNO  FUEL  STORAGE  TAM(S 

FT  INOIANTOWN  ANG  COMMUNICATIONS  SITE 

1.800 

1.800 

WILLOW  GROVE  NAS 

REPLACE  UNDERGROUND  FUEL  STDRAGE  TANKS 

WILLOW  GROVE  NAS 

470 

470 

**AIR  NATIONAL  GUARD 

3.460 

RHODE  ISLAND 

NAVY 

NEWPORT  NAVAL  EDUCATION  A  TRAINING  CENTER 
SANITARY  SEWER  SYSTEM  UPGRADES 

NEWPORT  NAVAL  EDUCATION  &  TRAINING  CENTER 

14.S00 

14.500 

SOUTH  CAROLINA 

NAVY 

PARRIS  ISLAND  MARINE  CORPS  RECRUIT  DEPOT 

CHILD  DEVELOPMENT  CENTER 

PARRIS  ISLAND  MARINE  CORPS  RECRUIT  DEPOT 

2.550 

2.550 

AIR  FORCE 

CHARLESTON  AFB 

ALTER  DORMITORIES 

UPGRADE  HAZARDOUS  WASTE  STORAGE  FACILITY 
CHARLESTON  AFB 

9.900 

1.500 

11.400 

••♦FAMILY  HOUSING^^^ 

AIR  FORCE 

SHAW  AFB 

FAMILY  HOUSING  (3  UNITS) 

SHAW  AFB 

FAMILY  HOUSING 

{631} 

(631) 

••SOUTH  CAROLINA 

FAMILY  HOUSING 

13.950 

(631) 

SOUTH  DAKOTA 

AIR  FORCE 

ELLSWORTH  AFB 

STORM  DRAINAGE  FACILITIES 

ELLSWORTH  AFB 

1.450 

1.450 

TENNESSEE 

AIR  FORCE 

ARNOLD  ENGINEERING  DEV  CENTER 

HAZARDOUS  HASTE/MATERIAL  STORAGE  FACILITY 
ARNOLD  ENGINEERING  DEV  CENTER 

1.900 

1.900 

TEXAS 

ARMY 

FORT  HOOD 

WHOLE  BARRACKS  RENEWAL 

FORT  HOOD 

29.000 

29.000 

STATE-  111 


FV  199S  MILITARV  CONSTRUCTION  TOTAL  OSLICATIONAL  AUTHORITY  AS  REQUESTED 

ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF  FEB  1994 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP. /INSTALLATION  PROJ  COST  TOTAL 

. PROJECT  NAME . 

TEXAS 

ARMY 

FORT  SAM  HOUSTON 


SEWAGE  TREATMENT  PLANT  -  CAMP  BULLIS 

FORT  SAM  HOUSTON 

4.300 

4.300 

**ARMY 

33.300 

NAVY 

INGLESIOE  NAVAL  STATION 

MAGNETIC  SILENCING  FAC  H/LAND  ACQUISITION 
INGLESIOE  NAVAL  STATION 

14.110 

14.110 

AIR  FORCE 

KELLY  AFB 

ADO  TO  AND  ALTER  DORMITORY 

UPGRADE  HYDRANT  FUELING  SYSTEMS 

UPGRADE  SANITARY  SEWER  LINES 

KELLY  AFB 

2.250 

3.700 

3.000 

8.950 

LACKLAND  AFB 

ALTER  RECRUIT  DORMITORY 

7-LEVEL  training  CLASSROOMS 

LACKLAND  AFB 

3.400 

1.800 

5.200 

SHEPPARD  AFB 

7-LEVEL  TRAINING  CLASSROOMS 

SHEPPARD  AFB 

3.300 

3.300 

**AIR  FORCE 

17.450 

•••FAMILY  HOUSING^^^ 

ARMY 

FORT  BLISS 

REPLACEMENT  CONSTRUCTION  (105) 

REPLACEMENT  CONSTRUCTION  (ilO) 

FORT  BLISS 

FAMILY  HOUSING 

(10.800) 

(10.600) 

(21,400) 

FORT  SAM  HOUSTON 

REPLACEMENT  CONSTRUCTION  (100) 

FORT  SAM  HOUSTON 

FAMILY  HOUSING 

(10.000) 

(10,000) 

**ARMY 

FAMILY  HOUSING 


(31,400) 


AIR  FORCE 
DYESS  AFB 

FAMILY  HOUSING  (59  UNITS)  (7,077) 

DYESS  AFB 

FAMILY  HOUSING  (7,077) 


**TEXAS 

FAMILY  HOUSING 


64,860 

(38,477) 


UTAH 

AIR  NATIONAL  GUARD 
SALT  LAKE  CITY  lAP 

AIRCRAFT  WASHRACK  AND  DEICE  FACILITY 
SALT  LAKE  CITY  lAP 


400 


400 


VIRGINIA 

ARMY 

FORT  MYER 

WHOLE  BARRACKS  RENEWAL  7,300 

FORT  MYER  7.300 


STATE-  112 


FV  19M  NILITAKV  CONSTRUCTION  TOTAL  GBLIGATIONAL  AUTHORITV  AS  REQUESTED 


ACTIVE.  GUAMO  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
(S  THOUSANDS) 

STATE/COMP, /installation 

. PROJECT  NAME . 

VIRGINIA 

NAVY 

CHESAPEAKE  NAVAL  SECURITY  GROUP  ACT  NH 
CHILD  DEVELOPMENT  CENTER 
CHESAPEAKE  NAVAL  SECURITY  GROUP  ACT  NU 


DATA  AS  OF  FEB  1994 


PROJ  COST 


DAM  NECK  FLEET  COMBAT  TRAIN  CTR  ATLANTIC 
CHILD  DEVELOPMENT  CENTER 
DAM  NECK  FLEET  COMBAT  TRAIN  CTR  ATLANTIC 

NORFOLK  MARINE  CORPS  SEC  FORCE  BAH  LANT 
BACHELOR  ENLISTED  QUARTERS 
NORFOLK  MARINE  CORPS  SEC  FORCE  8ATT  LANT 


NORFOLK  NAVAL  STATION 

BACHELOR  ENLISTED  QUARTERS  16,430 

NORFOLK  NAVAL  STATION 

QUANTICO  MARINE  CORPS  COMBAT  DEV  COMMAND 
SEWAGE  TREATMENT  PLANT  19.900 

QUANTICO  MARINE  CORPS  COMBAT  DEV  COMMAND 

**NAVY 

DEFENSE  LOGISTICS  AGENCY 
FT.  BELVOIR 

CHILD  DEVELOPMENT  CENTER  4.600 

FT.  BELVOIR 

OEF  FUEL  SUPPORT  POINT  CRANEY  ISLAND 
MAINTENANCE  &  OPERATIONS  FACILITY  3.652 

OEF  FUEL  SUPPORT  POINT  CRANEY  ISUND 


••DEFENSE  LOGISTICS  AGENCY 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 
PORTSMOUTH  NAVAL  HOSPITAL 
•HOSPITAL  REPLACEMENT  PHASE  VI 
PORTSMOUTH  NAVAL  HOSPITAL 
AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 

•••FAMILY  HOUSING^^^ 

NAVY 

NAVAL  SHIPYARD  PORTSMOUTH 
NEW  CONSTRUCTION  (SELF  HELP/WAREHOUSE) 

NAVAL  SHIPYARD  PORTSMOUTH 
FAMILY  HOUSING 


120.000 


16.430 


19.900 


45.560 


120,000 

(120.000) 


AIR  FORCE 
LANGLEY  AFB 

FAMILY  HOUSING  (148  UNITS)  (14,421) 

LANGLEY  AFB 
FAMILY  HOUSING 

••VIRGINIA 

AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 
FAMILY  HOUSING 


(14.421) 


181,112 

(120,000) 

(14.976) 


WASHINGTON 

ARMY 

FORT  LEWIS 

WHOLE  BARRACKS  RENEWAL 
WHOLE  BARRACKS  RENEWAL 
FORT  LEWIS 


32.000 

32.000 


64,000 


•  AUTHORIZED  FOR  APPROPRIATION  PRIOR  YEAR 


STATE-  113 


FY  1995  MILITARY  CONSTRUCTIOM  TOTAL  OBLIGATIOHAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF  FEB  1994 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP./INSTALLATION  PROJ  COST  TOTAL 

. PROJECT  NAME . 

WASHINGTON 
NAVY 

BREMERTON  PUGET  SOUND  NAVAL  SHIPYARD 
INDUSTRIAL  WASTEWATER  TREATMENT  FACILITY 
UTILITIES  AND  SITE  IMPROVEMENTS 
BREMERTON  PUGET  SOUND  NAVAL  SHIPYARD 

EVERETT  NAVAL  STATION 
BACHELOR  ENLISTED  QUARTERS 
CHILD  DEVELOPMENT  CENTER 
FLEET  RECREATION  CENTER 
HAZARDOUS  WASTE  STORAGE  AND  TRANSFER  FAC 
PHYSICAL  FITNESS  FACILITIES 
EVERETT  NAVAL  STATION 


3.200 

7.840 

11.040 


7.450 

2.900 

3.000 

1.500 

6.640 

21 .690 


WHIDBEY  ISLAND  NAVAL  AIR  STATION 
FIRE  FIGHTING  TRAINING  FACILITY 
INDUSTRIAL  WASTEWATER  PRETREATMENT  FAC 
WASTEWATER  TREATMENT  PLANT  UPGRADE 
WHIDBEY  ISLAND  NAVAL  AIR  STATION 


1.400 

1.400 

2.400 

5.200 


**NAVY 


37,930 


AIR  FORCE 
FAIRCHILD  AFB 

HAZARDOUS  MATERIAL  STORAGE  FACILITY 
STORM  DRAINAGE  FACILITIES 
FAIRCHILD  AFB 


1.400 

2.450 

3.850 


••♦FAMILY  HOUSING^*^ 


NAVY 

NAVAL  STATION  PUGET  SOUND.  EVERCTT 
NEW  CONSTRUCTION  (HSG  OFFICE)  (780) 

NAVAL  STATION  PUGET  SOUND.  EVERETT 
FAMILY  HOUSING  (780) 


AIR  FORCE 
FAIRCHILD  AFB 

FAMILY  HOUSING  (6  UNITS)  (1,035) 

FAIRCHILD  AFB 

FAMILY  HOUSING  (1.035) 


••WASHINGTON 

FAMILY  HOUSING 


105,780 

(1,815) 


WEST  VIRGINIA 
AIR  NATIONAL  GUARD 
E  WV  REGIONAL  APT  (MARTINSBURG) 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  500 

E  WV  REGIONAL  APT  (MARTINSBURG)  500 


WISCONSIN 

AIR  NATIONAL  GUARD 
BILLY  MITCHELL  FIELD 

800 

BOO 


REPLACE  CENTRAL  HEAT  PLANT 
BILLY  MITCHELL  FIELD 


TRUAX  FIELD 
ADAL  AGE  SHOP/STORAGE 
TRUAX  FIELD 


340 


340 


VOLK  FIELD 

FIREMEN  TRAINING  FACILITY  700 

VOLK  FIELD  700 


••AIR  NATIONAL  GUARD 


1.640 


STATE-  114 


FV  1999  NILITARV  CONSTRUCTION  TOTAL  OBLI6ATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP./INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

WISCONSIN 
AIR  FORCE  RESERVE 
BILLY  MITCHELL  FIELD 

FIRE  FIGHTER  TRAINING  FACILITY  1.490 

INSTALL  AIR  EMISSION  CONTROL  DEVICE  790 

BILLY  MITCHELL  FIELD 

••WISCONSIN 


WYOMING 
AIR  FORCE 
F  E  WARREN  AFB 

UNGO  FUEL  STORAGE  TANKS  -  MISSILE  FAC  2.690 

F  E  WARREN  AFB 

•••FAMILY  HOUSING^^’ 

AIR  FORCE 

f  f  yARRPN  AFB 

FAMILY  HOUSING  (106  UNITS)  (11.321) 

F  E  WARREN  AFB 
FAMILY  HOUSING 

••WYOMING 

FAMILY  HOUSING 


CONUS  CLASSIFIED 
AIR  FORCE 

CLASSIFIED  LOCATION 

SPECIAL  TACTICAL  UNIT  DETENTION  FACILITY  2.141 

CLASSIFIED  LOCATION 

DEFENSE  LEVEL  ACTIVITIES 
OSD  MILCON 

CLASSIFIED  LOCATION  9.300 

OSD  MILCON 

AIR  FORCE  RESERVE 
CLASSIFIED  LOCATION  -  AFR  BASE  92 
ADD  TO  AND  ALTER  FACILITIES  FOR  CONVERSION  9.000 

CLASSIFIED  LOCATION  -  AFR  BASE  92 

••CONUS  CLASSIFIED 


CONUS  VARIOUS 
NAVY 

CONUS  VARIOUS 

AIRCRAFT  FIRE/RESCUE  STA  &  VEH  MAINT  FAC 
CONUS  VARIOUS 


2.200 


FEB  1994 

TOTAL 


2.200 

4.040 

2.690 

(11.321) 

2.690 

(11.321) 

2.141 

9.300 

9.000 

12.441 

2.200 


STATE-  119 


FV  199S  MILITARY  CONSTRUCTION  TOTAL  OBLISATIONAL  AUTHORITY  AS  REIHJESTEO 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  I 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP./INSTALLATION  PROJ  COST 

. PROJECT  NAME . 


TOTALS 


ARMY 

(MEMO-NON-AOO) 

FAMILY  HOUSING 

NAVY 

FAMILY  HOUSING 
AIR  FORCE 

AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 
FAMILY  HOUSING 

OEFENSEUIOE 

AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 

INSIDE  THE  UNITED  STATES 
(MEMO-NON-AOD) 

AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 
FAMILY  HOUSING 


FEB  1994 


TOTAL 


S86.333 

(9.700) 

(96.650) 

220.120 

(49.012) 

389.552 

(4.000) 

(181.948) 

353.010 

(261.000) 


1.549.015 

(9.700) 

(265.000) 

(327.610) 


STATE 


116 


FV  199S  NILITMV  COISTRUCTION  TOTAL  OBLIfiATIOMU.  AUTMOAITV  AS  AEQUCSTEO 


ACTIVE.  6UAM)  AND  RESERVE  FORCES  DATA  AS  OF  FEB  1994 

SPECIFIED  OUTSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP. /INSTALLATION  PROJ  COST  TOTAL 

. PROJECT  NAME . 

BEL6IUM 

***FAMILV  H0USIN6*** 

NATIONAL  SECURITY  AGENCY 
BELGIUM 

OFFICIAL  RESIDENCE  PURCHASE  (300) 

BELGIUM 

FAMILY  HOUSING  (300} 


GERMANY 
AIR  FORCE 
RAMSTEIN  AB 

HAZARDOUS  WASTE  STORAGE  FACILITY 
UPSUOE  SEWAGE  COLLECTION  SYSTEM 
RAMSTEIN  AB 


1.150 

11.200 

12.350 


SPANGDAHLEM  AB 

CHILD  DEVELOPMENT  CENTER  2.273 

UPGO  SEWAGE  TREATMENT  PLANT  «  SEWER  SYS  7.200 

SPANGDAHLEM  AB  9.473 


•♦AIR  FORCE 


21.023 


GREECE 

NAVY 

SOUDA  BAY  CRETE  NAVAL  SUPPORT  ACTIVITY 
AIRCRAFT  PARKING  APRON  3.050 

SOUDA  BAY  CRETE  NAVAL  SUPPORT  ACTIVITY  3.050 


GREENLAND 
AIR  FORCE 
THULE  AB 

FIRE  TRAINING  FACILITY  2.450 

THULE  AB  2.450 


ITALY 

NAVY 

NAPLES  NAVAL  SUPPORT  ACTIVITY 


BACHELOR  ENLISTED  QUARTERS 

19,360 

QUALITY  OF  LIFE  FACILITIES  (INCREMENT  II) 

9.100 

NAPLES  NAVAL  SUPPORT  ACTIVITY 

28,460 

SIGONELLA  NAVAL  AIR  STATION 

BACHELOR  ENLISTED  QUARTERS 

13.750 

SIGONELLA  NAVAL  AIR  STATION 

13,750 

•♦NAVY 

42.210 

KWAJALEIN 

ARMY 

KWAJALEIN 

COVER  RAW  WATER  TANKS 
FUEL  CONTAINMENT  FACILITY 
KWAJALEIN 


PORTUGAL 
AIR  FORCE 
LAJES  FIELD 
REFUSE  INCINERATOR 
LAJES  FIELD 


PUERTO  RICO 
NAVY 

SABANA  SECA  NAVAL  SECURITY  GROUP  ACTIVITY 
OPERATIONS  BUILDING  ADDITION  1,650 

SABANA  SECA  NAVAL  SECURITY  GROUP  ACTIVITY  1.650 


2.850 


2.850 


5.200 

1.200 

6,400 


STATS  117 


FY  1995  MILITARY  COMSTRUCTION  TOTAL  06LI6AT10ML  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF  FEB  1994 

SPECIFIED  OUTSIDE  THE  UMITED  STATES 
($  THOUSANDS) 

STATE/COMP./IHSTALLATION  PROJ  COST  TOTAL 

. PROJECT  NAME . 

PUERTO  RICO 
AIR  NATIONAL  GUARD 
PUERTO  RICO  lAP 

ADO  TO  AND  ALTER  AIRCRAFT  CORROSION  FAC  750 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  590 

PUERTO  RICO  lAP  1.340 


••PUERTO  RICO 


2.990 


UNITED  KINGDOM 
NAVY 

ST  MAWGAN  JOINT  MARITIME  CMRJNICATION  CTR 
CHILD  DEVELOPMENT  AND  YOUTH  CENTER  3.900 

ST  MAWGAN  JOINT  MARITIME  COMMUNICATION  CTR  3.900 


AIR  FORCE 
RAF  LAKENHEATH 
ADO  TO  AND  ALTER  DORMITORY 
F-ISE  ADO  TO  MUNITIONS  MAINTENANCE  FAC 
UPGRADE  STORM  DRAINAGE  SYSTEM 
RAF  LAKENHEATH 


3.700 

850 

2.550 

7.100 


••UNITED  KINGDOM 


11,000 


OVERSEAS  CLASSIFIED 
AIR  FORCE 

OVERSEAS  CLASSIFIED 

WAR  READINESS  MAINTENANCE/MANAGEMENT  FAC  1.300 

WAR  READINESS  MATERIEL  MEDICAL  STORAGE  FAC  2.100 
WAR  READINESS  MATERIEL  OPEN  STORAGE  FAC  650 

OVERSEAS  CLASSIFIED  4.050 


TOTALS 


ARMY  6,400 

NAVY  50.810 

AIR  FORCE  39.613 

OEFENSEWIDE 

FAMILY  HOUSING  (300} 

SPECIFIED  OUTSIDE  THE  UNITED  STATES  96,823 

FAMILY  HOUSING  (300} 


STATE-  118 


FV  1995  NILITMV  CONSTWJCTION  TOTAL  QBLIGATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  ajARO  AND  RESERVE  FORCES  DATA  AS  ( 

UNSPECIFIED  WORLDWIDE 
(I  THOUSANDS) 

STATE/CONP./INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

WORLDWIDE  UNSPECIFIED 
NATO  INFRASTRUCTURE 

DEFENSE  LEVEL  ACTIVITIES  229.000 

NATO  INFRASTRUCTURE 

BASE  REALIGNMENT  A  CLOSURE  PART  I 

DEFENSE  LEVEL  ACTIVITIES  87.600 

BASE  REALIGNMENT  A  CLOSURE  PART  I 

BASE  REALIGNMENT  A  CLOSURE  PART  II 

DEFENSE  LEVEL  ACTIVITIES  573.500 

BASE  REALIGNMENT  A  CLOSURE  PART  II 

BASE  REALIGNMENT  A  CLOSURE  ACCT  PART  III 

DEFENSE  LEVEL  ACTIVITIES  2.048.458 

BASE  REALIGNMENT  A  CLOSURE  ACCT  PART  III 

CONTINGENCY  CONSTRUCTION 

DEFENSE  LEVEL  ACTIVITIES  10.411 

CONTINGENCY  CONSTRUCTION 

UNSPECIFIED  MINOR  CONSTRUCTION 

ARMY  12.000 

NAVY  7.000 

AIR  FORCE  7.000 

SPECIAL  OPERATIONS  COMMAND  4,020 

DEFENSE  LEVEL  ACTIVITIES  3.000 

JOINT  CHIEFS  OF  STAFF  5.873 

000  DEPENDENT  SCHOOLS  4.430 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY  5.025 

ARMY  NATIONAL  GUARD  5.167 

AIR  NATIONAL  GUARD  4.000 

ARMY  RESERVE  2.657 

NAVY  RESERVE  158 

AIR  FORCE  RESERVE  4,018 

UNSPECIFIED  MINOR  CONSTRUCTION 

PLANNING  AND  DESIGN 

ARMY  62.926 

NAVY  43,380 

AIR  FORCE  49.386 

SPECIAL  OPERATIONS  COMMAND  5.713 

BALLISTIC  MISSILE  DEFENSE  ORAGNIZATION  530 

DEFENSE  LEVEL  ACTIVITIES  12,360 

DEF  INTELLIGENCE  AGENCY  450 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY  26.907 

ARMY  NATIONAL  GUARD  l.OOD 

AIR  NATIONAL  GUARD  11.532 

ARMY  RESERVE  5.253 

NAVY  RESERVE  1.357 

AIR  FORCE  RESERVE  3.172 

PLANNING  AND  DESIGN 

ENERGY  CONSERVATION  IMPROVEMENT  PROGRAM 

DEFENSE  LEVEL  ACTIVITIES  50,000 

ENERGY  CONSERVATION  IMPROVEMENT  PROGRAM 

ARMY  -  HOST  NATION  SUPPORT 

ARMY  25.000 

ARMY  -  HOST  NATION  SUPPORT 


WORLDWIDE  UNSPECIFIED 


WDRLDWIDE  VARIOUS 
ARMY  NATIONAL  GUARD 
VARIOUS  LOCATIONS-WORLDWIDE  VARIOUS 
ARMORY  UNIT  STORAGE  BUILDING  840 


FEB  1994 

TOTAL 

229.000 

87.600 

573.500 

2.048.458 

10.411 


64.348 


223.966 

50.000 

25,000 

3.312,283 


STATE-  119 


fi  199S  MILITARY  CQMSTRUCTIOM  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF 

UNSPECIFIED  WORLDWIDE 
(i  THOUSANDS) 

STATE/COMP./INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

WORLDWIDE  VARIOUS 
ARMY  NATIMAL  GUARD 
VARIOUS  LOCATIONS-WORLOWIOE  VARIOUS 

INDOOR  RANGE  MODERNIZATION  839 

VARIOUS  LOCATIONS-WORLOWIOE  VARIOUS 

WORLDWIDE  VARIOUS 


TOTALS 


ARMY 

NAVY 

AIR  FORCE 
OEFENSEWIOE 
UNSPECIFIED  WORLDWIDE 


FEB  1994 

TOTAL 


1.679 

1.679 


115.682 

51.895 

79.108 

3.067.277 

3.313.962 


STATE-  120 


FV  t99S  FMILV  HOUSING  TOTAL  OGLIGATIOMAL  AUTNORITV  AS  RGQUESTEO 


($  THOUSANDS) 

state/comf./installation 

. PROJECT  NAME 

ARMY 

NEW  CONSTRUCTION 


DATA  AS  OF  FEB  1994 
PROJ  COST  TOTAL 


COLORADO 
FORT  CARSON 


REPLACEMENT  CONSTRUCTION  (145) 

16.500 

FORT  CARSON 

16.500 

GEORGIA 

F(MIT  STEWART 

FREPLACEMENT  CONSTRUCTION  (120) 

(MEMO-NON-AOO) 

(9.700) 

REPLACEMENT  CONSTRUCTION  (128) 

10.600 

FORT  STEWART 

10.600 

(MEMO-NON-AOO) 

(9.700) 

HAWAII 

SCHOFIELD  BARRACKS 

REPLACEMENT  CONSTRUCTION  (190) 

26.000 

SCHOFIELD  BARRACKS 

26.000 

MASSACHUSEHS 

NATICK  RESEARCH  CENTER 

REPLACEMENT  CONSTRUCTION  (35) 

4.150 

NATICK  RESEARCH  CENTER 

4.150 

NEW  YORK 

u  s  military  academy 

REPLACEMENT  CONSTRUCTION  (56) 

8.000 

U  S  MILITARY  ACADEMY 

8.000 

TEXAS 

FORT  BLISS 

REPLACEMENT  CONSTRUCTION  (105) 

10.800 

REPLACEMENT  CONSTRUCTION  (110) 

10.600 

FORT  BLISS 

21.400 

FORT  SAM  HOUSTON 

REPLACEMENT  CONSTRUCTION  (100) 

10.000 

10.000 

FORT  SAM  HOUSTON 

TEXAS 

31.400 

NEW  CONSTRUCTION 

96.650 

(MEMO-NON-AOO) 

(9.700) 

CONSTRUCTION  IMPROVEMENTS 

49.760 

49.760 

PLANNING 

5.992 

5.992 

TOTAL  FAMILY  HOUSING.  ARMY  CONSTRUCTION 

152.402 

(MEMO-NON-AOO) 

(9.700) 

OPERATING  EXPENSES 

FURNISHINGS  ACCOUNT 

49.083 

MANAGEMENT  ACCOUNT 

80.340 

MISCELLANEOUS  ACCOUNT 

1.856 

SERVICES  ACCOUNT 

58.129 

UTILITIES  ACCOUNT 

283.933 

OPERATING  EXPENSES 

473.341 

LEASING 

243.442 

243.442 

MAINTENANCE  OF  REAL  PROPERTY 

404.414 

404.414 

TOTAL  FAMILY  HOUSING.  ARMY  OPERATIONS  I. 121. 197 

MORTGAGE  INSURANCE  PREMIUMS  11  11 


TOTAL  FAMILY  HOUSING.  ARMY  DEBT 


11 


GRAND  TOTAI,  FAMILY  HOUSING.  ARMY 
(MEMO-NON-AOO) 


1.273.610 

(9.700) 


#  AUTHORIZED  IN  PRIOR  YEAR 


STATE-  121 


FY  1995  FAMILY  MUSING  TOTAL  MLIGATIONAL  AUTHORITY  AS  REQUESTED 


($  THOUSANOS) 

STATE/COMP. /INSTALLATION 

DATA  AS  OF 

PROJ  COST 

FEB  1994 

TOTAL 

NAVY 

NEW  CONSTRUCTION 

CALIFORNIA 

MARINE  CORPS  BASE  CAMP  PENDLETON 

NEW  CONSTRUCTION  (196  HOMES) 

MARINE  CORPS  BASE  CAMP  PENDLETON 

28.552 

28.552 

PUBLIC  WORKS  CENTER  SAN  OIEGO 

NEW  CONSTRUCTION  (136  HOMES) 

PUBLIC  WORKS  CENTER  SAN  OIEGO 

CALIFORNIA 

18.262 

18.262 

46.814 

MARYLAND 

NAVAL  AIR  TEST  CENTER  PATUXENT  RIVER 

NEW  CONSTRUCTION  (HSG  OFFICE) 

NAVAL  AIR  TEST  CENTER  PATUXENT  RIVER 

863 

863 

VIRGINIA 

NAVAL  SHIPYARD  PORTSMOUTH 

NEW  CONSTRUCTION  (SELF  HELP/WAREHOUSE) 
NAVAL  SHIPYARD  PORTSMOUTH 

555 

555 

WASHINGTON 

NAVAL  STATION  PUGET  SOUND,  EVERETT 

NEW  CONSTRUCTION  (HSG  OFFICE) 

NAVAL  STATION  PUGET  SOUND.  EVERETT 

780 

780 

NEW  CONSTRUCTION 

49.012 

CONSTRUCTION  IMPROVEMENTS 

155,602 

155.602 

PLANNING 

24,681 

24.681 

TOTAL  FAMILY  HOUSING,  NAVY  CONSTRUCTION 

229.295 

OPERATING  EXPENSES 

FURNISHINGS  ACCOUNT 

MANAGEMENT  ACCOUNT 

MISCELLANEOUS  ACCOUNT 

SERVICES  ACCOUNT 

UTILITIES  ACCOUNT 

OPERATING  expenses 

32,233 

88.827 

1,217 

48.793 

184,845 

355.915 

LEASING 

114,336 

114,336 

MAINTENANCE  OF  REAL  PROPERTY 

383.263 

383.263 

TOTAL  FAMILY  HOUSING.  NAVY  OPERATIONS 

853.514 

MORTGAGE  INSURANCE  PREMIUMS 

85 

85 

TOTAL  FAMILY  HOUSING,  NAVY  DEBT 

85 

GRAND  TOTAL  FAMILY  HOUSING,  NAVY 

1,082,894 

AIR  FORCE 

NEW  CONSTRUCTION 

ALABAMA 

MAXWELL  AFB 

FAMILY  HOUSING  (25  UNITS) 

MAXWELL  AFB 

2,100 

2.100 

ARIZONA 

OAVIS-MONTHAN  AFB 

FAMILY  HOUSING  (120  UNITS) 

DAVIS-MONTHAN  AFB 

5.940 

5,940 

STATE-  122 


FV  1995  FMtlLV  HOUSING  TOTAL  OOLIGATIONAL  AUTHORITV  AS  REQl^STEO 


(t  THOUSANDS) 
STATE/COMP./INSTALLATIOH 

. PROJECT  NAME- 

AIR  FORCE 
NEW  CONSTRUCTION 
CALIFORNIA 
BEALE  AF8 

FAMILY  HOUSING  (76  UNITS) 
BEALE  AFB 


DATA  AS  OF  FEB  1994 
PROJ  COST  TOTAL 


EOHAROS  AFB 

FAMILY  HOUSING  (34  UNITS) 
EDWARDS  AFB 

VANDEN8ERG  AFB 
FAMILY  HOUSING  (128  UNITS) 
VANDENBERG  AFB 
CALIFORNIA 

DISTRICT  OF  COLUMBIA 
BOLLING  AFB 

FAMILY  HOUSING  (100  UNITS) 
BOLLING  AFB 

FLORIDA 
PATRICK  AFB 

FAMILY  HOUSING  (75  UNITS) 
PATRICK  AFB 

IDAHO 

MOUNTAIN  HOME  AFB 
FAMILY  HOUSING  (4  UNITS) 
FAMILY  HOUSING  (60  UNITS) 
MOUNTAIN  HOME  AFB 

ILLINOIS 
SCOTT  AFB 

CARDINAL  CREEK  PHASE  III 
SCOTT  AFB 

KANSAS 

MCCONNELL  AFB 
FAMILY  HOUSING  (70  UNITS) 
MCCONNELL  AFB 

LOUISIANA 
BARKSDALE  AFB 
FAMILY  HOUSING  (82  UNITS) 
BARKSDALE  AFB 

MISSOURI 
WHITEMAN  AFB 
HOUSING  OFFICE 
WHITEMAN  AFB 

NEW  MEXICO 
CANNON  AFB 

FAMILY  HOUSING  (1  UNIT) 
CANNON  AFB 

HOLLOMAN  AFB 

FAMILY  HOUSING  (76  UNITS) 
HOLLOMAN  AFB 


16.460 


30,000 


16.460 

29.931 


30,000 


KIRTLAND  AFB 

FAMILY  HOUSING  (106  UNITS) 
KIRTLAND  AFB 
NEW  MEXICO 

NORTH  CAROLINA 
POPE  AFB 

FAMILY  HOUSING  (120  UNITS) 
POPE  AFB 


10,058 


14,874 


10,058 

18.021 


14,874 


STATE-  123 


FV  IWS  FAMILY  HOUSING  TOTAL  OOilGATIONAL  AUTHORITY  AS  REQUESTED 


((  THOUSANDS) 
STATE/C0»»>.  /INSTALLATION 

DATA  AS  OF 

PROJ  COST 

FEB  1994 

TOTAL 

AIR  FORCE 

NEW  CONSTRUCTION 

NORTH  CAROLINA 

SEYNOUR  JOHNSON  AFB 

FAMILY  HOUSING  (74  UNITS) 
SEYMOUR  JOHNSON  AFB 

NORTH  CAROLINA 

6,025 

6,025 

20,899 

NORTH  DAKOTA 

GRAM)  FORKS  AFB 

HOUSING  OFFICE 

GRAND  FORKS  AFB 

709 

709 

SOUTH  CAROI  INA 

SHAW  AFB 

FAMILY  HOUSING  (3  UNITS) 
SHAW  AFB 

631 

631 

TEXAS 

DYESS  AFB 

FAMILY  HOUSING  (59  UNITS) 
DYESS  AFB 

7,077 

7,077 

VIRGINIA 

LANGLEY  AFB 

FAMILY  HOUSING  (148  UNITS) 
LANGLEY  AFB 

14.421 

14,421 

WASHINGTON 

FAIRCHILD  AFB 
family  HOUSING  (6  UNITS) 
FAIRCHILD  AFB 

1,035 

1,035 

WYOMING 

F  £  WARREN  AFB 

FAMILY  HOUSING  (106  UNITS) 

F  E  WARREN  AFB 

11.321 

11,321 

NEW  CONSTRUCTION 

181.946 

CONSTRUCTION  IMPROVEMENTS 

61,770 

61,770 

PLANNING 

9.275 

9,275 

TOTAL  FAMILY  HOUSING,  AIR  FORCE  CONSTRUCTION 

252,993 

OPERATING  EXPENSES 

FURNISHINGS  ACCOUNT 
MANAGEMENT  ACCOUNT 
MISCELLANEOUS  ACCOUNT 
SERVICES  ACCOUNT 

UTILITIES  ACCOUNT 

OPERATING  EXPENSES 

42,852 

45,076 

5,794 

32,724 

178,472 

304,918 

LEASING 

112,757 

112,757 

MAINTENANCE  OF  REAL  PROPERTY 

383,644 

383,644 

TOTAL  FAMILY  HOUSING,  AIR  FORCE  OPERATIONS 

801,319 

MORTGAGE  INSURANCE  PREMIUMS 

26 

26 

TOTAL  FAMILY  HOUSING,  AIR  FORCE 

DEBT 

26 

GRAND  TOTAL  FAMILY  HOUSING,  AIR 

FORCE 

1,054,338 

NATIONAL  SECURITY  AGENCY 

NEW  CONSTRUCTION 

BELGIUM 

BELGIUM 

OFFICIAL  RESIDENCE  PURCHASE 
BELGIUM 

300 

300 

NEW  CONSTRUCTION 


STATE-  124 


300 


FV  199S  FMtILY  HOUSIM  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


($  THOUSANDS) 
STATE/COMP./INSTALLATION 
.  - . Don  icrr  mamf  _ _ 

DATA  AS 

PROJ  COST 

FEB  1994 

TOTAL 

NATIONAL  SECURITY  A6ENCY 

CONSTRUCTION  IMPROVEMENTS 

SO 

SO 

OPERATING  EXPENSES 

FURNISHINGS  ACCOUNT 

75 

MANAGEMENT  ACCOUNT 

65 

MISCELLANEOUS  ACCOUNT 

31 

SERVICES  ACCOUNT 

341 

UTILITIES  ACCOUNT 

420 

OPERATING  EXPENSES 

932 

LEASING 

10.779 

10.779 

MAINTENANCE  OF  REAL  PROPERTY 

222 

222 

TOTAL  FAMILY  HOUSING.  NSA 

12.283 

OEF  INTELLIGENCE  AGENCY 

OPERATING  EXPENSES 

FURNISHINGS  ACCOUNT 

2.363 

OPERATING  EXPENSES 

2.363 

LEASING 

13.272 

13.272 

TOTAL  FAMILY  HOUSING.  OIA 

15.635 

DEFENSE  LOGISTICS  AGENCY 

OPERATING  EXPENSES 

FURNISHINGS  ACCOUNT 

47 

MANAGEMENT  ACCOUNT 

158 

SERVICES  ACCOUNT 

SO 

UTILITIES  ACCOUNT 

460 

OPERATING  EXPENSES 

715 

MAINTENANCE  OF  REAL  PROPERTY 

748 

748 

TOTAL  FAMILY  HOUSING.  OLA 

1.463 

GRAND  TOTAL  FAMILY  HOUSING.  DEFENSE 

29.381 

ARMY 

PAYMENT  TO  HOMEOWNERS 

10.640 

10.640 

OTHER  OPERATING  COSTS 

34.018 

34.018 

ACQUISITION  OF  REAL  PROPERTY 

124.526 

124.526 

ARMY 

169.184 

STATE-  125 


FV  1993  CONSTRUCTION  ANNEX  TOTAL  0BL16ATI0NAL  AuTHORITY  AS  ENACTED 


TOTAL  CONSTRUCTION  ANNEX 
BY  TYPE  OF  FACILITY 


(t  THOUSANDS)  TATA  AS  OF  FEB  1994 


SUMWRY  BY  FACILITY 

ARMY 

NAVY 

AIR  FORCE 

DEF.  AGS. 

TOTAL 

OPERATIONAL  FACILITIES 

19.963 

50.370 

251.066 

3.590 

324.969 

TRAINING  FACILITIES 

1B2.0S6 

26,877 

38,196 

247.129 

NAINTENANCE  t  PRODUCTION  FACILITIES 

114.443 

28.340 

168.766 

311.549 

RUI  FACILITIES 

2.250 

1.720 

38.000 

13,300 

55.270 

(MEMO-NON-AOD) 

(147.300) 

(147.300) 

SUPPLY  FACILITIES 

31.960 

21.220 

46.805 

99,985 

(MEMO-NON-AOD) 

(16.610) 

(16.610) 

HOSPITAL  AND  MEDICAL  FACILITIES 

1.250 

104.500 

105.750 

(MEMO-NON-AOD) 

(250,000) 

(250.000) 

AOMINSTRATIVE  FACILITIES 

1.927 

6.000 

7.300 

15.227 

TROOP  HOUSING  FACILITIES 

74.160 

53.160 

58.500 

185.820 

COMMUNITY  FACILITIES 

14.250 

11.490 

28,672 

17,450 

71.862 

UTILITY  FACILITIES 

98,400 

17.810 

62.190 

85.700 

264.100 

(M^MO-NON-ADO) 

(1.700) 

(1.700) 

REAL  ESTATE 

5.400 

5.400 

AIR  POLLUTION  ABATEMENT 

1.500 

1,500 

WATER  POLLUTION  ABATEMENT 

58.740 

221,544 

280.284 

UNSPECIFIED  MINOR  CONSTRUCTION 

15.400 

5.500 

16.400 

12.508 

49.808 

PLANNING  t  DESIGN 

130,200 

72,900 

112,500 

83.168 

398.768 

BASE  REALIGNMENT  «  CLOSURE  ACCT  PART  I 

602.400 

602.400 

BASE  REALIGNMENT  t  CLOSURE  ACCT  PART  II 

1.900.936 

1.900.936 

NATO  INFRASTRUCTURE 

157.965 

157,965 

FAMILY  HOUSING  CONSTRUCTION 

160.122 

377.181 

235,084 

772,387 

FAMILY  HOUSING  DEBT 

50 

90 

70 

210 

FAMILY  HOUSING  OPERATIONS 

1,363,520 

661.156 

927.871 

28.400 

2,980,947 

HOMEOWNERS  ASSISTANCE 

133.000 

133.000 

***  TOTAL  •** 

(MEMO-NON-AOD) 

2,341,701 

1,392,554 

2.214,214 

3,016.817 

(415,610) 

8.965,286 

(415,610) 

FACILITY-1 


FV  1993  CONSTRUCTION  ANNEX  TOTAL  OaLlOATIONAL  AUTHORITY  AS  ENACTED 


- — TOTAL  NlLCWi - 

BY  TYPE  Of  FACILITY 


($  THOUSAM3S)  DATA  AS  OF  FEB  1994 


SUNNARY  BY  FACILITY 

ARMY 

NAVY 

AIR  FORCE 

OEF.  AGS. 

TOTAL 

OPERATIONAL  FACILITIES 

19.963 

50.370 

251.066 

3.590 

324.989 

TRAINING  FACILITIES 

182,056 

26.877 

38.196 

247.129 

MAINTENANCE  B  PRODUCTION  FACILITIES 

114.443 

28.340 

168.766 

311.549 

RtO  FACILITIES 

2.250 

1.720 

38.000 

13.300 

55.270 

(MEMO-NON-AOO) 

(147,300) 

(147.300) 

SUPPLY  FACILITIES 

31.960 

21,220 

46.805 

99.985 

(MEMO-NON-AOO) 

(16.610) 

(16.610) 

HOSPITAL  AND  MEDICAL  FACILITIES 

1.250 

104.500 

105.750 

(MEMO-NON-AOO) 

(250.000) 

(250.000) 

AOMINSTRATIVE  FACILITIES 

1.927 

6.000 

7.300 

15.227 

TROOP  HOUSING  FACILITIES 

74.160 

53.160 

58.50C 

185.820 

COMMUNITY  FACILITIES 

14.250 

11,490 

28.672 

17.450 

71,862 

UTILITY  FACILITIES 

98.400 

17,810 

62.190 

85,700 

264.100 

(MEMO-NON-AOO) 

(1,700) 

(1.700) 

REAL  ESTATE 

5.400 

5.400 

AIR  POLLUTION  ABATEMENT 

1.500 

1.500 

WATER  POLLUTION  ABATEMENT 

58.740 

221.544 

280.284 

UNSPECIFIED  MINOR  CONSTRUCTION 

15,400 

5,500 

16.400 

12,508 

49.808 

PLANNING  &  DESIGN 

130,200 

72.900 

112,500 

83,168 

398.768 

BASE  REALIGNMENT  &  CLOSURE  ACCT  PART  I 

602.400 

602.400 

BASE  REALIGNMENT  t  CLOSURE  ACCT  PART  II 

1.900.936 

1.900.936 

NATO  INFRASTRUCTURE 

157.965 

157.965 

TOTAL  *** 

685,009 

354.127 

1.051.189 

2,988,417 

5.078.742 

(MEMO-NON-AOO) 

(415.610) 

(415.610) 

FACILITV-2 


F¥  1993  CONSTRUCTIW  ANNEX  TOTAL  OBLIGATIONAL  AUTHORITY  AS  ENACTED 


-—ACTIVE  FORCES— 
BY  TYPE  OF  FACILITY 


(t  THOUSANDS)  DATA  AS  OF  FEB  1994 


SUMMARY  BY  FACILITY 

ARMY 

NAVY 

AIR  FORCE 

DEF.  AGS. 

TOTAL 

OPERATIONAL  FACILITIES 

17.210 

43.870 

136.407 

3.590 

201.077 

TRAININB  FACILITIES 

12.500 

21.377 

20.096 

53.973 

MAINTENANCE  t  PRODUCTION  FACILITIES 

57.300 

28.340 

67.641 

153.281 

RAO  FACILITIES 

2.250 

1.720 

38.000 

13.300 

55.270 

(MEMO-NON-AOO) 

(147.300) 

(147.300) 

SUPPLY  FACILITIES 

30.000 

21.220 

24.100 

75.320 

(MEMO-NON-AOO) 

(16.610) 

(16.610) 

HOSPITAL  AND  MEDICAL  FACILITIES 

1.250 

104.500 

105.750 

(MEMO-NON-ADC) 

(250.000) 

(250.000) 

AOMINSTRATIVE  FACILITIES 

6.000 

7.300 

13.300 

TROOP  HOUSING  FACILITIES 

74.160 

53.160 

43.800 

171.120 

COMMUNITY  FACILITIES 

14.250 

11.490 

21.892 

17.450 

65.082 

UTILITY  FACILITIES 

98.400 

17.810 

41.700 

85.700 

243.610 

(MEMO-NON-AOO) 

(1.700) 

(1.700) 

REAL  ESTATE 

5.400 

5.400 

AIR  POLLUTION  ABATEMENT 

1.500 

1.500 

WATER  POLLUTION  ABATEMENT 

58.740 

214.344 

273.084 

UNSPECIFIED  MINOR  CONSTRUCTION 

5.500 

5.000 

7.000 

12.508 

30.008 

PLANNING  A  DESIGN 

113.300 

70.000 

92.000 

83.168 

361.468 

BASE  REALIGNMENT  A  CLOSURE  ACCT  PART  I 

602.400 

602.400 

BASE  REALIGNMENT  A  CLOSURE  ACCT  PART  II 

1.900.936 

1.900.936 

NATO  INFRASTRUC'URE 

157.965 

157.965 

*•*  TOTAL  •** 

427.870 

338.727 

715.530 

2.988.417 

4.470.544 

(MEMO-NON-AOO) 

(415.610) 

(415.610) 

FACILITV-3 


FV  1993  CONSTRUCTION  ANNEX  TOTAL  0BLI6ATI0NAL  AUTHORITY  AS  ENACTED 


SUNWRV  BY  FACILITY 

OPERATIONAL  FACILITIES 

TRAINING  FACILITIES 

MAINTENANCE  I  PRODUCTION  FACILITIES 

SUPPLY  FACILITIES 

AONINSTRATIVE  FACILITIES 

TROOP  HOUSING  FACILITIES 

COMMUNITY  FACILITIES 

UTILITY  FACILITIES 

HATER  POLLUTION  ABATEMENT 

UNSPECIFIED  MINOR  CONSTRUCTION 

PLANNING  t  DESIGN 

***  TOTAL  **• 


NATIONAL  GUARD  FORCES 
BY  TYPE  OF  FACILITY 

(t  THOUSANDS)  DATA  AS  OF  FEB  1994 


ARMY 

NAVY 

AIR  FORCE 

OEF.  AGS. 

TOTAL 

2.753 

115.489 

118.242 

141.862 

18.100 

159.962 

57.143 

79.525 

136.668 

804 

21.775 

22.579 

1.927 

1.927 

14.700 

14.700 

6.780 

6.780 

19.490 

19.490 

7.200 

7.200 

5.500 

5.000 

10.500 

5.000 

17.700 

22.700 

214.989 

305.759 

520.748 

FACILITY-4 


FV  1993  CONSTRUCTION  ANNEX  TOTAL  (»LIGAT"^L  AUTHORITY  AS  ENACTED 


—RESERVE  FORCES— 
BY  TYPE  OF  FACILITY 


SUNMARV  BY  FACILITY 

($  THOUSANDS) 
ARMY 

NAVY 

AIR  FORCE 

DATA  AS  OF  FEB  1994 
TOTAL 

OPERATIONAL  FACILITIES 

6.500 

-830 

5.670 

TRAINING  FACILITIES 

27.694 

5.500 

33.194 

MAINTENANCE  B  PRODUCTION  FACILITIES 

21.600 

21,600 

SUPPLY  FACILITIES 

1.156 

930 

2.086 

UTILITY  FACILITIES 

1.000 

1.000 

UNSPECIFIED  MINOR  CONSTRUCTION 

4.400 

500 

4.400 

9.300 

PLANNING  B  DESIGN 

8.900 

2.900 

2.800 

14.600 

***  TOTAL  *** 

42.150 

15.400 

29.900 

87.450 

FACILITY-5 


FV  1993  CONSTRUCTION  ANNEX  TOTAL  OeLIOATIONAL  AUTHORITY  AS  ENACTED 


SUWMRY  BY  FACILITY 
OPERATIONAL  FACILITIES 
TRAINING  FACILITIES 
MAINTENANCE  A  PRODUCTION  FACILITIES 
SUPPLY  FACILITIES 
AOMINSTRATIVE  FACILITIES 
TROOP  HOUSING  FACILITIES 
COMMUNITY  FACILITIES 
UTILITY  FACILITIES 
WATER  POLLUTION  ABATEMENT 
UNSPECIFIED  MINOR  CONSTRUCTION 
PLANNING  t  DESIGN 

•**  TOTAL  *** 


TOT  GUARD  AND  RESERVE 
BY  TYPE  OF  FACILITY 


($  TMMJSAMIS)  DATA  AS  OF  FEB  1994 


ARMY 

NAVY 

AIR  FORCE 

TOTAL 

2.753 

6.500 

114.659 

123.912 

169.556 

5.500 

18.100 

193.156 

57.143 

101,125 

158.268 

1.960 

22.705 

24.665 

1.927 

1.927 

14.700 

14.700 

6.780 

6.780 

20.490 

20.490 

7.200 

7.200 

9.900 

500 

9.400 

19.800 

13.900 

2.900 

20.500 

37,300 

257.139 

15.400 

335.659 

608.198 

FACILITV-6 


FY  1993  CONSTRUCTION  ANNEX  TOTAL  OBLIGATIONAL  AUTHORITY  AS  ENACTED 
—FAMILY  HOUSING— 

($  THOUSANDS)  DATA  AS  OF  FEB  1994 


SUMMARY  BY  FACILITY 

ARMY 

NAVY 

AIR  FORCE 

DEF.  AGS. 

TOTAL 

FAMILY  HOUSING  CONSTRUCTION 

160.122 

377.181 

235.084 

772.387 

FAMILY  HOUSING  DEBT 

SO 

90 

70 

210 

FAMILY  HOUSING  OPERATIONS 

1.363.520 

661.156 

927.871 

28.400 

2.980.947 

HOMEOWNERS  ASSISTANCE 

133.000 

133.000 

***  TOTAL  *•* 

1.656.692 

1.038.427 

1.163.025 

28.400 

3.886.544 

FACILITY-7 


FV  1993  MILITMV  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  ENACTED 


ACTIVE  GUARD  AND  RESERVE  FORCES 
BY  TYPE  OF  FACILITY 

(t  THOUSANDS)  DATA  AS  OF  FEB  1994 

INSTALLATION  LOCATION  PROJECT  TOTAL 


OPERATIONAL  FACILITIES 
ARMY 


FORT  KNOX 

KENTUCKY 

AIRFIELD  REVITALIZATION 

7.100 

FORT  POLK 

LOUISIANA 

AIRFIELD  SAFETY  UPGRADE 

7.400 

VARIOUS  CONUS  LOCATIONS 

CONUS  VARIOUS 

CLASSIFIED  PROJECT 

2.710 

**ARMY 

17.210 

NAVY 

SEAL  BEACH  NAVAL  WEAPONS  STATION 

CALIFORNIA 

ORDNANCE  TRANSFER  FACILITY-DBOF 

2.150 

NEW  LONDON  NAVAL  SUBMARINE  BASE 

CONNECTICUT 

SUBMARINE  ORVOOCK  PIER 

12.500 

BARKING  SANDS  PACIFIC  MISSILE  RANGE  FAC 

HAWAII 

AIRCRAFT  PARKING  APRON 

4.580 

HONOLULU  COMP&TELCOMM  AREA  MASTER  STA  EPAC 

HAWAII 

ANTENNA  SAFETY  IMPROVEMENTS 

1.400 

CORPUS  CHRISTI  NAVAL  AIR  STATION 

TEXAS 

AIRFIELD  LIGHTING  SYSTEM 

4.900 

KINGSVILLE  FLEET  SURVEILLANCE  SPT  CMO  OET 

TEXAS 

ELECTRONIC  INSTALLATION 

10.000 

NORFOLK  NAVAL  AIR  STATION 

VIRGINIA 

ORWANCE  HANDLING  FACILITY 

2.000 

NORFOLK  NAVAL  STATION 

VIRGINIA 

DREDGING 

880 

NORFOLK  NAVAL  STATION  FORT  STORY  ANNEX 

VIRGINIA 

EXPLOSIVE  ORDNANCE  DISPOSAL  TRAINING  FAC 

5.460 

“NAVY 

43.870 

AIR  FORCE 

EIELSON  AFB 

ALASKA 

AIRCRAFT  WEATHER  SHELTERS 

26.752 

EIELSON  AFB 

ALASKA 

TRAFFIC  MANAGEMENT  FACILITY  CLAIM 

500 

ELMENDORF  AFB 

ALASKA 

AIRCRAFT  WEATHER  SHELTERS.  PHASE  I 

16.000 

LIBBY  ARMY  AIR  FIELD 

ARIZONA 

UPGRADE  AIRFIELD  PAVEMENTS 

8.660 

LITTLE  ROCK  AFB 

ARKANSAS 

C-130  SQUADRON  OPERATIONS  FACILITY 

950 

LITTLE  ROCK  AFB 

ARKANSAS 

C-130  SQUADRON  OPERATIONS  FACILITY 

603 

BEALE  AFB 

CALIFORNIA 

SECURITY  POLICE  OPERATIONS 

4.350 

US  AIR  FORCE  ACADEMY 

COLORADO 

BASE  OPERATIONS  FACILITY 

1.482 

ROBINS  AFB 

GEORGIA 

JSTARS  ACFT  PARKING  APRON  6  HYDRANT 

9.000 

BARKSDALE  AFB 

LOUISIANA 

ADAL  APRON/HYDRANT  FUELING  SYSTEM  PHASE  I 

14.000 

WHITEMAN  AFB 

MISSOURI 

B-2  AOD/ALTER  COMMUNICATIONS  CENTER 

2.700 

WHITEMAN  AFB 

MISSOURI 

B-2  AIRCRAFT  APRON,  TAXIWAY,  6  CONVOY  RDS 

11.400 

WHITEMAN  AFB 

MISSOURI 

B-2  GENERAL  REDUCTION 

-30.000 

WHITEMAN  AFB 

MISSOURI 

B-2  HYDRANT  FUELING  HAROSTANDS/PITS 

9,700 

WHITEMAN  AFB 

MISSOURI 

B-2  HYDRANT  FUELING  SYSTEM 

14.200 

NELLIS  AFB 

NEVADA 

AIRCRAFT  LOADING  APRON.  PH  4 

4.050 

POPE  AFB 

NORTH  CAROLINA 

ADD  TO  AND  ALTER  AERIAL  PORT 

1.950 

POPE  AFB 

NORTH  CAROLINA 

AOD/ALTER  AIRCRAFT  OPS  &  LOGISTICS  COMP 

2.300 

POPE  AFB 

NORTH  CAROLINA 

ADD/ALTER  AIRCRAFT  OPS  AND  LOGISTICS  COMP 

2.350 

POPE  AFB 

NORTH  CAROLINA 

ALTER  LIFE  SUPPORT  FACILITY 

510 

POPE  AFB 

NORTH  CAROLINA 

FLEET  SERVICE  OPERATIONS 

950 

POPE  AFB 

NORTH  CAROLINA 

REPAIR  APRON  AND  WIDEN  R/W  PAVEMENT 

2.350 

VANCE  AFB 

OKLAHOMA 

UPGRADE  AIRFIELD  PAVEMENT 

2.350 

CHARLESTON  AFB 

SOUTH  CAROLINA 

C-17  ADAL  APRON/HYDRANT  FUELING  SYS  PH  II 

15.000 

CHARLESTON  AFB 

SOUTH  CAROLINA 

COMBAT  CONTROL  TEAM  SQUADRON  FACILITY 

2.150 

DYESS  AFB 

TEXAS 

HYDRANT  FUELING  SYSTEM  PHASE  I 

7.300 

KELLY  AFB 

TEXAS 

C-17  ADD/ALTER  INTEGRATION  SPT  FAC  (DBOF) 

4.850 

“AIR  FORCE 

136.407 

NATIONAL  SECURITY  AGENCY 

CLASSIFIED  OVERSEAS  LOCATIONS 

OVERSEAS  CLASSIFIED 

SOUTHWESTER 

3.590 

••NATIONAL  SECURITY  AGENCY 

3.590 

ARMY  NATIONAL  GUARD 

LOS  ALAMITOS  AFRC 

CALIFORNIA 

JP-4  FUEL  TANK  REPLACE 

1,553 

SALEM 

OREGON 

AASF  TAXIWAY 

1,200 

••ARMY  NATIONAL  GUARD 

2,753 

FACILITY-8 


Fy  1993  NILITARY  CONSTRUCTIOW  TOTAL  MLIGATIOHAL  AUTHORITY  AS  ENACTED 


INSTALLATION 


OPERATIONAL  FACILITIES 

AIR  NATIONAL  SUARO 
BIRMINGHAM  MAP 
KULIS  ANGB 
BUCKLEY  ANGB 
BRADLEY  FIELD 
ORANGE  ANGS 
SAVANNAH  NAP 
BOISE  AIRPORT 
BOISE  AIRPORT 
CAPITAL  MAP 
CHICAGO-OHARE  lAP 
FT  WAYNE  MAP 
DES  MOINES  MAP 
SIOUX  CITY  MAP 
SIOUX  CITY  MAP 
FORBES  FIELD 
BANGOR  lAP 
BARNES  MAP 
BARNES  MAP 
WORCESTER  ANGS 
SELFRIOGE  ANGB 
WK  KELLOGG  REGIONAL  AIRPORT 
MINN-ST  PAUL  lAP 
GULFPORT 
KEY  FIELD 
GREAT  FALLS  lAP 
LINCOLN  MAP 
MCGUIRE  AFB 
MCGUIRE  AFB 
MCGUIRE  AFB 
NIAGARA  FALLS  lAP 
ROSLYN  AIR  GUARD  STATION 
SUFFOLK  COUNTY  AIRPORT 
TOLEDO  EXPRESS  AIRPORT 
TULSA  lAP 
KINGSLEY  FIELD 
PORTLAND  lAP 
MCENTIRE 
MEMPHIS  lAP 
BURLINGTON  lAP 
VOLK  FIELD 
VOLK  FIELD 
PUERTO  RICO  lAP 
PUERTO  RICO  lAP 

**AIR  NATIONAL  GUARD 

NAVY  RESERVE 
NAS  GLENVIEW 

**NAVY  RESERVE 

AIR  FORCE  RESERVE 
DAVIS-MONTHAN  AFB 
NEW  ORLEANS  NAS 
SELFRIDGE  ANGB 
SELFRIDGE  ANGB 
YOUNGSTOWN  MAP 
CONUS  VARIOUS 

**AIR  FORCE  RESERVE 

•*  OPERATIONAL  FACILITIES 


ACTIVE  GUARD  AND  RESERVE  FORCES 
BY  TYPE  OF  FACILITY 

(i  THOUSANDS)  data  AS  OF  FEB  1994 

location  PROJECT  TOTAL 


ALABAMA 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 

SOO 

ALASKA 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 

310 

COLORADO 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 

800 

CONNECTICUT 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 

1.200 

CONNECTICUT 

REPUCE  UNDERGROUM)  FUEL  STORAGE  TANKS 

800 

GEORGIA 

REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 

740 

IDAHO 

ARM  AND  DISARM  PADS 

1.550 

IDAHO 

REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 

900 

ILLINOIS 

REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 

750 

ILLINOIS 

UPGRADE  AIRFIELD  PAVEMENTS 

5.200 

INDIANA 

RUNWAY  IMPROVEMENTS 

6.039 

IOWA 

ADO/ALTER  SQUADRON  OPERATIONS  FACILITY 

5.150 

IOWA 

ADO/ALTER  SQUADRON  OPERATIONS  FACILITY 

920 

IOWA 

REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 

1.200 

KANSAS 

JET  FUEL  STORAGE  COMPLEX 

4.500 

MAINE 

AIRFIELD  IMPROVEMENTS 

17.300 

MASSACHUSETTS 

AOAL  SQUADRON  OPERATIONS 

900 

MASSACHUSETTS 

REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 

1.100 

MASSACHUSETTS 

REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 

350 

MICHIGAN 

REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 

800 

MICHIGAN 

REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 

1.150 

MINNESOTA 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 

850 

MISSISSIPPI 

UPGRADE  APRONS 

10.800 

MISSISSIPPI 

ADD  TO  AND  ALTER  SQUADRON  OPERATIONS  FAC 

930 

MONTANA 

CONSTRUCT  ARM/DEARM  PADS 

1.000 

NEBRASKA 

SQUADRON  OPERATIONS  FACILITY 

3.100 

NEW  JERSEY 

AIRCRAFT  PARKING  APRON 

8.700 

NEW  JERSEY 

FUEL  SYSTEMS  MAINTENANCE  DOCK 

4.400 

NEW  JERSEY 

JET  FUEL  OPERATING  STORAGE  AND  DISTRIB  SYS 

4.600 

NEW  YORK 

AIRCRAFT  PARKING  APRON 

7.000 

NEW  YORK 

REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 

450 

NEW  YORK 

REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 

1.750 

OHIO 

ADO/ALTER  SQUADRON  OPERATIONS  FACILITY 

1.300 

OKUHOMA 

AOO/ALTER  SQUADRON  OPERATIONS  FACILITY 

1,350 

OREGON 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 

l.OOO 

OREGON 

REPUCE  underground  FUEL  STORAGE  TANKS 

700 

SOUTH  CAROLINA 

JET  FUEL  STORAGE  COMPLEX 

3.300 

TENNESSEE 

REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 

1.100 

VERMONT 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 

800 

WISCONSIN 

COMPOSITE  RAPCON  CENTER/COMMUNICATIONS  FA 

2.600 

WISCONSIN 

REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 

1.000 

PUERTO  RICO 

ADO  TO  AIRCRAFT  PARKING  APRON 

3.800 

PUERTO  RICO 

COMPOSITE  SQUADRON  OPERATIONS  FACILITY 

2.800 

115.489 

ILLINOIS 

FUEL  FARM  MODS 

6.500 

6.500 

ARIZONA 

ADD/ALTER  AIRCRAFT  MAINTENANCE  FACILITY 

1.500 

LOUISIANA 

SOUND  SUPPRESSOR 

1.100 

MICHIGAN 

ALTER  FACILITIES  FOR  CONVERSION 

1.050 

MICHIGAN 

HYDRANT  FUEL  SYSTEM 

2.500 

OHIO 

C-130  MAINTENANCE  HANGAR 

4.500 

CONUS  VARIOUS 

GENERAL  REDUCTION 

-11.480 

-830 


324.989 


FACrLlTY-9 


FY  1993  NUITMtV  CONSTRUCTION  TOTAL  OOLIGATIONAL  AUTHORITY  AS  ENACTED 

ACTIVE  GUARD  AND  RESERVE  FORaS 
BY  TYPE  OF  FACILITY 

(t  THOUSANDS)  DATA  AS  OF  FEB  1994 

INSTALLATION  LOCATION  PROJECT  TOTAL 


TRAINING  FACILITIES 

ARMY 


FORT  MCCLELLAN 

ALABAMA 

GENERAL  INSTRUCTION  BUILDING 

2.050 

FT  J  M  WAINHRI6HT 

ALASKA 

AUTOMATED  RECORD  FIRE  RANGE 

4.550 

FORT  DRUM 

NEW  YORK 

MILITARY  OPERATIONS  ON  URBANIZED  TERRAIN 

5.900 

**ARMY 

12.500 

NAVY 

CAMP  PENDLETON  MARINE  CORPS  BASE 

CALIFORNIA 

CAMP  PENDLETON  FLOOD 

3.000 

GULFPORT  NAVAL  CONSTRUCTION  TRAINING  CTR 

MISSISSIPPI 

APPLIED  INSTRUCTION  BUILDING 

4.650 

NORFOU  NAVYGMRINE  CORPS  INTELL  TRNG  CTR 

VIRGINIA 

APPLIED  INSTRUCTION  BUILDING  ADDITION 

13.727 

**NAVY 

21.377 

AIR  FORCE 

BROOKS  AFB 

TEXAS 

CONSOLIDATED  ACADEMIC  COMPLEX 

8.556 

FAIRCHILD  AFB 

WASHINGTON 

FIRE  TRAINING  FACILITY 

960 

MCCHORD  AFB 

WASHINGTON 

C-141  ADO/ALTER  FLIGHT  SIMULATOR  FAC 

1.560 

ANDERSEN  AFB 

GUAM 

SOLID  WASTE  MANAGEMENT  COMPLEX 

9.000 

"AIR  FORCE 

20.096 

ARMY  NATIONAL  GUARD 

TUSCALOOSA 

ALABAMA 

ARMORY 

2.273 

UNION  SPRINGS 

ALABAMA 

ARMORY 

800 

LAKEPORT 

CALIFORNIA 

ARMORY 

1.580 

CAMP  BLANOING 

FLORIDA 

RANGE.  MOUT-CFT 

2.450 

CAMP  BLANOING 

FLORIDA 

TRNG  SITE.  BOO/BEO 

958 

JACKSONVILLE 

Florida 

ARMORY  ADD 

1.480 

JACKSONVILLE-CRAIG  FIELD 

FLORIDA 

ARMORY  ADO/ALT 

1.682 

BARNESVILLE 

GEORGIA 

ARMORY  ALT/ACQ 

350 

MOLOKAI 

HAWAII 

ARMORY 

1.050 

WAHIAWA 

HAWAII 

ARMORY 

4.300 

FORT  WAYNE 

INDIANA 

ARMORY 

3.400 

CAMP  DODGE 

IOWA 

TRNG  SITE.  BN  COMPLEX.  PH  I 

4.600 

GREAT  BEND 

KANSAS 

ARMORY 

1.600 

AMITE 

LOUISIANA 

ARMORY.  GO-PERSON 

1.300 

CAMP  BEAUREGARD 

LOUISIANA 

TRNG  SITE.  RENOV  BARRACKS 

400 

CAMP  EDWARDS 

MASSACHUSETTS 

TRNG  SITE  FUEL  DISP  FACIL 

500 

CAMP  RIPLEY 

MINNESOTA 

TRNG  SITE.  UTIL  SYS  RENOV 

5.400 

CAMP  MC  CAIN 

MISSISSIPPI 

DEFENSE  ACCESS  ROAD 

19.000 

CAMP  SHELBY 

MISSISSIPPI 

RANGE.  MRF  11 

600 

CAMP  SHELBY 

MISSISSIPPI 

RANGE.  MRF  #2 

675 

CAMP  SHELBY 

MISSISSIPPI 

RANGE.  MULTIPURPOSE 

4.000 

FORT  CROWDER 

MISSOURI 

TRNG  SITE.  ADMIN/CLASSROOM 

421 

WHITEMAN  AFB 

MISSOURI 

ARMORY 

2.400 

LAS  VEGAS  (CLARK  COUNTY) 

NEVADA 

ARMORY 

4.100 

FT  OIX 

NEW  JERSEY 

ARMORY  ADD/ALT 

5.205 

CLAYTON 

NEW  MEXICO 

ARMORY 

1.400 

ROSWELL 

NEW  MEXICO 

TRNG  SITE.  BKS/AOMIN  REHAB 

3.000 

SPRINGER 

NEW  MEXICO 

ARMORY 

1.209 

FAYETTEVILLE 

NORTH  CAROLINA 

ARMORY 

1.284 

MEDINA 

OHIO 

ARMORY  REHAB 

1.000 

RAVENNA 

OHIO 

RANGE.  TANK  TABLE  IV 

400 

CAMP  GRUBER 

OKLAHOMA 

RANGE.  MOUT-CTF 

1.954 

CAMP  WITHYCOMBE 

OREGON 

RANGE  50  METER 

1.500 

LA  GRANDE 

OREGON 

ARMORY  ADO 

3.049 

INDIANA 

PENNSYLVANIA 

ARMORY 

1.700 

FORT  INOIANTOWN  GAP 

PENNSYLVANIA 

ARMRY 

7.500 

NORTH  KINGSTON 

RHODE  ISLAND 

ARMORY  ADD 

3.300 

FACILITV-10 


FY  1993  MILITARY  CONSTRUCTION  TOTAL  0BLI6ATI0NAL  AUTHORITY  AS  ENACTED 


ACTIVE  GUARD  AND  RESERVE  FORCES 
BY  TYPE  Of  FACILITY 

($  THOUSAM3S)  DATA  AS  OF  FEB  1994 

INSTALLATION  LOCATION  PROJECT  TOTAL 


TRAINING  FACILITIES 

ARMY  NATIONAL  GUARD 

FOUNTAIN  INN 

SOUTH  CAROLINA 

HAWK  TRAINING  PARK 

748 

GAFFNEY 

SOUTH  CAROLINA 

ARMORY 

1.2(K) 

PICKENS 

SOUTH  CAROLINA 

HAWK  TRAINING  PARK 

775 

WARE  SHOALS/HODGES 

SOUTH  CAROLINA 

HAWK  TRAINING  PARK 

578 

FORT  MEADE 

SOUTH  DAKOTA 

TRNG  SITE.  AOMIN  BLOG  RENOV 

805 

OUNLAP 

TENNESSEE 

ARMORY 

790 

ERIN 

TENNESSEE 

ARMORY 

850 

MONTEAGLE/TRACY  CITY 

TENNESSEE 

ARMORY 

790 

GREENVILLE 

TEXAS 

ARMORY 

1,200 

KILGORE 

TEXAS 

ARMORY 

660 

LUBBOCK 

TEXAS 

ARMED  FORCES  RESERVE  CENTER 

7,937 

MEXIA 

TEXAS 

ARMORY 

566 

SAN  ANGELO  (GOOOFELLOW  AFB) 

TEXAS 

ARMORY 

1,767 

STEPHENVILLE 

TEXAS 

ARMORY  ADD/ALT 

590 

BLANOING 

UTAH 

ARMORY 

1.150 

ST  GEORGE 

UTAH 

ARMORY 

2.898 

RICHLANOS 

VIRGINIA 

ARMORY/ORGAN  MAINT  SHOP 

2.137 

BUCKLEY 

WASHINGTON 

ARMORY 

1.575 

GRANDVIEW 

WASHINGTON 

ARMORY.  lOO-PERSON 

1.500 

MOSES  LAKE 

WASHINGTON 

ARMORY 

1.675 

MARSHFIELD 

WISCONSIN 

ARMORY 

2.030 

FORT  MC  COY 

WISCONSIN 

MILITARY  EDUCATION  FACIL 

10.712 

CAMP  GUERNSEY 

WYOMING 

TRNG  SITE.  BARRACKS.  PH  II 

1.109 

••ARMY  NATIONAL  GUARD 

141.862 

AIR  NATIONAL  GUARD 

BARKING  SANDS 

HAWAII 

FORWARD  AIR  CONTROL  POINT  FACILITIES 

8.500 

STANDIFORD  FIELD 

KENTUCKY 

RELOCATION  PH  III  COMPOSITE  SUPPORT  FAC 

5.000 

OTIS  ANGB 

MASSACHUSETTS 

MEDICAL  TRAINING  FACILITY 

1.600 

i  8AOIN  ANGS 

NORTH  CAROLINA 

COMMUNICATIONS-ELECTRONICS  TRAINING  FAC 

3.000 

1  ••AIR  NATIONAL  GUARD 

18.100 

^  ARMY  RESERVE 

BECKLEY 

WEST  VIRGINIA 

USARC/OMS 

603 

BLUEFIELD 

WEST  VIRGINIA 

ADO/ALT  USARC/OMS 

1,921 

CLARKSBURG 

WEST  VIRGINIA 

USARC/OMS 

4.202 

ELKINS 

WEST  VIRGINIA 

USARC/OMS 

1.074 

GRANTSVILLE 

WEST  VIRGINIA 

USARC/OMS 

2.785 

JANE  LEW 

WEST  VIRGINIA 

USARC 

1.566 

KINGWOOO 

WEST  VIRGINIA 

USARC 

1.374 

LEWISBURG 

WEST  VIRGINIA 

USARC/OMS 

1.631 

MORGANTOWN 

WEST  VIRGINIA 

USARC/OMS 

1.360 

RAINELLE 

WEST  VIRGINIA 

USARC/OMS 

889 

WHEELING 

WEST  VIRGINIA 

USARC/OMS/AMSA 

6.808 

WIERTON 

WEST  VIRGINIA 

USARC/OMS 

3.481 

••ARMY  RESERVE 

27.694 

NAVY  RESERVE 

DOBBINS  AFB 

GEORGIA 

MCRC  REPLACEMENT 

5.500 

••NAVY  RESERVE 

5.500 

••  TRAINING  FACILITIES 

247.129 

MAINTENANCE  i  PRODUCTION  FACILITIES 

ARMY 

FORT  MCCLELLAN 

ALABAMA 

VEHICLE  MAINTENANCE  SHOP 

1.350 

1 

FACILITY-l! 

FV  1993  NILirMV  CONSTRUCTION  TOTAL  0SLI6ATI0NAL  AUTHORITY  AS  EIMCTEO 

ACTIVE  GUARD  AND  RESERVE  FORCES 
BY  TYPE  OF  FACILITY 


INSTALLATION 

(t  THOUSANDS) 
LOCATION 

DATA  AS  OF 

PROJECT 

FEB  1994 

TOTAL 

NAINTENANCE  t  PRODUCTION  FACILITIES 

ARMY 

PINE  BLUFF  ARSENAL 

ARKANSAS 

AMMUNITION  DEMILITARIZATION  SUPPORT  FAC 

15.000 

SIERRA  ARMY  DEPOT 

CALIFORNIA 

AMMUNITION  SURVEILLANCE  FACILITY-DBOF 

2.450 

FITZS IRONS  ARMY  MEDICAL  CENTER 

COLORADO 

FACILITIES  ENGINEER  SHOPS 

6.000 

FORT  GORDON 

GEORGIA 

MAINTENANCE  FACILITY 

10.000 

FT  STEWART/HUNTER  AAF 

GEORGIA 

TACTICAL  EQUIPMENT  SHOP 

5.400 

FORT  BRAGG 

NORTH  CAROLINA 

MAIN  LIBRARY/REFERENCE  CENTER 

5.500 

CORPUS  CHRISTI  ARMY  DEPOT 

TEXAS 

METAL  FINISHING  FACILITY 

11.600 

•*ARMY 

57.300 

NAVY 

LEMOORE  NAVAL  AIR  STATION 

CALIFORNIA 

BATTERY  SHOP 

680 

CRANE  NAVAL  SURFACE  WARFARE  CENTER  OIV 

INDIANA 

MICROWAVE  COMPONENTS  FACILITY 

6.000 

INDIAN  HEAD  NAVAL  SURFACE  WARFARE  CTR  DIV 

MARYLAND 

MANUFACTURING  AND  REWORK  FACILITY 

5.300 

KINGSVILLE  NAVAL  AIR  STATION 

TEXAS 

CORROSION  CONTROL  HANGAR 

10.120 

OCEANA  NAVAL  AIR  STATION 

VIRGINIA 

AVIONICS  SHOP  ADDITION 

2.360 

OCEANA  NAVAL  AIR  STATION 

VIRGINIA 

REFUEL  VEHICLE  SHOP 

830 

BANGOR  TRIDENT  REFIT  FACILITY 

WASHINGTON 

CAISSON  MOORING  PLATFORM 

1.550 

BREMERTON  PUGET  SOUND  NAVAL  SHIPYARD 

WASHINGTON 

ABRASIVE  BLAST  MATERIAL  HANDLING  FAC-OBOF 

1.500 

•*NAVY 

28.340 

AIR  FORCE 

MCCLELLAN  AFB 

CALIFORNIA 

RENOVATE  DEPOT  PLATING  SHOP 

7.000 

BOLLING  AFB 

DISTRICT  OF  COLUMBIA 

BASE  ENGINEERING  COMPLEX 

9.400 

MOODY  AFB 

GEORGIA 

C-130  FUEL  CELL  NOSE  DOCK 

3.600 

WHITEMAN  AFB 

MISSOURI 

B-2  AIRCRAFT  MAINTENANCE  DOCKS 

14.000 

WHITEMAN  AFB 

MISSOURI 

B-2  AIRCRAFT  MAINTENANCE  DOCKS 

14.000 

POPE  AFB 

NORTH  CAROLINA 

SOUND  SUPPRESSOR  SUPPORT 

662 

CHARLESTON  AFB 

SOUTH  CAROLINA 

C-17  ADO/ALTER  REGIONAL  MAINT  COMPLEX 

7.200 

CHARLESTON  AFB 

SOUTH  CAROLINA 

C-17  AIRCRAFT  MAINTENANCE  FACILITY 

4.000 

UUGHLIN  AFB 

TEXAS 

T-1  SPECIALIZED  UPT  MAINTENANCE  SUPPORT 

5.200 

SHEPPARD  AFB 

TEXAS 

ENJJPT  COVERED  AGE  MAINT  FAC 

475 

HILL  AFB 

UTAH 

ACM  AOO/ALTER  NDl  FACILITY 

1.254 

HILL  AFB 

UTAH 

ENGINE  TEST  CELL  SUPPORT  FACILITY 

850 

**AIR  FORCE 

67.641 

ARMY  NATIONAL  GUARD 

MONTGOMERY 

ALABAMA 

AVN  POL  JOINT  USE.  ANG  DESIGN 

400 

ONEONTA 

ALABAMA 

ORGANIZATIONAL  MAINTENANCE  SHOP 

461 

FORT  RUCKER 

ALABAMA 

UTES  ADO/ALT 

1.000 

MARANA 

ARIZONA 

AVN  PICHACO  PEAK  STAGEFIELO 

3.041 

FRESNO 

CALIFORNIA 

AVCRAD  MOO/HELIPADS 

901 

jacksonville-craig  field 

FLORIDA 

ORGAN  MAINT  SHOP  ADO/ALT 

368 

FORT  WA'  Jtt 

INDIANA 

ORGANIZATIONAL  MAINTENANCE  SHOP 

800 

CAMP  DODGE 

IOWA 

TRNG  SITE.  EQUIP  MAINT  SHOP  ADD/ALT 

2.687 

OTTAWA 

KANSAS 

ORGANIZATIONAL  MAINT  SHOP  ADO/ALT 

397 

LAFAYETTE 

LOUISIANA 

ORGANIZATIONAL  MAINT  SHOP 

750 

CAMP  RIPLEY 

MINNESOTA 

COMBINED  SUPPORT  MAINT  SHOP.  PH  I 

7.100 

NEW  BRIGHTON 

MINNESOTA 

ORGANIZATIONAL  MAINT  SHOP 

1.200 

CAMP  SHELBY 

MISSISSIPPI 

COMBINED  SUPPORT  MAINT  SHOP 

5.400 

MERIDIAN  (KEY  FIELD) 

MISSISSIPPI 

AASF  ALT/ADD 

1.900 

LAS  VEGAS  (CLARK  COUNTY) 

NEVADA 

COMBINED  SUPPORT  MAINT  SHOP 

1.854 

LAS  VEGAS  (CLARK  COUNTY) 

NEVADA 

ORGANIZATIONAL  MAINT  SHOP 

1.358 

NORMAN 

OKLAHOMA 

CSMS/OMS/USPFO  (OPS  FACIL)  PH  I 

7.629 

LA  GRANDE 

OREGON 

ORGANIZATIONAL  MAINT  SHOP 

1.220 

CAMP  RAPID 

SOUTH  DAKOTA 

CSMS2 

2.600 

SMYRNA 

TENNESSEE 

AASF  OPS  FACIL  REHAB 

2.600 

fACiLiry-12 


FV  1993  MILITARY  COMSTRIXTIOM  TOTAL  OBLIGATIOMAL  AUTHORITY  AS  ENACTED 


INSTALLATION 


ACTIVE  GUARD  AND  RESERVE  FORCES 
BY  TYPE  OF  FACILITY 

(S  THOUSANDS)  DATA  AS  OF  FEB  1994 

LOCATION  PROJECT  TOTAL 


MAINTENANCE  1  PRODUCTION  FACILITIES 

ARMY  NATIONAL  GUARD 

SMYRNA 

TENNESSEE 

CAMP  BOWIE 

TEXAS 

LUBBOCK 

TEXAS 

ST  GEORGE 

UTAH 

CLARKSBURG/BRIOGEPORT 

WEST  VIRGINIA 

**ARMY  NATIONAL  GUARD 

AIR  NATIONAL  GUARD 

BIRMINGHAM  MAP 

ALABAMA 

EIELSON  AFB 

ALASKA 

GREATER  PEORIA  AIRPORT 

ILLINOIS 

GREATER  PEORIA  AIRPORT 

ILLINOIS 

SIOUX  CITY  MAP 

IOWA 

BARNES  MAP 

MASSACHUSETTS 

BARNES  MAP 

MASSACHUSETTS 

BARNES  MAP 

MASSACHUSETTS 

BARNES  MAP 

MASSACHUSETTS 

ALLEN  C  THOMPSON  FIELD 

MISSISSIPPI 

GREAT  FALLS  lAP 

MONTANA 

GREAT  FALLS  lAP 

MONTANA 

LINCOLN  MAP 

NEBRASKA 

MCGUIRE  AFB 

NEW  JERSEY 

NIAGARA  FALLS  lAP 

NEW  YORK 

NIAGARA  FALLS  lAP 

NEW  YORK 

NIAGARA  FALLS  lAP 

NEW  YORK 

HECTOR  FIELD 

NORTH  DAKOTA 

SPRINGFIELD  MAP 

OHIO 

TOLEDO  EXPRESS  AIRPORT 

OHIO 

TOLEDO  EXPRESS  AIRPORT 

OHIO 

TOLEDO  EXPRESS  AIRPORT 

OHIO 

TULSA  lAP 

OKLAHOMA 

TULSA  lAP 

OKLAHOMA 

PORTLAND  lAP 

OREGON 

PORTLAND  lAP 

OREGON 

JOE  FOSS  FIELD 

SOUTH  DAKOTA 

ELLINGTON  FIELD 

TEXAS 

KELLY  AFB 

TEXAS 

NEDERLAND 

TEXAS 

SALT  LAKE  CITY  lAP 

UTAH 

TRUAX  FIELD 

WISCONSIN 

TRUAX  FIELD 

WISCONSIN 

**AIR  NATIONAL  GUARD 

AIR  FORCE  RESERVE 

PETERSON  AFB 

COLORADO 

CHICAGO-OHARE  lAP 

ILLINOIS 

NEW  ORLEANS  NAS 

LOUISIANA 

NEW  ORLEANS  NAS 

LOUISIANA 

NEW  ORLEANS  NAS 

LOUISIANA 

SELFRIDGE  ANGB 

MICHIGAN 

YOUNGSTOWN  HAP 

OHIO 

WILLOW  GROVE  ARF 

PENNSYLVANIA 

WILLOW  GROVE  ARF 

PENNSYLVANIA 

HILL  AFB 

UTAH 

BILLY  MITCHELL  FIELD 

WISCONSIN 

**AIR  FORCE  RESERVE 

*•  MAINTENANCE  t  PRODUCTION  FACILITIES 


COMBINED  SUPPORT  MAINT  SHOP  S.400 
UNIT  TRN  EQUIPMENT  SITE  1.319 
ORGANIZATIONAL  MAINT  SHOP  696 
ORGANIZATIONAL  MAINT  SUBSHOP  662 
EAATS  FIXED  WING  HANGAR  6.600 


57.143 


VEHICLE  MAINTENANCE  COMPLEX  2.300 
COMPOSITE  VEHICLE  MAINTENANCE  SHOP  4.500 
BASE  CIVIL  ENGINEER  MAINTENANCE  SHOPS  2.200 
VEHICLE  MAINTENANCE  COMPLEX  2.200 
ADAL  FUEL  CELL  CORROSION  CONTROL  DOCK  1.850 
AOAL  AVIONICS  AND  WEAPONS  RELEASE  SHOPS  1,600 
ADAL  F-16  ENGINE  SHOP  800 
AOAL  FUEL  CELL  AND  CORROSION  CONTROL  FAC  1.400 
MUNITIONS  MAINTENANCE  AND  STORAGE  COMPLEX  3.660 
AOAL  VEHICLE  MAINTENANCE  FACILITY  1.300 
AOO/ALTER  AIRCRAFT  SUPPORT  EQUIP  SHOP  600 
AOO/ALTER  WEAPONS  RELEASE  SHOP  800 
FUEL  SYSTEMS  MAINTENANCE  DOCK  4,675 
COMPOSITE  MAINTENANCE  HANGAR  9.700 
ALTER  AIRCRAFT  MAINTENANCE  SHOPS  3.000 
FUEL  SYSTEM  MAINTENANCE  DOCK  3.700 
MAINTENANCE  HANGAR  4.760 
VEHICLE  MAINTENANCE  FACILITY  2.600 
F-16  AIRCRAFT  ENGINE  SHOP  1.700 
AOAL  AVIONICS  SHOP/ECM/WEAPONS  RELEASE  080 
AOAL  FUEL  SYSTEMS  t  CORROSION  CNTRL  DOCK  1.300 
AIRCRAFT  ENGINE  SHOP  1.700 
ADO  TO  AND  ALTER  ENGINE  SHOP  400 
AIRCRAFT  ORGANIZATIONAL  MAINTENANCE  430 
AIRCRAFT  MAINT  HANGAR/SITE  IMPROVEMENTS  6.151 
ALTER  BASE  CIVIL  ENGINEERS  FACILITY  1.389 
MUNITIONS  MAINTENANCE  STORAGE  COMPLEX  3.000 
AOO/ALTER  MAINTENANCE  HANGAR  1.700 
BASE  CIVIL  ENGINEERS  MAINTENANCE  FACILITY  2.050 
VEHICLE  MAINTENANCE  FACILITY  1.200 
BASE  CIVIL  ENGINEERS  MAINTENANCE  COMPLEX  1.850 
AOAL  FUEL  SYSTEMS  MAINTENANCE  DOCK  2.000 
UPGRADE  MAINTENANCE  HANGAR  2.250 


79.525 


AVIONICS  FACILITY  1.300 
AGE  SHOP  1,700 
AOO/ALTER  FACILITIES  FOR  CONVERSION  2.300 
AIRCRAFT  ENGINE  &  INSPECTION  SHOP  2.600 
AVIONICS  FACILITY  2.300 
ADO/ALTER  FUEL  MAINTENANCE  HANGAR  2.400 
AERIAL  SPRAY  MISSION  FACILITY  2.000 
ALTER  AGE/AVIONICS  FACILITY  1.700 
ENGINE  INSPECTION  &’  REPAIR  FACILITY  1,800 
CORRISION  CONTROL  FACILITY  1.000 
ACQUIRE  HANGAR  2,500 


21,600 

311.549 
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FV  1993  MILITARY  COMSTRUCTIOM  TOTAL  09LI6AT10NAL  AUTHORITY  AS  EMACTEO 


DATA  AS  OF  FE8  1994 

TOTAL 

RIO  FACILITIES  ■  . 

ARMY 


INSTALLATION 


bUARO  ANC  RESERVE  FORCES 
BY  TYPE  OF  FACILITY 
($  THOUSANDS) 

LOCATION  PROJECT 


PICATINNY  ARSENAL 
**ARMY 
NAVY 

PATUXENT  RIVER  NAVAL  AIR  STATION 

**NAVV 

AIR  FORCE 
CAPE  CANAVERAL  AFS 
E6LIN  AFB 

**AIR  FORCE 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 
WALTER  REED  ARMY  MEDICAL  CENTER 

WALTER  REED  ARMY  MEDICAL  CENTER 


NEW  JERSEY  PROPELLANT  SURVEILLANCE  FACILITY  2.250 

2.250 

FWIYLANO  advanced  SYSTEM  INTEGRATION  FAC  (PHASE  0  1.720 

1.720 

FLORIDA  CENTAUR  PROCESSING  BUILDING  33  000 

FLORIDA  RENOVATE  CLIMATIC  TEST  CHAMBER.  PHASE  I  5^000 

38.000 


DISTRICT  OF  COLUMBIA  ARMY  INSTITUTE  OF  RESEARCH  PHASE  I 

(MEMO-NON-ADO)  (147.300) 

DISTRICT  OF  COLUMBIA  ARMY  INSTITUTE  OF  RESEARCH  PHASE  I  13  300 


••DEFENSE  MEDICAL  SUPPORT  ACTIVITY 
(MEMO-NON-ADO) 


13.300 

(147.300) 


••  RIO  FACILITIES 
(MEMO-NON-ADO) 


55.270 

(147.300) 


SUPPLY  FACILITIES 

ARMY 

FORT  MCCLELLAN 
FORT  DRUM 

LETTCRKENNY  ARMY  DEPOT 
CORPUS  CHRISTI  ARMY  DEPOT 
RED  RIVER  ARMY  DEPOT 

••ARMY 


ALABAMA  AMMUNITION  STORAGE 

NEW  YORK  GENERAL  PURPOSE  WAREHOUSE 

PENNSYLVANIA  HAZARDOUS  MATERIAL  WAREHOUSE  -  D80F 

TEXAS  CONTROLLED  HUMIDITY  WAREHOUSE 

TEXAS  HAZARDOUS  MATERIAL  STORAGE  FAC  -  DBOF 


NAVY 

PORT  HUENEME  NAVAL  CONSTR  BATTALION  CTR  CALIFORNIA 

PEARL  HARBOR  FLEET  I  INDUS  SUPPLY  CENTER  HAWAII 

CAMP  LEJEUNE  MARINE  CORPS  BASE  NORTH  CAROLINA 

NEWPORT  NAVAL  EDUCATION  I  TRAINING  CENTER  RHODE  ISLAND 
NORFOLK  FLEET  &  INDUSTRIAL  SUPPLY  CENTER  VIRGINIA 

••NAVY 


HAZARDOUS  AND  FLAMMABLE  STOREHOUSE 
HAZARDOUS  AND  FLAMMABLE  STOREHOUSE -OBOF 
ORGANIC  EQUIPMENT  STORAGE  FACILITY 
HAZARDOUS  AND  FLAMMABLE  STOREHOUSE 
COLD  STORAGE  WAREHOUSE-DBOF 


AIR  FORCE 
NAVAJO  ARMY  DEPOT 
WHITEMAN  AFB 
OFFUn  AFB 
POPE  AFB 
POPE  AFB 

WRIGHT-PATTERSON  AFB 
••AIR  FORCE 


ARIZONA  MINUTEMAN  FACILITIES 

MISSOURI  B-2  weapons  STORAGE  FACILITIES 

NEBRASKA  HAZARDOUS  MATERIALS  STORAGE  FACILITY 

NORTH  CAROLINA  AIRCRAFT  PARTS  WAREHOUSES 

NORTH  CAROLINA  MUNITIONS  STORAGE  COMPLEX 

OHIO  HAZARDOUS  MATERIALS  STORAGE  FACILITY 


DEFENSE  LOGISTICS  AGENCY 

DEF  REUTILIZATION  &  MKTR  OFC  MARCH  AFB  CALIFORNIA  ORMO  RELOCATION 

(MEMO-NON-ADO) 


2.500 

8.900 

5.400 

9.600 

3.600 


30.000 


5.300 

1.300 
1.680 

540 

12,400 


21.220 


3.900 

6.400 

1,350 

2,450 

4.300 

5.700 


24.100 


(630) 
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FY  1993  MILITARY  CONSTRUCTION  TOTAL  OSLIGA'^IONAL  AUTHORITY  AS  ENACTED 


ACTIVE  GUARD  AND  RESERVE 

FORCES 

BY  TYPE  OF  FACILITY 

(t  THCNJSANOS) 

DATA  AS  OF  FEB 

1994 

INSTALLATION 

LOCATION 

PROJECT 

TOTAL 

SUPPLY  FACILITIES 

DEFENSE  LOGISTICS  AGENCY 

DEFENSE  GENERAL  SUPPLY  CENTER 

VIRGINIA 

ALTER  HAZARDOUS  MATERIAL  WAREHOUSE 

(MEMO-NON-AOO) 

(2.900) 

DEFENSE  GENERAL  SUPPLY  CENTER 

VIRGINIA 

SHEDS  FOR  OIL  STORAGE 

(MEMO-NON-AOO) 

(9,500) 

VARIOUS  LOCATIONS 

WORLDWIDE  VARIOUS 

CONFORMING  STORAGE  FACILITIES 

(MEMO-NON-AOO) 

(3,580) 

••DEFENSE  LOGISTICS  AGENCY 

(MEMO-NON-AOO) 

(16.610) 

ARMY  NATIONAL  GUARD 

CULLMAN 

ALABAMA 

DAS-3  BLDG  ACQUISITION 

400 

LAS  VEGAS  (CLARK  COUNTY) 

NEVADA 

USPFO  WAREHOUSE 

178 

MARSHFIELD 

WISCONSIN 

MOTOR  VEHICLE  STG  BLDG 

226 

••ARMY  NATIONAL  GUARD 

804 

AIR  NATIONAL  GUARD 

LINCOLN  MAP 

NEBRASKA 

ALTER  SUPPLY  AND  TELECOM  FACILITY 

2.400 

NIAGARA  FALLS  lAP 

NEW  YORK 

JET  FUEL  STORAGE  COMPLEX 

5.100 

SUFFOU  COUNTY  AIRf 

NEW  YORK 

JET  FUEL  STORAGE  COMPLEX 

3.700 

MANSFIELD  LAHM  AIRPOKi 

OHIO 

JET  FUEL  STORAGE  COMPLEX 

3.750 

KINGSLEY  FIELD 

OREGON 

BASE  SUPPLY  WAREHOUSE 

2.575 

DALLAS  NAS 

TEXAS 

BASE  SUPPLY  WAREHOUSE 

4,250 

••AIR  NATIONAL  GUARD 

21.775 

ARMY  RESERVE 

CLARKSBURG 

WEST  VIRGINIA 

AREA  MNT  SPT  ACTIVITY 

1,156 

••ARMY  RESERVE 

1.156 

AIR  FORCE  RESERVE 

DAVIS-MONTHAN  AFB 

ARIZONA 

MUNITIONS  MAINTENANCE  FACILITIES 

930 

••AIR  FORCE  RESERVE 

930 

•*  SUPPLY  FACILITIES 

99,985 

(MEMO-NON-ADO) 

(16.610) 

HOSPITAL  AND  MEDICAL  FACILITIES 

AIR  FORCE 

LITTLE  ROCK  AFB 

ARKANSAS 

AEROMEDICAL  STAGING  FACILITY 

1.250 

••AIR  FORCE 

1.250 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 

ELMENOORF  AIR  FORCE  BASE 

ALASKA 

HOSPITAL  REPLACEMENT  PHASE  I 

15,000 

BEALE  AFB 

CALIFORNIA 

LIFE  SAFETY  UPGRADE 

3.500 

MARCH  AFB 

CALIFORNIA 

CMF  AOO/ALT  LSU/UTILITIES 

18.000 

FITZSIMONS  ARMY  MED  CTR 

COLORADO 

HOSPITAL  REPLACEMENT  PHASE  I  (SITE  PREP) 

2.000 

FORT  LEONARD  WOOD 

MISSOURI 

TROOP  MEDICAL  CLINIC 

3.000 

FORT  BRAGG 

NORTH  CAROLINA 

HOSPITAL  ADO/ALT  PHASE  I 

10.000 

FORT  BRAGG 

NORTH  CAROLINA 

HOSPITAL  REPLACEMENT 

(MEMO-NON-ADO) 

(250.000) 

MILLINGTON  NAVAL  AIR  STATION 

TENNESSEE 

HOSPITAL  LIFE  SAFETY/SEISMIC  UPGRADE  PH  I 

10.000 

FORT  SAM  HOUSTON 

TEXAS 

HOSPITAL  REPLACEMENT  PHASE  VI 

27.000 

PORTSMOUTH  NAVAL  HOSPITAL 

VIRGINIA 

HOSPITAL  REPLACEMENT  PHASE  IV 

16.000 

••DEFENSE  MEDICAL  SUPPORT  ACTIVITY 

104.500 

(MEMO-NON-AOO) 

(250.000) 

••  HOSPITAL  AND  MEDICAL  FACILITIES 

105.750 

(MEMO-NON-AOO) 

(250,000) 

FACILITY-15 


FY  1993  MILITARY  CONSTRUCTION  TOTAL  0SLI6ATI0NAL  AUTHORITY  AS  ENACTED 

ACTIVE  GUARD  AND  RESERVE  FORCES 
BY  TYPE  OF  FACILITY 

($  THOUSANDS)  DATA  AS  OF  FEB  1994 

INSTALLATION  LOCATION  PROJECT  TOTAL 


AONINSTRATIVE  FACILITIES 
NAVY 


CAMP  LEJEUNE  MARINE  CORPS  BASE 

NORTH  CAROLINA 

AIR  CONTROL  OPERATIONS  FACILITY 

3.000 

VARIOUS  LOCATIONS 

WORLDWIDE  VARIOUS 

HOST  NATION  INFRASTRUCTURE  SUPPORT 

3.000 

••NAVY 

6.000 

AIR  FORCE 

ALTUS  AFB 

OKLAHOMA 

CONSOLIDATED  SUPPORT  CENTER 

7.300 

••AIR  FORCE 

7.300 

ARMY  NATIONAL  GUARD 

BARRIGAOA 

GUAM 

USPFO  OFFICE/WAREHOUSE 

1.92? 

••ARMY  NATIONAL  GUARD 

1.927 

••  ACMINSTRATIVE  FACILITIES 

15.227 

TROOP  HOUSING  FACILITIES 

ARMY 

FORT  MCPHERSON 

GEORGIA 

BARRACKS 

10.200 

WHITE  SANDS  MISSILE  RANGE 

NEW  MEXICO 

BARRACKS 

6.00C 

FORT  BLISS 

TEXAS 

BARRACKS  MODERNIZATIU.’: 

13.800 

FORT  BLISS 

TEXAS 

BARRACKS  MODERNIZATION 

11.160 

FORT  HOOD 

TEXAS 

BARRACKS  WITH  DINING  FACILITY 

33.000 

••ARMY 

74.160 

NAVY 

CAMP  PENDLETON  MARINE  CORPS  BASE 

CALIFORNIA 

MESS  HALL  EXPANSION 

1.960 

PORT  HUENEME  NAVAL  CONSTR  BATTALION  CTR 

CALIFORNIA 

BACHELOR  ENLISTED  QUARTERS 

9.000 

LIHLE  CREEK  NAVAL  AMPHIBIOUS  BASE 

VIRGINIA 

BACHELOR  ENLISTED  QUARTERS 

8.000 

BREMERTON  PUGET  SOUND  NAVAL  SHIPYARD 

WASHINGTON 

BACHELOR  ENLISTED  QUARTERS 

13.300 

BREMERTON  PUGET  SOUND  NAVAL  SHIPYARD 

WASHINGTON 

BACHELOR  ENLISTED  QUARTERS 

13.300 

SOUOA  BAY  CRETE  NAVAL  SUPPORT  ACTIVITY 

GREECE 

BACHELOR  ENLISTED  QUARTERS 

7.600 

••NAVY 

53.150 

AIR  FORCE 

OAVIS-MONTHAN  AFB 

ARIZONA 

DORMITORY 

3,500 

LUKE  AFB 

ARIZONA 

STUDENT  PILOT  QUARTERS 

2,950 

TRAVIS  AFB 

CALIFORNIA 

ALTER  DORMITORIES 

10,000 

PETERSON  AFB 

COLORADO 

ADD  TO  AND  ALTER  DORMITORY 

3,500 

DOVER  AFB 

DELAWARE 

DORMITORY 

3,900 

KEESLER  AFB 

MISSISSIPPI 

ALTER  STUDENT  DORMITORY 

3.900 

CANNON  AFB 

NEW  MEXICO 

DORMITORY 

2.800 

SEYMOUR  JOHNSON  AFB 

NORTH  CAROLINA 

ALTER  DORMITORIES 

4.450 

TINKER  AFB 

OKLAHOMA 

ADD  TO  AND  ALTER  DORMITORIES 

4.050 

SHEPPARD  AFB 

TEXAS 

ENJJPT  STUDENT  OFFICER  HOUSING 

4,750 

••AIR  FORCE 

43,800 

AIR  NATIONAL  GUARD 

HICKAM  AFB 

HAWAII 

CONSOLIDATED  SUPPORT  FACILITY 

9.700 

SIOUX  CITY  MAP 

IOWA 

ALTER  DINING  HALL  AND  TACTICAL  TRN  FAC 

1.200 

ALPENA  COUNTY  REGIONAL  AIRPORT 

MICHIGAN 

ADD  TO  AND  ALTER  TROOP  QUARTERS 

3.800 

••AIR  NATIONAL  GUARD 

14.700 

••  TROOP  HOUSING  FACILITIES 

185.820 

FACILITY-16 


FY  1993  NILITMV  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  ENACTED 


ACTIVE  GUARD  ANO  RESERVE  FORCES 
BY  TYPE  OF  FACILITY 

(S  THOUSANDS)  DATA  AS  OF  FEB  1994 

INSTALLATION  LOCATION  PROJECT  TOTAL 


COMMUNITY  FACILITIES 

ARMY 


SCHOFIELD  BARRACKS 

HAWAII 

CHILD  DEVELOPMENT  CENTER 

S.800 

ABERDEEN  PROVING  GROUND 

MARYLAND 

FIRE  t  SECURITY  STATION 

3.400 

FORT  MONMOUTH 

NEW  JERSEY 

CHILD  DEVELOPMENT  CENTER 

3.SS0 

FORT  SILL 

OKLAHOMA 

FIRE  STATION 

1.500 

“ARMY 

14.250 

NAVY 

ANNAPOLIS  NAVAL  ACADEMY 

MARYLAND 

VISITORS  CENTER 

4.500 

INDIAN  HEAD  NAVAL  SURFACE  WARFARE  CTR  DIV 

MARYLAND 

CHILD  DEVELOPMENT  CENTER 

2.290 

MERIDIAN  NAVAL  AIR  STATION 

MISSISSIPPI 

CHILD  DEVELOPMENT  CENTER 

1.100 

NEW  RIVER  FMRINE  CORPS  AIR  STATION 

NORTH  CAROLINA 

PHYSICAL  FITNESS  CENTER 

3.600 

“NAVY 

11.490 

AIR  FORCE 

HANSCOM  AFB 

MASSACHUSETTS 

CHILD  DEVELOPMENT  CENTER 

4.200 

KEESLER  AFB 

MISSISSIPPI 

ADAL  CHILD  DEVELOPMENT  CENTER 

2.650 

WHITEMAN  AFB 

MISSOURI 

B-2  ADO  TO  ANO  ALTER  CHILD  DEVELOPMENT  CTR 

970 

CHARLESTON  AFB 

SOUTH  CAROLINA 

ADAL  PHYSICAL  FITNESS  CENTER 

2.822 

GOODFELLOW  AFB 

TEXAS 

PHYSICAL  FITNESS  CENTER 

3.250 

LACKLAND  AFB 

TEXAS 

UCKLANO  ELEMENTARY/HIGH  SCHOOL 

8.000 

“AIR  FORCE 

21.892 

OOD  DEPENDENT  SCHOOLS 

FORT  BRAGG 

NORTH  CAROLINA 

NEW  ELEMENTARY  SCHOOL 

3.950 

HOHENFELS 

GERMANY 

ADDN  REN  HOHENFELS  ELEM  SCHOOL 

13.500 

“000  DEPENDENT  SCHOOLS 

17.450 

AIR  NATIONAL  GUARD 

BIRMINGHAM  MAP 

ALABAMA 

FIRE  STATION 

2.100 

KEY  FIELD 

MISSISSIPPI 

FIRE  STATION 

1.250 

GREAT  FALLS  lAP 

MONTANA 

UPGRADE  FIRE  STATION 

700 

LINCOLN  MAP 

NEBRASKA 

DINING  HALL 

1.500 

KINGSLEY  FIELD 

OREGON 

FIRE  STATION 

1.230 

“AIR  NATIONAL  GUARD 

6.780 

“  COMMUNITY  FACILITIES 

71.862 

UTILITY  FACILITIES 

ARMY 

FORT  MCCLELLAN 

ALABAMA 

WASTEWATER  TREATMENT  PLANT 

4.200 

PINE  BLUFF  ARSENAL 

ARKANSAS 

HAZARDOUS  WASTE  LANDFILL  EXPANSION 

11.800 

FITZSIMONS  ARMY  MEDICAL  CENTER 

COLORADO 

CENTRAL  ENERGY  PLANT 

19.400 

FORT  MCPHERSON 

GEORGIA 

FORT  GILLEM  HATER  DISTRIBUTION  SYSTEM 

2.700 

SCHOFIELD  BARRACKS 

HAWAII 

SECONDARY  SEWAGE  TREATMENT  PLANT 

17.500 

FORT  RILEY 

KANSAS 

RAIL  HEAD 

13.200 

FORT  KNOX 

KENTUCKY 

DISTRIBUTION  SYSTEMS 

4.150 

FORT  KNOX 

KENTUCKY 

WATER  STORAGE 

4.350 

PICATINNY  ARSENAL 

NEW  JERSEY 

ELECTRICAL  DISTRIBUTION  SYSTEM 

3.800 

U  S  MILITARY  ACADEMY 

NEW  YORK 

WATER  TREATMENT  PLANT 

1.600 

FORT  BRAGG 

NORTH  CAROLINA 

FREEWAY  EXTENSION 

8.700 

FORT  BELVOIR 

VIRGINIA 

RAIL  EXTENSION 

1.200 

FT  PICKETT 

VIRGINIA 

SEWAGE  TREATMENT  PLANT 

5.800 

“ARMY 

98.400 

FACILITY-17 


INSTALLATION 


FV  1993  MILITARV  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  ENACHO 

ACTIVE  GUARD  AND  RESERVE  FORCES 
BY  TYPE  OF  FACILITY 
(S  THOUSANDS) 

LOCATION  PROJECT 


DATA  AS  OF  FEB  1994 

TOTAL 


UTILITY  FACILITIES 

NAVY 

CAMP  PENDLETON  MARINE  CORPS  BASE  CALIFORNIA 

THENTYNINE  PALMS  MARCORP  AIR-GRND  COMB  CTR  CALIFORNIA 
PEARL  HARBOR  FLEET  t  INDUS  SUPPLY  CENTER  HAWAII 
CHARLESTON  NAVAL  WEAPONS  STATION  SOUTH  CAROLINA 

DAM  NECK  FLEET  COMBAT  TRAIN  CTR  ATLANTIC  VIRGINIA 
NORFOLK  NAVAL  AIR  STATION  VIRGINIA 

BREMERTON  NAV  INACTIVE  SHIP  MAINT  FACILITY  WASHINGTON 

•*NAVY 


ELECTRICAL  DISTRIBUTION  SYSTEM  UPGRADE 
NON-POTABLE  HATER  SYSTEM  IMPROVEMENTS 
OIL  SPILL  PREVENT lON-OBOF 
WATER  DISTRIBUTION  SYSTEM-OBOF 
POTABLE  HATER  SYSTEM 
PHYSICAL  SECURITY  IMPROVEMENTS 
MOORING  BUOY  ELECTRICAL  POWER 


3.000 

4.600 

S.400 

510 

1.200 

1.100 

1.200 


12.610 


AIR  FORCE 
VANOENBERG  AFB 
VANOENBERG  AFB 
VANOENBERG  AFB 
CAPE  CANAVERAL  AFS 
ROBINS  AFB 
WHITEMAN  AFB 
MINOT  AFB 
HILL  AFB 

**AIR  FORCE 


CALIFORNIA 

CALIFORNIA 

CALIFORNIA 

FLORIDA 

GEORGIA 

MISSOURI 

NORTH  DAKOTA 

UTAH 


UPGRADE  ELECTRICAL  POWER  UTILITY  SYSTEM 
UPGRADE  FIRE  PROTECTION  SYSTEM 
WATER  SUPPLY  (STATE  TIE-IN) 

REPLACE  CHILLER  PLANT 
J-STARS  SECURITY  IMPROVEMENTS 
B-2  ADO  TO  AND  ALTER  UTILITY  SYSTEMS 
ADAL  WATER  STORAGE  AND  DISTRIBUTION 
POWER  UPGRADE 


6.100 

4.150 

16.000 

2.500 

1.800 

6.800 

2.050 

2.300 


41.700 


DEFENSE  LEVEL  ACTIVITIES 
UNSPECIFIED  WORLDWIDE  LOCATIONS 

•^DEFENSE  LEVEL  ACTIVITIES 


WORLDWIDE  UNSPECIFIED  CONTINGENCY  CONSTRUCTION 


70.000 

70.000 


NATIONAL  SECURITY  AGENCY 
FORT  MEADE 
FORT  MEADE 
CLASSIFIED  LOCATION 

♦•NATIONAL  SECURITY  AGENCY 

DEFENSE  LOGISTICS  AGENCY 
OEF  REUTILIZATION  B  MKTG  OFC  HILL  AFB 


♦•DEFENSE  LOGISTICS  AGENCY 
(MEMO-NON-AOO) 

WASHINGTON  HEADQUARTERS  SERVICES 
VA  NATIONAL  CAPITAL  AREA 

♦♦WASHINGTON  HEADQUARTERS  SERVICES 

AIR  NATIONAL  GUARD 
GREATER  PEORIA  AIRPORT 
OTIS  ANGB 
SELFRIOGE  ANGB 
GREAT  FALLS  lAP 
TOLEDO  EXPRESS  AIRPORT 
TOLEDO  EXPRESS  AIRPORT 

♦♦AIR  NATIONAL  GUARD 

AIR  FORCE  RESERVE 
NEW  ORLEANS  NAS 

♦♦AIR  FORCE  RESERVE 

♦•  UTILITY  FACILITIES 
(MEMO-NON-AOO) 


MARYLAND 
MARYLAND 
UNITED  KINGDOM 


UTAH 


VIRGINIA 


ILLINOIS 

MASSACHUSETTS 

MICHIGAN 

MONTANA 

OHIO 

OHIO 


LOUISIANA 


HEADQUARTERS  FIRE  EVACUATION  ALARM  SYSTEM 

OPSl  UTILITY  DISTRIBUTION  UPGRADE 

OPS  SYSTEM  UNINTERRUPTIBLE  POWER  SOURCE 


FIRE  PROTECTION  AND  OPEN  STORAGE 
(MEMO-NON-AOO) 


RELOCATION  OF  AREA  WATERMAINS 


SITE  PREPARATION 

ALTER  WASTE  HATER  TREATMENT  PLANT 
UPGRADE  STORM  DRAINAGE  SYSTEM 
FIRE  SUPPRESSION  SYSTEM 
CONSTRUCT  BASE  WATER  MAIN 
SANITARY  LIFT  STATION 


AIRCRAFT  HANGAR  FIRE  PROTECTION 


400 

6.300 

6.000 


12.700 

(1.700) 

(1.700) 

3.000 

3.000 


1.550 

15.000 

600 

1.000 

740 

600 


19.490 

1.000 

1.000 


264.100 

(1,700) 


FACILITY-18 


FV  1993  NILITMV  CONSTRUCTION  TOTAL  OOLIGATIONAL  AUTHORITY  AS  ENACTED 


INSTALLATION 


ACTIVE  GUARD  AND  RESERVE  FORCES 
BY  TYPE  OF  FACILITY 

(t  THOUSANDS)  DATA  AS  DF  FEB  1994 

LOCATION  PROJECT  TOTAL 


REAL  ESTATE 

BALLISTIC  MISSILE  DEFENSE  ORAGNIZATION 


BARKING  SANDS 

HAWAII 

LAND  EASEMENT 

S.400 

••BALLISTIC  MISSILE  DEFENSE  ORAGNIZATION 

S.400 

AIR  POLLUTION  ABATEMENT 

DEFENSE  WJCLEAR  AGENCY 

ONA  HOQTRS  FIELD  COFMANO 

JOHNSTON  ISLAND 

GARBAGE  AND  REFUSE  INCENERATOR  JA 

l.SOO 

••DEFENSE  NUCLEAR  AGENCY 

l.SOO 

WATER  POLLUTION  ABATEMENT 

NAVY 

CAMP  PENDLETON  MARINE  CORPS  BASE 

CALIFORNIA 

SEWAGE  TREATMENT  PLANT  MODIFICATIONS 

19.740 

ALBANY  MARINE  CORPS  LOGISTICS  BASE 

GEORGIA 

ABRASIVE  BLAST  FACILITY 

4.100 

ALBANY  MARINE  CORPS  LOGISTICS  BASE 

GEORGIA 

HAZARDOUS  &  FLAMMABLE  STOREHSE  ALTERATIONS 

2.700 

PEARL  HARBOR  NAVY  PUBLIC  WORKS  CENTER 

HAWAII 

WASTEWATER  TREATMENT  PLANT  IMPVS-DBOF 

24.900 

CHARLESTON  NAVAL  WEAPONS  STATION 

SOUTH  CAROLINA 

HAZARD  WASTE  STORAGE  t  TRANSFER  FAC-DBOF 

600 

YORKTOWN  NAVAL  WEAPONS  STATION 

VIRGINIA 

HAZARDOUS  WASTE  STORAGE  FACILITY-DBOF 

1.100 

EVERETT  NAVAL  STATION 

WASHINGTON 

OIL/WATER  SEPARATOR  SYSTEM 

5.600 

••NAVY 

58.740 

AIR  FORCE 

GUNTER  AFB 

ALABAMA 

UNDERGROUND  FUEL  STORAGE  TANKS 

960 

CLEAR  AFS 

ALASKA 

UNDERGROUND  FUEL  STORAGE  TANKS 

2.250 

EIELSON  AFB 

ALASKA 

HYDRANT  FUEL  SYSTEM 

6.535 

EIELSON  AFB 

ALASKA 

UNDERGROUND  FUEL  STORAGE  TANKS 

479 

ELMENOORF  AFB 

ALASKA 

FIRE  TRAINING  FACILITY 

1.950 

ELMENOORF  AFB 

ALASKA 

UNDERGROUND  FUEL  STORAGE  TANKS 

4.600 

GALENA  AIRPORT 

ALASKA 

UNDERGROUND  FUEL  STORAGE  TANKS 

4.850 

KING  SALMON  AIRPORT 

ALASKA 

UNDERGROUND  FUEL  STORAGE  TANKS 

5.000 

SHEMYA  AFB 

ALASKA 

WASTE  MANAGEMENT  FACILITY 

3.350 

LITTLE  ROCK  AFB 

ARKANSAS 

FIRE  TRAINING  FACILITY 

710 

BEALE  AFB 

CALIFORNIA 

FIRE  TRAINING  FACILITY 

1.250 

EDWARDS  AFB 

CALIFORNIA 

UNDERGROUND  FUEL  STORAGE  TANKS 

5.000 

EDWARDS  AFB 

CALIFORNIA 

WASTEWATER  TREATMENT  PUNT 

17.700 

MARCH  AFB 

CALIFORNIA 

UNDERGROUND  FUEL  STORAGE  TANKS 

2.220 

MCCLELLAN  AFB 

CALIFORNIA 

UNDERGROUND  FUEL  STORAGE  TANKS 

1.150 

MCCLELLAN  AFB 

CALIFORNIA 

UPGRADE  INDUST  WASTEWATER  COLLECTION  SYS 

1.750 

TRAVIS  AFB 

CALIFORNIA 

UPGRADE  SANITARY  SEWER  MAINS 

860 

US  AIR  FORCE  ACADEMY 

COLORADO 

UNDERGROUND  FUEL  STORAGE  TANKS 

843 

US  AIR  FORCE  ACADEMY 

COLORADO 

UPGRADE  ENERGY  MANAGEMENT  t  CONTROL  SYS 

1.650 

DOVER  AFB 

DELAWARE 

FIRE  TRAINING  FACILITY 

910 

DOVER  AFB 

DELAWARE 

HYDRANT  FUELING  SYSTEM 

14.000 

DOVER  AFB 

DELAWARE 

UNDERGROUND  FUEL  STORAGE  TANKS 

1.850 

CAPE  CANAVERAL  AFS 

FLORIDA 

WASTEWATER  TREATMENT  SYSTEM 

5.300 

EGLIN  AFB 

FLORIDA 

FIRE  TRAINING  FACILITY 

770 

EGLIN  AFB 

FLORIDA 

UPGRADE  WASTEWATER  TREATMENT  PLANT 

910 

PATRICK  AFB 

FLORIDA 

REGIONAL  SEWER  CONNECTION 

7.587 

MOODY  AFB 

GEORGIA 

FIRE  TRAINING  FACILITY 

780 

SCOTT  AFB 

ILLINOIS 

FIRE  TRAINING  FACILITY 

960 

MCCONNELL  AFB 

KANSAS 

FIRE  TRAINING  FACILITY 

960 

BARKSDALE  AFB 

LOUISIANA 

FIRE  TRAINING  FACILITY 

820 

BARKSDALE  AFB 

LOUISIANA 

UNDERGROUND  FUEL  STORAGE  TANKS 

2.500 

ANDREWS  AFB 

MARYLAND 

WASTEWTR  SYS  REGIONAL  CONNECTN-BRANDYWINE 

400 

ANDREWS  AFB 

MARYLAND 

WASTEWTR  TREATMT/DISP  PLANT-DAVIDSONVILLE 

234 

WHITEMAN  AFB 

MISSOURI 

UNDERGROUND  FUEL  STORAGE  TANKS 

2.100 

FACILITY-19 


FY  1993  MILITARY  CONSTRUCTION  TOTAL  08LIGATI0HAL  AUTHORITY  AS  ENACTED 

ACTIVE  GUARD  AND  RESERVE  FORCES 
BY  TYPE  OF  FACILITY 


INSTALLATION 

(t  THOUSANDS) 
LOCATION 

DATA  AS  OF  FEB 

PROJECT 

1994 

TOTAL 

WATER  POLLUTION  ABATEMENT 

AIR  FORCE 

MALMSTROM  AFB 

MONTANA 

FIRE  TRAINING  FACILITY 

1.100 

OFFUn  AFB 

NEBRASKA 

FIRE  TRAINING  FACILITY 

840 

OFFUn  AFB 

NEBRASKA 

UNDERGROUND  FUEL  STORAGE  TANKS 

2.0S0 

OFFUTT  AFB 

NEBRASKA 

UPGRADE  SANITARY/STORM  SEWER  SYSTEMS 

1.950 

NELLIS  AFB 

NEVADA 

FIRE  TRAINING  FACILITY 

780 

NELLIS  AFB 

NEVADA 

WASTEWATER  SEWER  EFFLUENT  SYSTEM 

2.150 

MCGUIRE  AFB 

NEW  JERSEY 

UNDERGROUND  FUEL  STORAGE  TANKS 

5.600 

MCGUIRE  AFB 

NEW  JERSEY 

UPGRADE  SANITARY  SEWER  SYSTEM 

2.400 

MCGUIRE  AFB 

NEW  JERSEY 

UPGRADE  STORM  SEWER  SYSTEM 

970 

HOLLOMAN  AFB 

NEW  MEXICO 

FIRE  TRAINING  FACILITY 

820 

HOLLOMAN  AFB 

NEW  MEXICO 

WASTEWATER  TREATMENT  FACILITY 

10.600 

SEYMOUR  JOHNSON  AFB 

NORTH  CAROLINA 

FIRE  TRAINING  FACILITY 

780 

CAVALIER 

NORTH  DAKOTA 

UNDERGROUND  FUEL  STORAGE  TANKS 

1.450 

6MNO  FORKS  AFB 

NORTH  DAKOTA 

ADD/ALTER  SEWAGE  TREATMENT/DISPOSAL  SYSTEM 

3.200 

GRAND  FORKS  AFB 

NORTH  DAKOTA 

UNDERGROUND  FUEL  STORAGE  TANKS 

3.300 

MINOT  AFB 

NORTH  DAKOTA 

ADO  TO  AND  ALTER  SEWAGE  LAGOON 

5.289 

MINOT  AFB 

NORTH  DAKOTA 

FIRE  TRAINING  FACILITY 

1.200 

NRI6HT-PATTERS0N  AFB 

OHIO 

FIRE  TRAINING  FACILITY 

870 

HRIGNT-PATTERSON  AFB 

OHIO 

UNDERGROUND  FUEL  STORAGE  TANKS 

5.500 

TINKER  AFB 

OKLAHOMA 

ADO  TO  AND  ALTER  DEPOT  METAL  PLATING  SHOP 

10.200 

TINKER  AFB 

OKLAHOMA 

DEPOT  HAZARDOUS  WASTE  PROC  FAC 

2.300 

TINKER  AFB 

OKUHOMA 

FIRE  TRAINING  FACILITY 

780 

TINKER  AFB 

OKLAHOMA 

UPGRADE  INDUST  WSTWTR  TRTMNT  PLANT  (OBOF) 

3.950 

SHAH  AFB 

SOUTH  CAROLINA 

FIRE  TRAINING  FACILITY 

680 

SHAH  AFB 

SOUTH  CAROLINA 

UNDERGROUND  FUEL  STORAGE  TANKS 

1.700 

ELLSWORTH  AFB 

SOUTH  DAKOTA 

UNDERGROUND  FUEL  STORAGE  TANKS 

2.650 

ELLSWORTH  AFB 

SOUTH  DAKOTA 

UPGRADE  WASTEWATER  TREATMENT  PLANT 

794 

KELLY  AFB 

TEXAS 

CHEMICAL  WASTE  STAGING  FACILITY  (D60F) 

970 

KELLY  AFB 

TEXAS 

FIRE  TRAINING  FACILITY 

740 

KELLY  AFB 

TEXAS 

INDUSTRIAL  WASTE  PRETREATMENT  FACILITY 

2.500 

KELLY  AFB 

TEXAS 

RENOVATE  INDUST  WASTEWATER  COLLECT  SYS 

9.300 

KELLY  AFB 

TEXAS 

UNDERGROUND  FUEL  STORAGE  TANKS 

3.000 

LACKLAND  AFB 

TEXAS 

UNDERGROUND  FUEL  STORAGE  TANKS 

1.000 

LAUGHLIN  AFB 

TEXAS 

UNDERGROUND  FUEL  STORAGE  TANKS 

800 

RANDOLPH  AFB 

TEXAS 

UNDERGROUND  FUEL  STORAGE  TANKS 

1.250 

SHEPPARD  AFB 

TEXAS 

UNDERGROUND  FUEL  STORAGE  TANKS 

1.750 

HILL  AFB 

UTAH 

UNDERGROUND  FUEL  STORAGE  TANKS 

1.113 

LANGLEY  AFB 

VIRGINIA 

FIRE  TRAINING  FACILITY 

780 

LANGLEY  AFB 

VIRGINIA 

POL/HYDRANT  FUELING  SYSTEM 

970 

FAIRCHILD  AFB 

WASHINGTON 

UNDERGROUND  FUEL  STORAGE  TANKS 

1.550 

MCCHORO  AFB 

WASHINGTON 

FIRE  TRAINING  FACILITY 

890 

FE  WARREN  AFB 

WYOMING 

UNDERGROUND  FUEL  STORAGE  TANKS 

1.050 

CONUS  VARIOUS 

CONUS  VARIOUS 

UNDERGROUND  FUEL  STORAGE  TANKS 

2.800 

ANDERSEN  AFB 

GUAM 

FIRE  TRAINING  FACILITY 

2.300 

ANDERSEN  AFB 

GUAM 

HAZARDOUS  WASTE  MANAGEMENT  FACILITY 

790 

LAJES  FIELD 

PORTUGAL 

FIRE  TRAINING  FACILITY 

950 

LAJES  FIELD 

PORTUGAL 

WASTEWATER  TREATMENT  AND  DISPOSAL  SYSTEM 

5.000 

CONGRESSIONAL  REDUCTIONS 

WORLDWIDE  VARIOUS 

UNDISTRIBUTED  REDUCTION 

-2.250 

**AIR  FORCE 

214.344 

AIR  NATIONAL  GUARD 

TUCSON  lAP 

ARIZONA 

JET  FUEL  STORAGE  COMPLEX 

7.200 

**AIR  NATIONAL  GUARD 

7.200 

•*  WATER  POLLUTION  ABATEMENT 

280.284 

UNSPECIFIED  MINOR  CONSTRUCTION 

.ARMY 

WORLDWIDE  UNSPECIFIED 

5.500 

FACILITY-20 


FV  1993  NILITMV  CONSTRUCTION  TOTAL  OOLIOATIONAL  AUTHORITY  AS  ENACTED 


ACTIVE  GUARD  AND  RESERVE  FORCES 

BY  TYPE  OF  FACILITY 

(t  THIMJSANOS) 

DATA  AS  OF 

FEB  1994 

INSTALLATION 

LOCATION  PROJECT 

TOTAL 

UNSPECIFIED  NINOR  CONSTRUCTIW 

NAVY 

NAVY 

WORLDWIDE  UNSPECIFIED 

5.000 

AIR  FORCE 

WORLDWIDE  UNSPECIFIED 

7.000 

SPECIAL  OPERATIONS  CONNANO 

WORLDWIDE  UNSPECIFIED 

700 

JOINT  CHIEFS  OF  STAFF 

WORLDWIDE  UNSPECIFIED 

5.900 

000  DEPENDENT  SCHOOLS 

WORLDWIDE  UNSPECIFIED 

3.000 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 

WORLDWIDE  UNSPECIFIED 

2.908 

ARMY  NATIONAL  GUARD 

WORLDWIDE  UNSPECIFIED 

5.500 

AIR  NATIONAL  GUARD 

WORLDWIDE  UNSPECIFIED 

5.000 

ARMY  RESERVE 

WORLDWIDE  UNSPECIFIED 

4.400 

NAVY  RESERVE 

WORLDWIDE  UNSPECIFIED 

500 

AIR  FORCE  RESERVE 

WORLDWIDE  UNSPECIFIED 

4.400 

**  UNSPECIFIED  MINOR  CONSTRUCTION 

49.808 

PLANNING  t  DESIGN 

ARMY 

WORLDWIDE  UNSPECIFIED 

116.300 

NAVY 

WORLDWIDE  UNSPECIFIED 

70.000 

AIR  FORCE 

WORLDWIDE  UNSPECIFIED 

92.000 

DEFENSE  LEVEL  ACTIVITIES 

WORLDWIDE  UNSPECIFIED 

14.668 

DEFENSE  NUCLEAR  AGENCY 

WORLDWIDE  UNSPECIFIED 

4.500 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 

WORLDWIDE  UNSPECIFIED 

64.000 

ARMY  NATIONAL  GUARD 

WORLDWIDE  UNSPECIFIED 

5.000 

AIR  NATIONAL  GUARD 

WORLDWIDE  UNSPECIFIED 

17.700 

ARMY  RESERVE 

WORLDWIDE  UNSPECIFIED 

8.900 

NAVY  RESERVE 

WORLDWIDE  UNSPECIFIED 

2.900 

AIR  FORCE  RESERVE 

WORLDWIDE  UNSPECIFIED 

2.800 

•*  PLANNING  t  DESIGN 

398.768 

BASE  REALIGNMENT  t  CLOSURE  ACCT  PART  I 
DEFENSE  LEVEL  ACTIVITIES 

BASE  REALIGNMENT  t  CLOSURE  ACCT  PART  I 

WORLDWIDE  UNSPECIFIED  BASE  REALIGNMENT  ft  CLOSURE  PART 

I 

602.400 

♦•DEFENSE  LEVEL  ACTIVITIES 

602.400 

BASE  REALIGNMENT  t  CLOSURE  ACCT  PART  II 
DEFENSE  LEVEL  ACTIVITIES 

BASE  REALIGNMENT  i  CLOSURE  ACCT  PART  II 

WORLDWIDE  UNSPECIFIED  BASE  REALIGNMENT  t  CLOSURE  PART 

II 

1.900.936 

♦♦DEFENSE  LEVEL  ACTIVITIES 

1.900.936 

NATO  INFRASTRUCTURE 

DEFENSE  LEVEL  ACTIVITIES 

OSD  MILCON 

WORLDWIDE  UNSPECIFIED  NATO  INFRASTRUCTURE 

157.965 

♦♦DEFENSE  LEVEL  ACTIVITIES 

157.965 

FACILITV-21 


FY  1993  MILITARY  CONSTRUCTION  TOTAL  08LI6ATI0NAL  AUTHORITY  AS  ENACTED 


INSTALLATION 


ACTIVE  GUARD  AND  RESERVE  FORCES 
BY  TYPE  OF  FACILITY 

(t  THOUSANDS)  DATA  AS  DF  FEB  1994 

LOCATION  PROJECT  TOTAL 


TOTALS 


ARMY 

NAVY 

AIR  FORCE 


68S.009 

354.127 

1.051.189 


DEFENSE  AGENCIES 

(NEMO-NON-AOO) 


2.968.417 

(415.610) 


**•  TOTAL  •** 

(MEMO-NON.AOO) 


5.078.742 

(415.610) 


FACILITY-22 


FV  1993  FMILV  HOIfilW  TOTAL  MLIfiATIOML  AUTWMITY  AS  EIMCTEO 
8V  TYPE  OF  FACILITY 

(t  THOUSAMOS)  DATA  AS  OF  FEB  1994 


INSTALLATION 

LOCATION 

PROJECT 

TOTAL 

FAMILY  HOUSING.  ARMY 

FORT  STEWART 

GEORGIA 

HUNTER  ARMY  AIRFIELD  -  REPROG  ALLOWANCE 

82 

VARIOUS  OAHU 

HAWAII 

NEW  CONSTRUCTION  (200) 

23.000 

FORT  CAMPBELL 

KENTUCKY 

NEW  CONSTRUCTION  (96) 

B.200 

FORT  HOOD 

TEXAS 

NEW  CONSTRUCTION  (227) 

25.000 

FORT  PICKETT 

VIRGINIA 

NEW  CONSTRUCTION  (26) 

2.300 

CONSTRUCTION  IMPROVEMENTS 

92.600 

PLANNING 

8.940 

FURNISHINGS  ACCOUNT 

47.036 

MANAGEMENT  ACCOUNT 

93.678 

MISCELLANEOUS  ACCOUNT 

1.973 

SERVICES  ACCOUNT 

64.840 

UTILITIES  ACCOUNT 

313.736 

LEASING 

358.241 

MAINTENANCE  OF  REAL  PROPERTY 

484.016 

MORTGAGE  INSURANCE  PREMIUMS 

50 

TOTAL  FAMILY  HOUSING.  ARMY 

1.523.692 

FAMILY  HOUSING.  NAVY 

MARINE  CORPS  BASE  CAMP  PENDLETON 

CALIFORNIA 

NEW  CONSTRUCTION  (300) 

30.600 

NAVAL  COMPLEX  SAN  DIEGO 

CALIFORNIA 

NEW  CONSTRUCTION  (300) 

30.400 

NSB  NEW  LONDON 

CONNECTICUT 

NEW  CONSTRUCTION  (100) 

11.850 

BARKING  SANDS  PACIFIC  MISSILE  RANGE  FAC 

HAWAII 

NEW  CONSTRUCTION  (13) 

2.330 

MARINE  CORPS  AIR  STATION.  KANEOHE  BAY 

HAWAII 

NEW  CONSTRUCTION  (220) 

32.050 

MARINE  CORPS  AIR  STATION.  KANEOHE  BAY 

HAWAII 

NEW  CONSTRUCTION  (80) 

11.920 

NAVAL  COMPLEX.  OAHU 

HAWAII 

NEW  CONSTRUCTION  (100) 

11.800 

NAVAL  COMPLEX.  OAHU 

HAWAII 

NEW  CONSTRUCTION  (114) 

16.800 

NAVAL  COMPLEX.  OAHU 

HAWAII 

NEW  CONSTRUCTION  (132) 

23.590 

NAVAL  COMPLEX.  OAHU 

HAWAII 

NEW  CONSTRUCTION  (42) 

6.370 

NAVAL  COMPLEX.  OAHU 

HAWAII 

NEW  CONSTRUCTION  (70) 

14.650 

NAVAL  WEAPONS  STATION  EARLE 

NEW  JERSEY 

NEW  CONSTRUCTION  (COmJNITY  CENTER) 

1.100 

NAVAL  COMPLEX.  BANGOR/BREMERTON 

WASHINGTON 

NEW  CONSTRUCTION  (200) 

19.500 

NAVAL  COMPLEX.  BANGOR/BREMERTQN 

WASHINGTON 

NEW  CONSTRUCTION  (200) 

19.500 

SUGAR  GROVE  NAVAL  RADIO  STATION 

WEST  VIRGINIA 

NEW  CONSTRUCTION  (B) 

930 

CONSTRUCTION  IMPROVEMENTS 

129.591 

PLANNING 

14.200 

FURNISHINGS  ACCOUNT 

23.766 

MANAGEMENT  ACCOUNT 

68.284 

MISCELLANEOUS  ACCOUNT 

1.068 

SERVICES  ACCOUNT 

41.549 

UTILITIES  ACCOUNT 

194.110 

LEASING 

104.470 

MAINTENANCE  OF  REAL  PROPERTY 

227.909 

MORTGAGE  INSURANCE  PREMIUMS 

90 

TOTAL  FAMILY  HOUSING.  NAVY 

1.038.427 

FAMILY  HOUSING.  AIR  FORCE 

BEALE  AFB 

CALIFORNIA 

HOUSING  OFFICE 

306 

MARCH  AFB 

CALIFORNIA 

FAMILY  HOUSING  (320  UNITS) 

38.351 

PATRICK  AFB 

FLORIDA 

FAMILY  HOUSING  (250  UNITS) 

22.500 

MOODY  AFB 

GEORGIA 

HOUSING  MAINTENANCE  FACILITY 

290 

ROBINS  AFB 

GEORGIA 

FAMILY  HOUSING  (55  UNITS) 

3.153 

SCOTT  AFB 

ILLINOIS 

FAMILY  HOUSING 

20.000 

BARKSDALE  AFB 

LOUISIANA 

HOUSING  MAINTENANCE  (  STORAGE  FACILITY 

443 

CANNON  AFB 

NEW  MEXICO 

FAMILY  HOUSING  (361  UNITS) 

32.951 

CANNON  AFB 

NEW  MEXICO 

HOUSING  OFFICE 

480 

MINOT  AFB 

NORTH  DAKOTA 

HOUSING  MAINTENANCE  &  STORAGE  FACILITY 

286 

FACILITY-23 


FY  1993  FWILY  HOUSING  TOTAL  OOLIGATIONAL  AUTHORITY  AS  ENACTED 


INSTALUTION 


BY  TYPE  Of  FACILITY 
(t  THOUSANDS) 

LOCATION  PROJECT 


DATA  AS  OF  FEB  1994 

TOTAL 


FAMILY  HOUSING.  AIR  FORCE 

SHAM  AFB  SOUTH  CAROLINA  HOUSING  OFFICE 

HILL  AFB  UTAH  FM4ILY  HOUSING  (82  UNITS) 

LAJES  FIELD  PORTUGAL  WATER  HELLS 

CONSTRUCTION  IMPROVEMENTS 
PLANNING 

FURNISHINGS  ACCOUNT 
MANAGEMENT  ACCOUNT 
MISCELLANEOUS  ACCOUNT 
SERVICES  ACCOUNT 
UTILITItS  ACCOUNT 
LEASING 

MAINTENANCE  OF  REAL  PROPERTY 
MORTGAGE  INSURANCE  PREMIUMS 


3SI 

6.3S3 

BBS 

101.298 

7.457 

4S.6B1 

46.3S4 

9.755 

26.633 

261.052 

150.800 

387.596 

70 


TOTAL  FAMILY  HOUSING.  AIR  FORCE 


1.163.025 


FAMILY  HOUSING.  NATIONAL  SECURITY  AGENCY 


FURNISHINGS  ACCOUNT 

148 

MANAGEMENT  ACCOUNT 

44 

MISCELLANEOUS  ACCOUNT 

8 

SERVICES  ACCOUNT 

321 

UTILITIES  ACCOUNT 

424 

LEASING 

10.374 

MAINTENANCE  OF  REAL  PROPERTY 

521 

TOTAL  FAMILY  HOUSING.  NSA 


11.840 


FAMILY  HOUSING.  OEF  INTELLIGENCE  AGENCY 

FURNISHINGS  ACCOUNT  1.702 

LEASING  13.185 


TOTAL  FAMILY  HOUSING.  OIA  14.887 


FAMILY  HOUSING.  DEFENSE  LOGISTICS  AGENCY 

FURNISHINGS  ACCOUNT  43 
MANAGEMENT  ACCOUNT  ISO 
SERVICES  ACCOUNT  54 
UTILITIES  ACCOUNT  435 
MAINTENANCE  OF  REAL  PROPERTY  991 


TOTAL  FAMILY  HOUSING.  OLA  1,673 


GRAND  TOTAL  FAMILY  HOUSING.  DEFENSE  AGENCIES  28.400 


HOMEOWNERS  ASSISTANCE 


PAYMENT  TO  HOMEOWNERS 

7.334 

OTHER  OPERATING  COSTS 

29.596 

ACQUISITION  OF  REAL  PROPERTY 

91.070 

MORTGAGES  ASSUMED 

5.000 

HOMEOWNERS  ASSISTANCE 

133.000 

GRAND  TOTAL  FAMILY  HOUSING 

3.886.544 

FACILITY.24 


FV  1994  CONSFRUCTION  MMCX  TOTAL  O8LI6ATI0ML  AUTHORITY  AS  REQUESTED 


TOTAL  CONSTRUCTION  ANNEX 
BY  TYPE  OF  FACILITY 


(i  THOUSANDS)  DATA  AS  OF  FEB  1994 


SUMMARY  BY  FACILITY 

ARMY 

NAVY 

AIR  FORCE 

OEF.  AGS. 

TOTAL 

OPERATIONAL  FACILITIES 

AUTHORIZED  IN  PRIOR  YEAR 

47.312 

113.850 

296.474 

(5.000) 

56.700 

514.336 

(5.000) 

TRAINING  FACILITIES 

336.895 

60.518 

87.940 

4.800 

492.153 

MAINTENANCE  &  PRODUCTION  FACILITIES 

288.268 

19.300 

152.263 

20.540 

480.371 

RtO  FACILITIES 

43.650 

30.650 

97.647 

19,950 

191,897 

SUPPLY  FACILITIES 

29.372 

31.130 

41.856 

35.190 

137,548 

HOSPITAL  AND  MEDICAL  FACILITIES 

205.810 

205,810 

AOMINSTRATIVE  FACILITIES 

25.041 

6.610 

56.663 

5.200 

95.514 

TROOP  HOUSING  FACILITIES 

288.200 

132.250 

135.700 

20.000 

576.150 

COMMUNITY  FACILITIES 

42.501 

29,770 

52.860 

41.000 

166.131 

UTILITY  FACILITIES 

45.930 

60.980 

137.624 

34.755 

279,289 

REAL  ESTATE 

16.450 

10.130 

1.790 

28.370 

AIR  POLLUTION  ABATEMENT 

3.330 

3.330 

WATER  POLLUTION  ABATEMENT 

139.140 

178.260 

317.400 

NOISE  POLLUTION  ABATEMENT 

800 

800 

ENERGY  CONSERVATION 

4.850 

50.000 

54.850 

UNSPECIFIED  MINOR  CONSTRUCTION 

19.100 

6,542 

14,748 

23.658 

64,048 

PLANNING  A  DESIGN 

126,716 

65.732 

78,739 

44,405 

315.592 

BASE  REALIGNMENT  A  CLOSURE  ACCT  PART  I 

77,830 

77,830 

BASE  REALIGNMENT  A  CLOSURE  ACCT  PART  II 

1.438,942 

1.438,942 

BASE  REALIGNMENT  A  CLOSURE  ACCT  PART  III 

1,027.000 

1,027.000 

NATO  INFRASTRUCTURE 

148.417 

148.417 

FAMILY  HOUSING  CONSTRUCTION 

228,885 

370,208 

187.035 

159 

786,287 

FAMILY  HOUSING  DEBT 

17 

88 

21 

126 

FAMILY  HOUSING  OPERATIONS 

1,069.172 

771.967 

790.891 

26.337 

2.658.367 

HOMEOWNERS  ASSISTANCE 

146,376 

146.376 

***  TOTAL  *•* 

2,755.885 

1.848.865 

2.321.491 

3.280,693 

10.206,934 

AUTHORIZED  IN  PRIOR  YEAR  (5,000)  (5.000) 


FACILITV-25 


FV  1994  CONSTRUCTION  ANNEX  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


— total  MILCON - 

BY  TYPE  OF  FACILITY 


(t  THOUSANDS)  DATA  AS  OF  FEB  1994 


SUMMARY  BY  FACILITY 

ARMY 

NAVY 

AIR  FORCE 

OEF.  AGS. 

TOTAL 

OPERATIONAL  FACILITIES 

AUTHORIZED  IN  PRIOR  YEAR 

47.312 

113.850 

296,474 

(5.000) 

56,700 

514.336 

(5.000) 

TRAINING  FACILITIES 

338.895 

60.518 

87,940 

4.800 

492.153 

MAINTENANCE  i  PRODUCTION  FACILITIES 

288,268 

19.300 

152.263 

20.540 

480.371 

RtO  FACILITIES 

43.650 

30.650 

97.647 

19.950 

191.897 

SUPPLY  FACILITIES 

29,372 

31.130 

41.856 

35.190 

137.548 

HOSPITAL  AND  MEDICAL  FACILITIES 

205.810 

205,810 

AOMINSTRATIVE  FACILITIES 

25.041 

6.610 

58.663 

5.200 

95.514 

TROOP  HOUSING  FACILITIES 

288.200 

132.250 

135.700 

20.000 

576,150 

COMMUNITY  FACILITIES 

42.501 

29.770 

52.860 

41.000 

166.131 

UTILITY  FACILITIES 

45.930 

60.980 

137.624 

34.755 

279.289 

REAL  ESTATE 

16.450 

10.130 

1.790 

28.370 

AIR  POLLUTION  ABATEMENT 

3.330 

3.330 

WATER  POLLUTION  ABATEMENT 

139.140 

178.260 

317.400 

NOISE  POLLUTION  ABATEMENT 

BOO 

BOO 

ENERGY  CONSERVATION 

4.850 

50.000 

54.850 

UNSPECIFIED  MINOR  CONSTRUCTION 

19.100 

6.542 

14.748 

23.658 

64.048 

PLANNING  &  DESIGN 

126.716 

65.732 

78,739 

44.405 

315,592 

BASE  REALIGNMENT  &  CLOSURE  ACCT  PART  I 

77.830 

77.830 

BASE  REALIGNMENT  i  CLOSURE  ACCT  PART  II 

1.438,942 

1.438.942 

BASE  REALIGNMENT  &  CLOSURE  ACCT  PART  III 

1.027,000 

1,027.000 

NATO  INFRASTRUCTURE 

148,417 

148,417 

***  TOTAL  •** 

1,311.435 

706.602 

1.343,544 

3.254.197 

6.615,778 

AUTHORIZED  IN  PRIOR  YEAR  (5.000)  (5,000) 


FACILITV-26 


H  1994  CONSTHUCTION  ANNEX  TOTAL  OSLIOATIONAL  AUTHORITV  AS  AEQUESTEO 


- AaiVE  FORCES- — 

BV  TYPE  W  FACILITY 


(t  THOUSANDS)  DATA  AS  OF  FEB  1994 


SUNNAftV  BY  FACILITY 

ARMY 

NAVY 

AIR  FORCE 

DEF.  AGS. 

TOTAL 

OPERATIONAL  FACILITIES 

AUTHORIZED  IN  PRIOR  YEAR 

47.312 

113.850 

236.536 

(5.000) 

56.700 

454.398 

(5.000) 

TRAININ6  FACILITIES 

53.992 

44.310 

19.917 

4.800 

123.019 

MAINTENANCE  t  PRODUCTION  FACILITIES 

197.200 

16.800 

105.003 

^.540 

339.543 

RAO  FACILITIES 

43.650 

30.650 

97.647 

19.950 

191.897 

SUPPI  .  FACILITIES 

26.350 

29.230 

25.416 

35.190 

116.186 

HOSPITAL  AND  MEDICAL  FACILITIES 

205.810 

205.810 

AOMINSTRATIVE  FACILITIES 

23.650 

4.590 

58.663 

5.200 

92.103 

TROOP  HOUSING  FACILITIES 

286.200 

132.250 

112.880 

20.000 

553.330 

COMMUNITY  FACILITIES 

42.501 

29.770 

44.100 

41.000 

157.371 

UTILITY  FACILITIES 

45.930 

60.980 

121.624 

34.755 

263.289 

REAL  ESTATE 

16.450 

10.130 

1.780 

28.360 

AIR  POLLUTION  ABATEMENT 

1.830 

1.830 

WATER  POLLUTION  ABATEMENT 

139.140 

120.595 

259.735 

ENERGY  CONSERVATION 

4.850 

50.000 

54.850 

UNSPECIFIED  MINOR  CONSTRUCTION 

12.000 

5.500 

6.844 

23.658 

48.002 

PLANNING  t  DESIGN 

109.441 

64.373 

63.682 

44.405 

282.101 

BASE  REALIGNMENT  A  CLOSURE  ACCT  PART  I 

77.830 

77.830 

BASE  REALIGNMENT  A  CLOSURE  ACCT  PART  II 

1.438.942 

1.438.942 

BASE  REALIGNMENT  A  CLOSURE  ACCT  PART  III 

1.027.000 

1.027.000 

NATO  INFRASTRUCTURE 

148.417 

148.417 

TOTAL  *** 

AUTHORIZED  IN  PRIOR  YEAR 

906.676 

681.573 

1.021.567 

(5.000) 

3.254.197 

5.864.013 

(5.000) 

FACILITY-27 


FV  1994  CONSTRUCTION  ANNEX  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REOUESTEO 


SUMMRV  BY  FACILITY 

OPERATIONAL  FACILITIES 

TRAINING  FACILITIES 

NAINTENANCE  »  PRODUCTION  FACILITIES 

SUPPLY  FACILITIES 

AOMINSTRATIVE  FACILITIES 

TROOP  HOUSING  FACILITIES 

COMMNITY  FACILITIES 

UTILITY  FACILITIES 

REAL  ESTATE 

AIR  POLLUTION  ABATEFKNT 
HATER  POLLUTION  ABATEMENT 
NOISE  POLLUTION  ABATEMENT 
UNSPECIFIED  MINOR  CONSTRUCTION 
PLANNING  B  DESIGN 

***  TOTAL  **• 


NATIONAL  GUARD  FORCES 
BY  TYPE  OF  FACILITY 


($  THOUSANDS) 
ARMY 

NAVY 

AIR  FORCE 

DATA  AS  OF  FEB  1994 
OEF.  AGS.  TOTAL 

29,595 

29.595 

191.967 

44.773 

236.740 

91,068 

43.160 

134.228 

3.022 

9.040 

12.062 

1,391 

1.391 

22.820 

22.820 

8.760 

8,760 

14.500 

14.500 

10 

10 

1.500 

1.500 

57.665 

57.665 

800 

800 

s.ooo 

4.000 

9.000 

10,271 

10.868 

21.139 

302,719 

247.491 

550,210 

FACILITY-28 


FV  1994  CONSTRUCTION  ANNEX  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 

— RESERVE  FORCES - 

BY  TYPE  OF  FACILITY 


SUNNARV  BY  FACILITY 

($  THOUSAMIS) 
AMY 

NAVY 

AIR  FORCE 

DATA  AS  OF  FEB  1994 
TOTAL 

OPERATIONAL  FACILITIES 

30.343 

30.343 

TRAINING  FACILITIES 

92.936 

16.208 

23.250 

132.394 

MAINTENANCE  t  PRODUCTION  FACILITIES 

2.500 

4.100 

6.600 

SUPPLY  FACILITIES 

1.900 

7.400 

9,300 

AOMINSTRATIVE  FACILITIES 

2.020 

2.020 

UTILITY  FACILITIES 

1.500 

1,500 

UNSPECIFIED  MINOR  CONSTRUCTION 

2.100 

1.042 

3.904 

7,046 

PLANNING  A  DESIGN 

7.004 

1.359 

3,989 

12.352 

***  TOTAL  *** 

102.040 

25.029 

74.486 

201.555 

FACILITY-29 


FV  1994  CONSTRUCTION  ANNEX  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


SUMIARY  BY  FACILITY 

OPERATIONAL  FACILITIES 

TRAINING  FACILITIES 

MAINTENANCE  t  PRODUCTION  FACILITIES 

SUPPLY  FACILITIES 

AOMINSTRATIVE  FACILITIES 

TROOP  HOUSING  FACILITIES 

COtiWNITY  FACILITIES 

UTILITY  FACILITIES 

REAL  ESTATE 

AIR  POi..jriON  ABATEMENT 
WATER  POLLUTION  ABATEMENT 
NOISE  POLLUTION  ABATEMENT 
UNSPECIFIED  MINOR  CONSTRUCTION 
PLACING  S  DESIGN 

***  TOTAL  *** 


TOT  GUARD  AND  RESERVE 
BY  TYPE  OF  FACILITY 


($  THOUSAWIS) 
ARMY 

NAVY 

AIR  FORCE 

DATA  AS  OF  FEB  1994 
TOTAL 

59.938 

59.938 

284.903 

16.208 

6B.023 

369.134 

91.068 

2.500 

47.260 

140.826 

3.022 

1.900 

16.440 

21.362 

1.391 

2.020 

3.411 

22.820 

22.820 

8.760 

8.760 

16.000 

16.000 

10 

10 

1.500 

1.500 

57.665 

57.665 

800 

800 

7.100 

1.042 

7.904 

16.046 

17.275 

1.359 

14.857 

33.491 

404.759 

25.029 

321.977 

751.765 

FACILITY-30 


FV  1994  CONSTRUaiON  ANNEX  TOTAL  0BLI6ATI0NAL  AUTHORITY  AS  REQUESTED 
—FAMILY  HOUSING — 

($  THOUSANDS)  DATA  AS  OF  FEB  1994 


SUMMARY  BY  FACILITY 

AMY 

NAVY 

AIR  FORCE 

DEF.  AGS. 

TOTAL 

FAMILY  HOUSING  CONSTRUCTION 

228.885 

370.208 

187.035 

159 

786.287 

FAMILY  HOUSING  DEBT 

17 

88 

21 

126 

FAMILY  HOUSING  OPERATIONS 

1,069.172 

771.967 

790.891 

•  26.337 

2.658.367 

HOMEOWNERS  ASSISTANCE 

146.376 

146.376 

***  TOTAL  *** 

1,444.450 

1.142.263 

977.947 

26.496 

3.591.156 

FACILITY-31 


FY  1994  MILITARY  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


INSTALLATION 

ACTIVE  GUARD  AND  RESERVE  FORCES 

BY  TYPE  OF  FACILITY 

($  THOUS/MOS)  DATA  AS  OF  FEB 

LOCATION  PROJECT 

1994 

TOTAL 

OPERATIONAL  FACILITIES 

ARMY 

FORT  RUCKER 

ALABAMA 

OPERATIONS  FACILITY 

1.150 

FORT  RUCKER 

ALABAMA 

PETROLEUM  LAB  AND  FUEL  STORAGE 

5. BOO 

FORT  RICHARDSON 

ALASKA 

JOINT  MOBILITY  CENTER 

10.000 

FORT  HUACHUCA 

ARIZONA 

BATTALION  HEADQUARTERS 

4. BOO 

FITZSINONS  ARMY  MEDICAL  CENTER 

COLORADO 

DIAL  CENTRAL  OFFICE 

4.400 

FT  STEHART/HUNTER  AAF 

GEORGIA 

CARGO  HANDLING  FACILITY 

4.200 

SCHOFIELD  BARRACKS 

HAWAII 

OPERATIONS  FACILITY 

2.600 

FORT  CAMPBELL 

KENTUCKY 

AIRFIELD  IMPROVEMENTS 

3.950 

FORT  LEONARD  WOOD 

MISSOURI 

OPERATIONS  FACILITY 

1.000 

FORT  JACKSON 

SOUTH  CAROLINA 

OPERATIONS  FACILITY 

1.100 

FORT  HOOD 

TEXAS 

BATTALION  COMMAND  AND  CONTROL  FACILITY 

5.600 

FORT  BELVOIR 

VIRGINIA 

OPERATIONS  FACILITY 

860 

CLASSIFIED  LOCATIONS 

CONUS  CLASSIFIED 

CUSSIFIED  PROJECT 

1.852 

•*ARMY 

47.312 

NAVY 

CAMP  PENDLETON  MARINE  CORPS  AIR  STATION 

CALIFORNIA 

RADAR  AIR  TRAFFIC  CONTROL  FACILITY  ADDN 

3.850 

CAMP  PENDLETON  MARINE  CORPS  BASE 

CALIFORNIA 

ARMORY 

4S0 

TVENTYNINE  PALMS  MARCORP  AIR-GRNO  COMB  CTR 

CALIFORNIA 

ARMORY 

3.360 

NEW  LONDON  NAVAL  SUB»WRINE  BASE 

CONNECTICUT 

SUBMARINE  DRYDOCK  PIER 

4.200 

JACKSONVILLE  NAVAL  AIR  STATION 

FLORIDA 

HELICOPTER  WASH  AND  RINSE  FACILITY 

620 

PENSACOLA  NAVAL  AIR  STATION 

FLORIDA 

RADAR  AIR  TRAFFIC  CONTROL  CENTER 

1.880 

KINGS  BAY  NAVAL  SUBMARINE  BASE 

GEORGIA 

DIKES 

3.730 

PEARL  HARBOR  NAVAL  SUBMARINE  BASE 

HAWAII 

SUBMARINE  BERTING  WHARF 

26.000 

PEARL  HARBOR  UNDERSEA  SURV  US  PACIFIC  FLT 

HAWAII 

BERTHING  PIER 

16.780 

WAIPAHU  NAV  INACTIVE  SHIP  MAINTENANCE  FAC 

HAWAII 

INACTIVE  SHIPS  PIER 

2.620 

EARLE  NAVAL  WEAPONS  STATION 

NEW  JERSEY 

EXPLOSIVES  HOLDING  YARD  -  DBOF 

1.290 

EARLE  NAVAL  WEAPONS  STATION 

NEW  JERSEY 

MATERIALS  HNDLG  EQUIP  SERV  CTR  ALT  -  DBOF 

420 

CHERRY  POINT  MARINE  CORPS  AIR  STATION 

NORTH  CAROLINA 

COMMUNICATIONS  CENTER 

3.460 

PHILADELPHIA  NAV  INACTIVE  SHIP  MAINT  FAC 

PENNSYLVANIA 

BERTHING  WHARF  IMPROVEMENTS  (INCR  II) 

8.660 

OCEANA  NAVAL  AIR  STATION 

VIRGINIA 

FUEL  STORAGE  TANKS  REPLACEMENT 

1.800 

EVEREn  NAVAL  STATION 

WASHINGTON 

BREAKWATER 

22.200 

NAVAL  STATION 

GUAM 

EXPLOSIVE  ORDNANCE  DISPOSAL  OPERS  FAC 

12.500 

**NAVY 

113.850 

AIR  FORCE 

MAXWELL  AFB 

ALABAMA 

‘EXTEND  RUNWAY/UPGRADE 

5.000 

MAXWELL  AFB 

ALABAMA 

TAX IWAY /RAMP 

3.800 

ELMENOORF  AFB 

ALASKA 

JOINT  MOBILITY  COMPLEX 

5.500 

ELMENOORF  AFB 

AUSKA 

RUNWAY  REPAIR 

2.500 

LITTLE  ROCK  AFB 

ARKANSAS 

ALTER  JRTC  OPERATIONS  CENTER 

1.050 

MCCLELLAN  AFB 

CALIFORNIA 

REPAIR  AIRCRAFT  PARKING  APRON 

3.100 

MCCLELLAN  AFB 

CALIFORNIA 

UPGRADE  AIRCRAFT  PARKING  APRON 

3.600 

VANOENBERG  AFB 

CALIFORNIA 

SLFI-TPQ-IB  RADAR  FACILITY 

2.408 

BUCKLEY  ANG  BASE 

COLORADO 

COMMUNICATION  DATA  PROCESSING  FACILITY 

39.000 

PETERSON  AFB 

COLORADO 

ADD  TO  AND  ALTER  INTEGRATION  SUPPORT  FAC 

16.400 

EGLIN  AFB 

FLORIDA 

UPGRADE  HYDRANT  FUELING  SYSTEM 

4.550 

MOODY  AFB 

GEORGIA 

AIRCRAFT  PARKING/ACCESS  TAXIWAY 

9.000 

ROBINS  AFB 

GEORGIA 

J-STARS  ADO  TO  AND  ALTER  OPERATIONS  CMPLX 

4.100 

ROBINS  AFB 

GEORGIA 

J-STARS  SQUADRON  OPERATIONS/AMU 

7.500 

HICKAM  AFB 

HAWAII 

MILSTAR  COMMUNICATIONS  GROUND  TERMINAL 

2.200 

MCCONNELL  AFB 

KANSAS 

CONTROL  TOWER  CAB 

900 

BARKSDALE  AFB 

LOUISIANA 

ADD  TO  AND  ALTER  APRON/HYDRANT  FUELING  SYS 

10.000 

ANDREWS  AFB 

MARYLAND 

AIR  FREIGHT  TERMINAL  -  DBOF  T 

4.400 

FORT  GEORGE  MEADE 

MARYLAND 

ADO  TO  AIR  FORCE  SENIOR  SCOUT  OPS  FAC 

1.450 

COLUMBUS  AFB 

MISSISSIPPI 

UPGRADE  AIRFIELD  LIGHTING 

2.900 

WHITEMAN  AFB 

MISSOURI 

8-2  AIRCRAFT  APRON/TAXIWAY  UPGRADE 

3.400 

*  AUTHORIZED  FOR  APPROP  IN  PRIOR  YEAR 
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FY  1994  MILITARY  CONSTRUCTION  TOTAL  06LI6ATI0NAL  AUTHORITY  AS  REQUCSTEO 

ACTIVE  6UARO  ANO  RESERVE  FORCES 
BY  TYPE  OF  FACILITY 


INSTALLATION 

(S  THOUSANDS) 
LOCATION 

DATA  AS  OF  FEB 

PROJECT 

1994 

TOTAL 

OPERATIONAL  FACILITIES 

AIR  FORCE 

WHITEMAN  AFB 

MISSOURI 

B-2  HYDRANT  FUELING  SYSTEM  LOOP.  PH  II 

2.700 

OFFUn  AFB 

NEBRASKA 

REPAIR  AIRFIELD  PAVEMENTS  ANO  LIGHTING 

B.700 

NELLIS  AFB 

NEVADA 

BOMBER  LIVE  OROANCE  LOADING  APRON 

4.100 

CANNON  AFB 

NEW  MEXICO 

SOUND  SUPPRESSOR  SUPPORT  PAD 

665 

GRAND  FORKS  AFB 

NORTH  DAKOTA 

UPGRADE  AIRFIELD  PAVEMENT 

10,200 

GRAND  FORKS  AFB 

NORTH  DAKOTA 

UPGRADE  HYDRANT  FUELING  SYSTEM 

3,250 

MINOT  AFB 

NORTH  DAKOTA 

REPAIR  RUNWAYS  t  TAXIWAYS 

8.500 

WRIGHT-PATTERSON  AFB 

OHIO 

FIRE  STATION 

1.230 

ALTUS  AFB 

OKLAHOMA 

C-17  FIRE  STATION  -  D60F 

760 

TINKER  AFB 

OKLAHOMA 

ALTER  HYDRANT  FUELING  SYSTEM 

4.129 

VANCE  AFB 

OKLAHOMA 

REPAIR  AIRFIELD  PAVEMENT  (RAMP) 

5.000 

VANCE  AFB 

OKLAHOMA 

UPGRADE  AIRFIELD  LIGHTING 

3.300 

SHAH  AFB 

SOUTH  CAROLINA 

CONTROL  TOWER 

2.700 

OYESS  AFB 

TEXAS 

UPGRADE  HYDRANT  FUELING  SYSTEM,  PHASE  II 

9.500 

KELLY  AFB 

TEXAS 

C-17  ENGINEERING  TEST  LABORATORY 

2.600 

KELLY  AFB 

TEXAS 

UPGRADE  TAXIWAY 

3.550 

LAUGHLIN  AFB 

TEXAS 

FIRE  STATION 

2,400 

LAUGHLIN  AFB 

TEXAS 

UPGRADE  AIRFIELD  LIGHTING 

3.000 

LAUGHLIN  AFB 

TEXAS 

UPGRADE  AIRFIELD  PAVEMENT 

3,032 

RANDOLPH  AFB 

TEXAS 

CONTROL  TOWER 

2.652 

LANGLEY  AFB 

VIRGINIA 

FIRE  STATION 

3.850 

F  E  WARREN  AFB 

WYOMING 

REMOTE  MISSILE  CREW  FACILITIES 

3. BOO 

F  E  WARREN  AFB 

WYOMING 

RENOVATE  SECURITY  POLICE  OPERATIONS 

6.000 

CUSSIFIEO  LOCATION 

CONUS  CUSSIFIEO 

OMEGA  FACILITIES 

2.600 

CLASSIFIED  LOCATION 

CONUS  CUSSIFIEO 

SPECIAL  TACTICAL  UNIT  DETENTION  FACILITY 

5.540 

**AIR  FORCE 

236.536 

AUTHORIZED  FOR  APPROP  IN  PRIOR  YEAR 

(5.000) 

SPECIAL  OPERATIONS  COM4ANO 

EGLIN  AUX  FIELD  9 

FLORIDA 

SON  OPS  MCI 30  (H) 

2.750 

EGLIN  AUX  FIELD  9 

FLORIDA 

SON  OPS  MH60G(1S0W)-H 

2.250 

FORT  CAMPBELL 

KENTUCKY 

AIRCRAFT  PARKING  APRON 

2,650 

FORT  CAMPBELL 

KENTUCKY 

ARMY  SOA  BN,  HQS 

4,300 

NAVAL  AMPHIBIOUS  BASE,  LIHLE  CREEK 

VIRGINIA 

SOF  SPECBOATRON  PBC  SUPPORT 

7.500 

**SPECIAL  OPERATIONS  COWANO 

19.450 

NATIONAL  SECURITY  AGENCY 

FORT  MEADE 

MARYLAND 

SUPERCOMPUTER  FACILITY 

35.000 

••NATIONAL  SECURITY  AGENCY 

35.000 

DEFENSE  LOGISTICS  AGENCY 

DEFENSE  FUEL  SUPPORT  POINT  PEARL  HARBOR 

HAWAII 

POL  LABORATORY  FACILITY 

2.250 

••DEFENSE  LOGISTICS  AGENCY 

2.250 

AIR  NATIONAL  GUARD 

TUCSON  lAP 

ARIZONA 

ADD  TO  AND  ALTER  COftWNICATIONS  FACILITY 

700 

GREATER  WILMINGTON  AIRPORT 

DEUWARE 

COMMUNICATIONS  FACILITY 

900 

CAPITAL  MAP 

ILLINOIS 

UPGRADE  RUNWAY 

2.300 

DES  MOINES  MAP 

IOWA 

JET  FUEL  STORAGE  COMPLEX 

4.000 

ROSECRANS  MEMORIAL  AIRPORT 

MISSOURI 

JET  FUEL  STORAGE 

4,000 

KIRTLAND  AFB 

NEW  MEXICO 

ALTER  MAINTENANCE  SHOPS 

345 

NIAGARA  FALLS  INTERNATIONAL  AIRPORT 

NEW  YORK 

ALTER  KC-135  OPERATIONS  FACILITIES 

1,650 

SCHENECTADY  AIRPORT  ANG 

NEW  YORK 

REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 

1.050 

TOLEDO  EXPRESS  AIRPORT 

OHIO 

TAXIWAY  t  ARM/OEARM  PADS 

1.950 

KINGSLEY  FIELD 

OREGON 

REPAIR  RUNWAY/TAXIWAY 

8.500 

FACILITY-33 


fi  1994  NILITMY  CONSTKUaiON  TOTAL  OOLIGATIONAL  AUTHORITY  AS  REQUESTED 


INSTALLATION 


ACTIVE  6UARO  AND  RESERVE  FORCES 
BY  TYPE  OF  FACILITY 
(S  THOUSANDS) 

LOCATION  PROJECT 


DATA  AS  OF  FEB  1994 

TOTAL 


OPERATIONAL  FACILITIES 
AIR  NATIONAL  GUARD 


NCENTIRE 

SOUTH  CAROLINA 

UPGRADE  AIRFIELD  LIGHTING  AM)  PAVEMENT 

4.Z00 

**AIR  NATIONAL  GUARD 

29.595 

AIR  FOICE  RESERVE 

ANDREWS  AFB 

MARYLAND 

REPLACE  AIRCRAFT  PARKING  APRON 

13.373 

NIAGARA  FALLS  lAP 

NEW  YORK 

BASE  COmUNICATIONS  CENTER 

2.100 

YOUNGSTOWN  NAP 

OHIO 

WIDEN  AIRCRAFT  PARKING  APRON 

7.850 

BILLY  MITCHELL  FIELD 

WISCONSIN 

UPGRADE  BASE  FUELS  COMPLEX 

1.800 

AIR  FORCE  RESERVE 

CONUS  CLASSIFIED 

CONSTRUCT  AIRCRAFT  PARKING  APRON 

8.000 

UNSPECIFIED  WORLDWIDE  LOCATIONS 

WORLDWIDE  UNSPECIFIED 

GENERAL  REDUCTION 

-2.780 

**AIR  FORCE  RESERVE 

30.343 

•*  OPERATIONAL  FACILITIES 

514.336 

AUTHORIZED  FOR  APPROP  IN  PRIOR  YEAR 

(5.000) 

TRAINING  FACILITIES 

ARMY 

FORT  CARSON 

COLORADO 

RANGE  CONTROL  FACILITY 

4.050 

FORT  BENNING 

GEORGIA 

MULTIPURPOSE  MACHINE  GUN  RANGE 

1.650 

FWT  RILEY 

KANSAS 

BATTLE  SIMULATION  FACILITY 

4.742 

FORT  KNOX 

KENTUCKY 

MULTIPURPOSE  TRAINING  RANGE 

4.150 

ABERDEEN  PROVING  GROUND 

MARYLAND 

APPLIED  INSTRUCTION  FACILITY 

14.000 

FORT  SILL 

OKLAHOMA 

ENVIRONMENTAL  TRAINING  CENTER 

3.700 

FORT  JACKSON 

SOUTH  CAROLINA 

RANGE  UPGRADE 

1.600 

FORT  HOOD 

TEXAS 

CLOSE  COMBAT  TACTICAL  TRAINER  FACILITY 

7.500 

FORT  LEE 

VIRGINIA 

APPLIED  INSTRUCTION  FACILITY 

12.600 

**ARMY 

53.992 

NAVY 

CAMP  PENDLETON  MARINE  CORPS  BASE 

CALIFORNIA 

AUTOMATED  FIELD  FIRING  RANGE 

1.340 

TWENTYNINE  PALMS  MARCORP  AIR-GRNO  COMB  CTR 

CALIFORNIA 

ACADEMIC  INSTRUCTION  BUILDING  ADDITION 

600 

TWENTVNINE  PALMS  MARCORP  AIR-GRNO  COMB  CTR 

CALIFORNIA 

ANTI-ARMOR  TRACKING  RANGE  MODERNIZATION 

3.940 

TWENTYNINE  PALMS  MARCORP  AIR-GRNO  COMB  CTR 

CALIFORNIA 

MULTIPURPOSE  RANGE  CPX 

200 

PENSACOLA  NAVAL  AIR  STATION 

FLORIDA 

WATER  SURVIVAL  TRAINING  FACILITY 

4.540 

KINGS  BAY  TRIDENT  TRAINING  FACILITY 

GEORGIA 

FIRE  FIGHTING  TRAINING  FACILITY 

3.870 

ANNAPOLIS  NAVAL  ACADEMY 

MARYLAND 

PHYISCAL  THERAPy/TRAINING/MEETING  CENTER 

6.500 

CAMP  LEJEUNE  MARINE  CORPS  BASE 

NORTH  CAROLINA 

MULTI-PURPOSE  TRAINING  RANGE 

5.300 

CHERRY  POINT  MARINE  CORPS  AIR  STATION 

NORTH  CAROLINA 

AIRCRAFT  MAINTENANCE  TRAINING  FACILITY 

4.040 

CHESAPEAKE  MARINE  CORPS  SEC  FORCE  BATTN  NW 

VIRGINIA 

ACADEMIC  INSTRUCTION  BUILDING 

2.320 

CHESAPEAKE  MARINE  CORPS  SEC  FORCE  BAHN  NW 

VIRGINIA 

INDOOR  RANGE  COMPLEX 

3.060 

QUANTICO  MARINE  CORPS  COMBAT  DEV  COWANO 

VIRGINIA 

ACADEMIC  INSTRUCTION  BUILDING  ALTERATIONS 

5.000 

QUANTICO  MARINE  CORPS  COMBAT  DEV  C0N4AND 

VIRGINIA 

ANTI-ARMOR  TRACKING  &  LIVE  FIRE  RANGE 

3.600 

**NAVY 

44.310 

AIR  FORCE 

MAXWELL  AFB 

ALABAMA 

AIR  FORCE  QUALITY  CENTER 

4.650 

ANDREWS  AFB 

MARYLAND 

FIRE  TRAINING  FACILITY  -  OBOF 

1.000 

ALTUS  AFB 

OKLAHOMA 

C-17  ADD  TO  FLT  SIMULAT  TRN  FAC  -  DBOF  T 

2,850 

LACKLAND  AFB 

TEXAS 

TRAINING  SERVICES  FACILITIES 

5.717 

SHEPPARD  AFB 

TEXAS 

ENJJPT  ALTER  FLIGHT  TRAINING  FACILITY 

2.200 

FAIRCHILD  AFB 

WASHINGTON 

INTELLIGENCE  TECHNICAL  TRAINING  FACILITY 

3,500 

**AIR  FORCE 

19.917 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 

FORT  SAM  HOUSTON 

TEXAS 

COMBAT  MEDIC  TRAINING  COMPLEX 

1,400 

FACILITY-34 


FY  1994  MILITARY  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 

ACTIVE  GUARD  AND  RESERVE  FORCES 
BY  TYPE  OF  FACILITY 

(t  THOUSANDS)  DATA  AS  OF  FEB  1994 

INSTALLATION  LOCATION  PROJECT  TOTAL 


TRAINING  FACILITIES 
DEFENSE  MEDICAL  SUPPORT  ACTIVITY 


FORT  SAM  HOUSTON 

"DEFENSE  MEDICAL  SUPPORT  ACTIVITY 

TEXAS 

NCO  ACADEMY -AMEDO  CENTER  AND  SCHOOL 

3.400 

4.800 

ARMY  NATIONAL  GUARD 

CAMP  NAVAJO  (BELLMONT) 

ARIZONA 

TNG  SITE.  WATER  FILTRATION  SYS 

1.000 

MARANA 

ARIZONA 

WAATS.  DINING  FAC/DORM  EXPAN 

2.919 

C/WP  ROBINSON 

ARKANSAS 

ARMORY 

3.20S 

CAMP  ROBINSON 

ARKANSAS 

RANGE.  MODIFIED  RECORD  FIRE 

907 

CAMP  ROBINSON 

ARKANSAS 

TRNG  SITE.  SEWER  IMPROV 

4.424 

CAMP  ROBINSON 

ARKANSAS 

TRNG  SITE.  UTILITIES  RENOV 

1.275 

FRESNO 

CALIFORNIA 

ARMORY/OMS 

8.147 

VAN  NUYS 

CALIFORNIA 

ARMORY.  ADOITION/ALTERATION 

6.518 

KAUAI 

HAWAII 

RANGE.  KNOWN  DISTANCE  UPGRADE 

334 

MOLOKAI 

HAWAII 

ARMORY 

1.050 

OAHU 

HAWAII 

ARMORY  ADDITION 

4.300 

GOHEN  FIELD 

IDAHO 

COMBAT  VEHICLE  TRANSITION  CMPLX 

5.044 

HOMEDALE 

IDAHO 

ARMORY 

1.157 

ROCK  ISLAND 

ILLINOIS 

ARMORY/OMS 

3.310 

CAMP  ATTERBURY 

INDIANA 

RANGE.  INF  SOUAD  BATTLE  CRSE 

1.156 

CAMP  ATTERBURY 

INDIANA 

RANGE.  MOD  RECORD  FIRE  UPGRADE 

654 

CAMP  ATTERBURY 

INDIANA 

TNG  SITE.  HQ/BKS/AOM/SPLY  PH6B 

7.545 

CAMP  AHERBURY 

INDIANA 

TNG  SITE.  MILITARY  ED  FAC 

5.400 

EVANSVILLE 

INDIANA 

ARMORY/OMS 

6.050 

LAFAYEHE 

INDIANA 

ARMORY/OMS 

3.116 

CAMP  DODGE 

IOWA 

ARMORY 

4.550 

CAMP  DODGE 

IOWA 

TNG  SITE.  BN  COMPLEX.  PHASE  II 

3.800 

NICKELL  BARRACKS 

KANSAS 

TNG  SITE.  COMPLEX  PHASE  I 

6.168 

FORT  RILEY 

KANSAS 

XTNG  SITE.  WASH  FACILITY 

3.398 

NORWAY 

MAINE 

ARMORY  EXPAN/REHAB 

1.380 

HAGERSTOWN 

MARYLAND 

ARMORY  ADOITION/ALTERATION 

1.776 

TOWSON 

MARYLAND 

ARMORY  ALT/ADD 

2.823 

CAMP  RIPLEY 

MINNESOTA 

RANGE.  MPRC  (HEAVY) 

3.185 

INVER  GROVE  HEIGHTS 

MINNESOTA 

ARNORY/OMS 

4.571 

VARIOUS  LOCATIONS 

MINNESOTA 

ARMORY  ADOITIONS/ALTERATIONS 

3.225 

CAMP  MC  CAIN 

MISSISSIPPI 

TNG  SITE  IMPROVEMENTS 

5.500 

CAMP  SHELBY 

MISSISSIPPI 

REGION  MIL  ED  FAC  PHASE  I 

6.000 

CAMP  SHELBY 

MISSISSIPPI 

TNG  SITE.  TANK  HASH 

5.000 

GREENVILLE 

MISSISSIPPI 

ARMORY. 

2.230 

JACKSON 

MISSISSIPPI 

ARMORY,  HQ  STARC 

2.550 

VARIOUS 

MISSISSIPPI 

ARMORY  (6) 

5.204 

FORT  CROWDER 

MISSOURI 

TRNG  SITE,  TROOP  MED  TRNG  FACIL 

386 

FORT  LEONARDWOOO 

MISSOURI 

ARMORY/OMS 

2.349 

POPLAR  BLUFF 

MISSOURI 

ARMORY/OMS 

2.842 

FT  WM  HENRY  HARRISON 

MONTANA 

TRNG  SITE.  MED  UNIT  TNG  FACIL 

501 

LAS  VEGAS 

NEVADA 

ARMORY 

1.430 

WHITE  SANDS  MISSILE  BASE 

NEW  MEXICO 

TNG  SITE.  TACTICAL  SITE 

1,995 

CAMP  GRAFTON  (DEVILS  LAKE) 

NORTH  DAKOTA 

RANGE.  MOD  RECORD  FIRE  (MRF) 

1.038 

CAMP  GRAFTON  (DEVILS  LAKE) 

NORTH  DAKOTA 

TRNG  SITE,  HEATING  PLANT  ADO 

1.826 

RICKENBACHER 

OHIO 

TNG  SITE.  CONSOLIDATED  MESS 

1.250 

FREDERICK 

OKLAHOMA 

ARMORY 

1.200 

FORT  INOIANTOWN  GAP 

PENNSYLVANIA 

TNG  SITE,  MIL  ED  FACILITY 

9,200 

JOHNSTOWN 

PENNSYLVANIA 

ARMORY  (AVN)  ADDITION 

3,309 

COLUMBIA 

SOUTH  CAROLINA 

LAND  ACQUISITION 

950 

FORT  JACKSON 

SOUTH  CAROLINA 

TNG  SITE.  TRACK  VEH  MASH  RACK 

1,009 

SIOUX  FALLS 

SOUTH  DAKOTA 

ARMORY  ADDITION 

3,700 

CAMDEN 

TENNESSEE 

ARMORY  ADDITION/ALTERATION 

714 

ELIZABETHTON 

TENNESSEE 

AAUSB  ARMORY  UNIT  STORAGE  BLDG 

100 

JEFFERSON  CITY 

TENNESSEE 

ARMORY 

952 
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FY  1994  MILITARY  CONSTRUCTION  TOTAL  OfiLIOATIONAL  AUTHORITY  AS  REQUESTED 


INSTALLATION 

ACTIVE  GUARD  AM3  RESERVE  FORCES 

BY  TYPE  OF  FACILITY 

($  THOUSANDS)  DATA  AS  OF 

LOCATION  PROJECT 

FEB  1994 

TOTAL 

TRA1NIN6  FACILITIES 

ARMY  NATIONAL  GUARD 

MILAN 

TENNESSEE 

ARMORY  ADDITION 

1.357 

SEVIERVILLE 

TENNESSEE 

ARMORY 

1.352 

SMYRNA 

TENNESSEE 

ARMORY.  (MEDICAL) 

3.934 

TIPTONVILLE 

TENNESSEE 

ARMORY.  ADOITION/ALTERATION 

1,157 

HAVERLY 

TENNESSEE 

ARMORY  ADOITION/ALTERATION 

5S7 

CORPUS  CHRISTI 

TEXAS 

ARMORY  ADOITION/ALTERATION 

2.719 

WESLACO 

TEXAS 

ARMORY /OMS 

5.567 

CAMP  WILLIAMS 

UTAH 

RANGE.  INFANTRY  SQUAD  BATTLE  CRSE 

1.066 

CAMP  WILLIAte 

UTAH 

RANGE.  MAC 

850 

COLCHESTER 

VERMONT 

TNG  SITE.  MIL  ED  FACILITY 

3,200 

JERICHO 

VERMONT 

TRNG  SITE.  SUPPORT  FACILITIES 

304 

YAKIMA  TRAINING  CENTER  (YAKIMA) 

WASHINGTON 

RANGE.  MACHINE  GUN  MODIFICATION 

1.527 

CAMP  GUERNSEY 

WYOMING 

TNG  SITE.  BKS  PHASE  III 

3.336 

UNSPECIFIED  LOCATIONS 

WORLDWIDE  VARIOUS 

INDOOR  RANGE  MODERNIZATION 

637 

VARIOUS  LOCATIONS 

WORLDWIDE  VARIOUS 

ARMORY  UNIT  STORAGE  BUILDINGS 

750 

•'ARMY  NATIONAL  GUARD 

191.967 

AIR  NATIONAL  GUARD 

A8STON  ANG  STATION 

ALABAMA 

COmUNICATIONS  t  ELECTRONICS  TRAINING  FAC 

693 

LIHLE  ROCK  AFB 

ARKANSAS 

AIRCREW  TRAINING  FACILITY 

3.750 

BARKING  SANDS 

HAWAII 

FORWARD  AIR  CONTROL  POINT  FACILITY 

S.500 

GOWEN  FIELD 

IDAHO 

IDAHO  TRAINING  RANGE 

6.700 

MCCONNELL  AFB 

KANSAS 

ALTER  MEDICAL  TRAINING  AND  TELECOM 

690 

BARNES  MAP 

MASSACHUSETTS 

ALTER  OPS/TRAINING  FACILITY 

600 

JEFFERSON  BARRACKS  ANG  SITE 

MISSOURI 

ALTER  COMMUNICATIONS  ELECTRONICS  TRNG  FAC 

2.800 

RENO  lAP 

NEVADA 

flight  SIMULATOR  BUILDING 

400 

MANSFIELD  LAHM  AIRPORT 

OHIO 

MEDICAL  TRAINING  &  DINING  FACILITY 

2.900 

TOLEDO  EXPRESS  AIRPORT 

OHIO 

AOO/ALTER  OPERATIONS  i  TRAINING  FACILITY 

1.800 

STATE  COLLEGE,  ANG  STATION 

PENNSYLVANIA 

com  ELECTRONICS  TRAINING  COMPLEX 

9.700 

JOE  FOSS  FIELD 

SOUTH  DAKOTA 

ALTER  COMPOSI'sE  OPERATIONS  t  TRAINING  FAC 

350 

ALCOA  AIR  NATIONAL  GUARD  STATION 

TENNESSEE 

AOAL  COmUNICATIONS  ELECTRONICS  TRNG  FAC 

1.300 

MCGHEE-TYSON  AIRPORT 

TENNESSEE 

PMEC  ADMINISTRATIVE  SUPPORT  FACILITY 

2.200 

SALT  LAKE  CITY  lAP 

UTAH 

AOAL  COMMUNICATION  AND  ELECTRONICS  TRNG 

850 

SALT  LAKE  CITY  lAP 

UTAH 

ALTER  COMPOSITE  SUPPORT  FACILITY 

950 

E  WV  REGIONAL  APT  (MARTINSBURG) 

WEST  VIRGINIA 

ADO  TO  AERIAL  PORT  TRAINING  FACILITY 

390 

**A1R  NATIONAL  GUARD 

44.773 

ARMY  RESERVE 

BIRMINGHAM 

ALABAMA 

BAHLE  PROJECTION  CENTER 

4.719 

FORT  RICHARDSON 

ALASKA 

ADO/ALT  USARC/OMS/OS-GS/AMSA/STORAGE 

10,324 

FORT  MCPHERSON 

GEORGIA 

USAR  COMD  HQ  BLDG.  PH  1 

15.000 

ARGONNE 

ILLINOIS 

USARC/OMS 

10.381 

NEW  ORLEANS 

LOUISIANA 

LAND  ACQUISITION 

645 

FORT  OIX 

NEW  JERSEY 

UPGRADE  RANGE  #  65 

2,700 

MOREHEAO  CITY 

NORTH  CAROLINA 

ADO/ALT  USARC/OMS/AMSA  (MARINE) 

9.335 

COLUMBUS 

OHIO 

USARC/OMS/AMSA/DS-GS 

14,701 

FORT  JACKSON 

SOUTH  CAROLINA 

USARC/OMS/DS 

10.428 

FORT  LEWIS 

WASHINGTON 

USARC/OMS/AMSA/ECS/WAREHOUSE 

14,703 

••ARMY  RESERVE 

92.936 

NAVY  RESERVE 

NAVAL  STATION  SAN  DIEGO 

CALIFORNIA 

C8U  FACILITY 

1.000 

NAVAL  STATION  PEARL  HARBOR 

HAWAII 

CBU  ADDITION 

500 

NRRC  DETROIT 

MICHIGAN 

MCRC  IMPROVEMENTS  NAVMARCORESCEN  DETROIT 

698 

NRRC  DETROIT 

MICHIGAN 

RESCEN  ADDITION 

3.100 

NRC  KEARNY 

NEW  JERSEY 

MCRC  IMPROVEMENTS  WEST  TRENTON 

264 

FACILITY-36 


FV  1994  MILITARY  CONSTRUCTION  TOTAL  0BLI6ATI0NAL  AUTHORITY  AS  REOUESTED 


INSTALLATION 


TRAINING  FACILITIES 
NAVY  RESERVE 
NRC  KEARNY 
NETC  NEVIPORT 
NNCRC  CHATTANOOGA 
MCRC  OAMNECK 

JOINT  TRAINING  CENTER  EVEREH 
JOINT  TRAINING  CENTER  EVEREH 
WCRC  GREEN  BAY 

*^VY  RESERVE 

AIR  FORCE  RESERVE 
TRAVIS  AFB 
TRAVIS  AFB 
MACOILL  AFB 
DOBBINS  AFB 
DOBBINS  AFB 
UESTOVER  AFB 
KIRTLANO  AFB 
GREATER  PITTSBURGH  lAP 

**AIR  FORCE  RESERVE 

**  TRAINING  FACILITIES 


ACTIVE  GUARD  ANO  RESERVE  FORCES 
BY  TYPE  OF  FACILITY 
($  THOUSANDS) 

LOCATION  PROJECT 


DATA  AS  OF  FEB  1994 

TOTAL 


NEW  JERSEY 

RHODE  ISLAND 

TENNESSEE 

VIRGINIA 

WASHINGTON 

WASHINGTON 

WISCONSIN 


RESCEN  A/C 
CBU  ADDITION 
RESCEN  REPLACEMENT 
ELECTRONIC  MAINT  SHOP 
RESCEN  REPLACEMENT 
RESCEN  REPLACEMENT  BANSOR 
RESCEN  ADDITION 


CALIFORNIA  AERIAL  PORT  TRAINING  FACILITY 

CALIFORNIA  ALTER  RESERVE  OPERATIONS  ANO  TRAINING  FAC 

FLORIDA  AEROMEDICAL  EVACUATION  FACILITY 

GEORGIA  ADO  TO  ANO  ALTER  SECURITY  POLICE  OPS  W/ANG 

GEORGIA  FLIGHT  SIMULATION  CENTER 

MASSACHUSETTS  MEDICAL  TRAINING  FACILITY 

NEW  MEXICO  CIVIL  ENGINEERING  TRAINING  FACILITY 

PENNSYLVANIA  OFF  BASE  FIRING  RANGE 


23.2S0 


492.153 


MAINTENANCE  t  PRODUCTION  FACILITIES 
ARMY 

ANNISTON  ARMY  DEPOT 

FORT  KNOX 

FORT  BRAGG 

FORT  BRAGG 

FORT  SILL 

FORT  BLISS 

FORT  BLISS 

FORT  BLISS 

FORT  HOOD 

TOOELE  ARMY  DEPOT 


ALABAMA  AMMUNITION  DEMILITARIZATION  FAC  PH  IV 

KENTUCKY  MAINTENANCE  FACILITY 

NORTH  CAROLINA  TACTICAL  EQUIPMENT  SHOP 

NORTH  CAROLINA  TACTICAL  EQUIPMENT  SHOP 

OKLAHOMA  CENTRAL  VEHICLE  WASH  FACILITY 

TEXAS  CONSOLIDATED  MAINTENANCE  FACILITY 

TEXAS  tactical  EQUIPMENT  SHOP 

TEXAS  TACTICAL  EQUIPMENT  SHOP 

TEXAS  TACTICAL  EQUIPMENT  SHOP 

UTAH  TREATY  COMPLIANCE  FACILITY 


110.900 
12.200 
23.000 
7.100 
7,600 
14.000 
12,800 
2. BOO 
5.300 
1.500 


197.200 


NAVY 

CRANE  NAVAL  SURFACE  WARFARE  CENTER  OIV  INDIANA 
PATUXENT  RIVER  NAVAL  AIR  STATION  MARYLAND 

PHILADELPHIA  NAVAL  SHIPYARD  PENNSYLVANIA 


ORDNANCE  ENVIRONMENTAL  TEST  FACILITY 
JET  ENGINE  TEST  CELL 
ASBESTOS  REMOVAL  FACILITY 


AIR  FORCE 

ELMENDORF  AFB  ALASKA 

ELMENDORF  AFB  ALASKA 

DAVIS-MONTHAN  AFB  ARIZONA 

LITTLE  ROCK  AFB  ARKANSAS 

TRAVIS  AFB  CALIFORNIA 

PETERSON  AFB  COLORADO 

US  AIR  FORCE  ACADEMY  COLORADO 

EGLIN  AFB  FLORIDA 

EGLIN  AFB  FLORIDA 

PATRICK  AFB  FLORIDA 

MOODY  AFB  GEORGIA 


CORROSION  CONTROL  FACILITY  5.975 
MUNITIONS  MAINTENANCE  FACILITY  2,100 
VEHICLE  MAINTENANCE  FACILITY  5,500 
ADAL  ENGINE  INSP  &  REPAIR  SHOP  -  DBOF  T  1.200 
AIRCRAFT  GENERAL  PURPOSE  MAINTENANCE  SHOP  11.200 
PRECISION  MEASUREMENT  EQUIPMENT  LABORATORY  2.200 
ENHANCED  FLIGHT  SCREENER  HANGARS  3.800 
AIRCRAFT  ENGINE  TEST  FACILITY  1.600 
VEHICLE  MAINTENANCE/WAREHOUSE  FACILITIES  2.600 
ALTER  MAINTENANCE  HANGAR  407 
AIRCRAFT  MAINTENANCE  DOCK  4.700 


FACILITY-37 


FV  1994  MILITMY  CONSTRUCTION  TOTAL  0BLI6ATI0NAL  AUTHORITY  AS  REQUESTEO 


INSTALLATION 

ACTIVE  GUARD  AND  RESERVE  FORCES 

BY  TYPE  OF  FACILITY 

(t  THOUSANDS)  DATA  AS  OF  FEB 

LOCATION  PROJECT 

1994 

TOTAL 

MAINTENANCE  t  PRODUCTION  FACILITIES 

AIR  FORCE 

ROBINS  AFB 

GEORGIA 

J-STARS  ado  to  and  alter  MAINT  COMPLEX 

9.300 

WHITEMAN  AFB 

MISSOURI 

B-2  AIRCRAFT  MAINTENANCE  DOCK 

14.S00 

WHITEMAN  AFB 

MISSOURI 

B-2  VEHICLE  MAINTENANCE  FACILITY 

1.700 

MALMSTROM  AFB 

MONTANA 

BASE  ENGINEERING  COMPLEX  -  OBOF 

6.200 

HOLLOtWN  AFB 

NEW  MEXICO 

FIGHTER  MAINTENANCE  FACILITY 

1.900 

ALTUS  AFB 

OKLAHOMA 

C-U  ADD  TO  ACFT  MAINT  FACILITY  -  DBOF  T 

3.300 

ELLSWORTH  AFB 

SOUTH  DAKOTA 

ALTER  AIRCRAFT  MAINTENANCE  DOCK 

630 

ELLSWORTH  AFB 

SOUTH  DAKOTA 

ALTER  WASH  AND  CORROSION  CONTROL  FACILITY 

6.200 

GOOOFELLOW  AFB 

TEXAS 

BASE  ENGINEERING  COMPLEX 

3.700 

KELLY  AFB 

TEXAS 

C-17  AOAL  NDI  FACILITY  -  DBOF 

4,900 

KELLY  AFB 

TEXAS 

C-17  ALTDEPOT  AVIONICS  FACILITY  -  OBOF 

731 

LANGLEY  AFB 

VIRGINIA 

BASE  ENGINEERING  COMPLEX.  PHASE  II 

S.300 

DIEGO  GARCIA 

DIEGO  GARCIA 

SATELLITE  TRACKING  STORAGE  FACILITY 

S60 

RAF  MILDENHALL 

UNITED  KINGDOM 

NAVAL  AIR  FACILITY 

4.800 

**AIR  FORCE 

10S.003 

SPECIAL  OPERATIONS  COMMNO 

EGLIN  AUX  FIELD  9 

FLORIDA 

ALTER  AVIONICS  SHOP-H 

4.S00 

EGLIN  AUX  FIELD  9 

FLORIDA 

MH60G  HELD  HANGER  (H) 

5.700 

EGLIN  AUX  FIELD  9 

FLORIDA 

MUNITIONS  MAINT  FAC-H 

2.SS0 

EGLIN  AUX  FIELD  9 

FLORIDA 

WEAPONS  MX  FAC  AOO(H) 

580 

OLMSTEAD  FIELD.  HARRISBURG  lAP 

PENNSYLVANIA 

AVION/ECM  POD  FAC(O) 

1.300 

**SPECIAL  OPERATIONS  COtMANO 

14.630 

NATIONAL  SECURITY  AGENCY 

FORT  MEADE 

MARYLAND 

OPS  1  ROADWAY  STRUCTURAL  ENHANCEMENT 

5.910 

"NATIONAL  SECURITY  AGENCY 

5.910 

ARMY  NATIONAL  GUARD 

BIRMINGHAM 

ALABAMA 

AASF  ADDITION 

4.907 

CULLMAN 

ALABAMA 

CSMS  ADDITION 

5.070 

MOBILE 

ALABAMA 

ORGANIZATIONAL  MAINT  SHOP 

502 

MONTGOMERY 

ALABAMA 

OMS  ADO/ALT 

389 

MARANA 

ARIZONA 

OMSS 

553 

BURBANK 

CALIFORNIA 

OMS  AOOITION/ALTERATION 

90S 

FORT  IRWIN 

CALIFORNIA 

MAINTENANCE  SHELTERS 

1.265 

BRADLEY  FIELD  (WINDSOR) 

CONNECTICUT 

AVN.  AASF  ADOITION/ALTERATION 

6.000 

CAMP  DODGE 

IOWA 

CONSOLIDATED  PAINT  FACILITY 

1.500 

FORT  KNOX 

KENTUCKY 

MATES  PHASE  I 

10.000 

AVER 

MASSACHUSETTS 

CSMS  REHABILITATION 

3.002 

CAMP  RIPLEY 

MINNESOTA 

ORGANIZATIONAL  MAINT  SHOPS 

2,625 

TUPELO 

MISSISSIPPI 

AW,  AASF  ADDITION/ALTERATION 

3.210 

WHITE  SANDS  MISSILE  BASE 

NEW  MEXICO 

MATES 

3.570 

WHITE  SANDS  MISSILE  BASE 

NEW  MEXICO 

OMS 

2.940 

FAYETTEVILLE 

NORTH  CAROLINA 

ORGANIZATIONAL  MAINT  SHOP 

473 

BISMARCK 

NORTH  DAKOTA 

AVIATION  C-12  HANGAR 

1.300 

CAMP  WITHYCOMBE 

OREGON 

CSMS 

7,569 

PENOELTON 

OREGON 

AVN  LAASF  (LIMITED) 

3.515 

JOHNSTOWN 

PENNSYLVANIA 

AVN,  JOINT  AASF 

5.004 

COLUMBIA 

SOUTH  CAROLINA 

CSMS 

8.616 

SUMMERVILLE 

SOUTH  CAROLINA 

ORGAN  MAINT  SHOP  PI 3 

834 

SIOUX  FALLS 

SOUTH  DAKOTA 

OMS  ADOITION/ALTERATION 

1.700 

CORPUS  CHRISTI 

TEXAS 

OMS 

991 

LUBBOCK 

TEXAS 

OMS  (AFRC) 

1,726 

CAMP  JOHNSON 

VERMONT 

ORGANIZATIONAL  MAINT  SHOP 

1.002 

CAMP  DOUGLAS  (CAMP  WILLIAMS) 

WISCONSIN 

CSMS 

11.900 

"ARMY  NATIONAL  GUARD 

91.068 

i 


FACILITY-38 


FV  1994  NILITMy  CONSTRUCTION  TOTAL  08LIGAT1QNAL  AUTHORITY  AS  REQUCSTEO 


INSTALLATION 


ACTIVE  6UARO  ANO  RESERVE  FORCES 
BY  TYPE  OF  FACILITY 
(S  THOUSANDS) 

LOCATION  PROJECT 


DATA  AS  OF  FEB  1994 

TOTAL 


MAINTENANCE  t  PRODUCTION  FACILITIES 
AIR  NATIONAL  GUARD 


BIRMINGHAM  MAP 

ALABAMA 

AIRCRAFT  miNTENANCE  HANGAR 

S.500 

DANNELLY  FIELD 

ALABAMA 

VEHICLE  MAINTENANCE  CO»«>LEX 

1.750 

EIELSON  AFB 

ALASKA 

FUEL  SYSTEM  MAINTENANCE  HANGAR 

8.900 

BUCKLEY  ANGB 

COLORADO 

F.16  WEAPONS  RELEASE  SHOP 

1.300 

BRADLEY  FIELD 

CONNECTICUT 

ADD  TO  ANO  ALTER  BASE  CIVIL  ENGINEER  FAC 

510 

GREATER  PEORIA  AIRPORT 

ILLINOIS 

ADO  TO  AND  ALTER  F-16  ACRFT  AVIONICS  SHOP 

B40 

SIOUX  CITY  NAP 

IOWA 

BASE  CIVIL  ENGINEER  MAINTENANCE  COMPLEX 

2.650 

SIOUX  CITY  MAP 

IOWA 

MUNITIONS  MAINTENANCE  &  STORAGE  COMPLEX 

2.850 

STANOIFORD  FIELD 

KENTUCKY 

RELOCATION  FACILITIES  PHASE  IV 

5.000 

ANDREWS  AFB 

MARYLAND 

ADO  TO  AND  ALTER  AVIONICS  ANO  ECM  POO  FAC 

1.100 

LINCOLN  MAP 

NEBRASKA 

ALTER  MAINTENANCE  HANGAR 

7.300 

KIRTLANO  AFB 

NEW  MEXICO 

ALTER  OPERATIONAL  TRAINING  FACILITY 

390 

FT  INDIANTOWN  ANG  COMMUNICATIONS  SITE 

PENNSYLVANIA 

CIVIL  ENGINEERING  MAINTENANCE  SHOPS 

850 

QUONSET  STATE  AIRPORT 

RHODE  ISLAND 

BASE  ENGINEER  MAINTENANCE  FACILITY 

2.750 

CAMP  PENDLETON  ANGB 

VIRGINIA 

BASE  ENGINEER  MAINTENANCE  AND  STORAGE  FAC 

1.150 

PUERTO  RICO  lAP 

PUERTO  RICO 

ADO  TO  ANO  ALTER  F-16  AVIONICS  SHOP 

320 

**AIR  NATIONAL  GUARD 

43.160 

NAVY  RESERVE 

NAF  WASHINGTON 

MARYUNO 

EQUIPMENT  OPS  FACILITY 

2.500 

••NAVY  RESERVE 

2.500 

AIR  FORCE  RESERVE 

PETERSON  AFB 

COLORADO 

ORGANIZATIONAL  MAINTENANCE  SUPPORT  FAC 

1.200 

BARKSDALE  AFB 

LOUISIANA 

WELDING  AND  MACHINE  SHOP 

600 

KELLY  AFB 

TEXAS 

RED  HORSE  STRUCTURAL/UTILITY  FACILITY 

2.300 

••AIR  FORCE  RESERVE 

4,100 

••  MAINTENANCE  &  PRODUCTION  FACILITIES 

480.371 

RAO  FACILITIES 

ARMY 

ABERDEEN  PROVING  GROUND 

MARYLAND 

TARGET  ASSEMBLY  AND  STORAGE  FACILITY 

1.800 

ABERDEEN  PROVING  GROUND 

MARYLAND 

UPGRADE  RANGE  COMPLEX 

4,450 

FORT  MONMOUTH 

NEW  JERSEY 

SATELLITE  CONTROL  SYSTEM 

7.500 

PICATINNY  ARSENAL 

NEW  JERSEY 

EXPLOSIVE  DEVELOPMENT  FACILITY 

6.100 

PICATINNY  ARSENAL 

NEW  JERSEY 

WARHEAD  DEVELOPMENT  FACILITY 

4.400 

WHITE  SANDS  MISSILE  RANGE 

NEW  MEXICO 

TARGET  TRACK 

2.900 

DUGWAY  PROVING  GROUND 

UTAH 

LIFE  SCIENCES  TEST  FACILITY 

16.500 

••ARMY 

43,650 

NAVY 

WASHINGTON  NAVAL  RESEARCH  LABORATORY 

DISTRICT  OF  COLUMBIA 

NAVAL  CENTER  FOR  SPACE  TECHNOLOGY 

1.980 

WASHINGTON  NAVAL  RESEARCH  LABORATORY 

DISTRICT  OF  COLUMBIA 

SPECIAL  PROJECTS  BUILDING 

400 

PATUXENT  RIVER  NAVAL  AIR  STATION 

MARYLAND 

ADVANCE  SYSTEM  INTEGRATION  FAC  -  PHASE  11 

10.000 

NORFOLK  COR  OPERATIONAL  TEST  t  EVAL  FORCE 

VIRGINIA 

OPERATIONS  TEST  t  EVALUATION  MGMT  CTR 

8.100 

WALLOPS  IS  NAVAL  SURFACE  WEAPONS  CTR  DET 

VIRGINIA 

SHIP  SELF-DEFENSE  ENGINEERING  FACILITY 

10.170 

••NAVY 

30,650 

AIR  FORCE 

VANOENBERG  AFB 

CALIFORNIA 

HARDWARE  STORAGE  FACILITY 

3.500 

PETERSON  AFB 

COLORADO 

TEST  ANO  EVALUATION  SUPPORT  FACILITY 

2.430 

E6LIN  AFB 

FLORIDA 

RENOVATE  CLIMATIC  TEST  CHAMBER  PHASE  II 

37.000 

FACILITy-39 


FY  1994  MILITARY  CONSTRUCTION  TOTAL  OOLIGATIONAL  AUTHORITY  AS  REQUESTED 


INSTALLATION 

ACTIVE  GUARD  AND  RESERVE  FORCES 

BY  TYPE  OF  FACILITY 

($  THOUSANDS)  DATA  AS  OF  FEB 

LOCATION  PROJECT 

1994 

TOTAL 

RRO  FACILITIES 

AIR  F(mCE 

SCOTT  AFB 

ILLINOIS 

INTEROPERABILITY  TEST  AND  TRAINING  FAC 

S.OOO 

KIRTLANO  AFB 

NEW  MEXICO 

AEROSPACE  ENGINEERING  FACILITY 

3.167 

KIRTLANO  AFB 

NEW  MEXICO 

COMPOSITE  MATERIALS  LABORATORY 

S.750 

KIRTLANO  AFB 

NEW  MEXICO 

SPACE  STRUCTURES  LABORATORY 

6.200 

MRI6HT-PATTERS0N  AFB 

OHIO 

AOAL  ACQUISTION  MANAGEMENT  CMPLX.  PH  II 

12.860 

WRIGHT-PAHERSON  AFB 

OHIO 

ADD  TO  AVIONICS  RESEARCH  LAB.  PHASE  II 

5.650 

HRIGHT-PAmRSON  AFB 

OHIO 

ADO/ALTER  ACQUISITION  MANAGEMENT  CMPLX  P2 

14.400 

DIEGO  GARCIA 

OIEGO  GARCIA 

GPS  INSTRUMENTATION  FACILITY 

1.700 

••AIR  FORCE 

97.647 

000  OEPENOENT  SCHOOLS 

FORT  POLK 

LOUISIANA 

FORT  POLK  ELEM  SCHOOL 

4.950 

••OOD  DEPENDENT  SCHOOLS 

4.950 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 

FOREST  GLEN  (WRAIR) 

MARYLAND 

ARMY  INSTITUTE  OF  RESEARCH  PHASE  II 

15.000 

••DEFENSE  MEDICAL  SUPPORT  ACTIVITY 

15.000 

••  RtO  FACILITIES 

191.897 

SUPPLY  FACILITIES 

ARMY 

FT  STEWART/HUNTER  AAF 

GEORGIA 

EXPAND  AMIUNITION  STORAGE  AREA 

3.600 

FORT  CAMPBELL 

KENTUCKY 

MOBILIZATION  WAREHOUSE 

B50 

HAWTHORNE  AAP 

NEVADA 

CONTAINER  HOLDING  PADS 

7.000 

FORT  HOOD 

TEXAS 

COLO/DRY  STORAGE  FACILITY 

13.400 

FORT  HOOD 

TEXAS 

DEPLOYMENT  EQUIPMENT  STORAGE  FACILITY 

1.500 

••ARMY 

26.350 

NAVY 

FALLBROOK  NAVAL  WEAPONS  STATION  ANNEX 

CALIFORNIA 

HARM  MISSILE  MAGAZINES  -  DBOF 

4,630 

SAN  DIEGO  FLEET  t  INDUSTRIAL  SUPPLY  CENTER  CALIFORNIA 

FIRE  PROTECTION  SYSTEMS  -  DBOF 

2.270 

SAN  OIEGO  MARINE  CORPS  RECRUIT  DEPOT 

CALIFORNIA 

WAREHOUSE 

1.130 

FLEET  AND  INDUSTRIAL  SUPPLY  CENTER 

GUAM 

INTERGRATEO  STORAGE  HNDLG  FACILITY  -  DBOF 

21.200 

•niAVY 

29.230 

AIR  FORCE 

ELMENOORF  AFB 

ALASKA 

MUNITIONS  EQUIPMENT  FACILITY 

1.860 

NAVAJO  ARMY  DEPOT 

ARIZONA 

ALTER  MINUTEMAN  II  STORAGE  FACILITIES 

4.969 

HNOALL  AFB 

FLORIDA 

BASE  SUPPLY  A  EQUIPMENT  WAREHOUSE 

3,200 

TYNDALL  AFB 

FLORIDA 

BASE  SUPPLY  LOGISTICS  CENTER 

2,400 

SCOTT  AFB 

ILLINOIS 

MUNITIONS  STORAGE  FAC/LAND  ACQUIST  -  DBOF 

2,249 

WHITEMAN  AFB 

MISSOURI 

B-Z  ADD  TO  AND  ALTER  MUNITIONS  STORAGE  FAC 

3.338 

WRIGHT-PATTERSON  AFB 

OHIO 

SEAL  FUEL  CONTAINMENT  DIKES 

1.500 

WRIGHT-PATTERSON  AFB 

OHIO 

UNDERGROUND  FUEL  STORAGE  TANKS 

3.200 

VANCE  AFB 

OKLAHOMA 

T-1  SPECIALIZED  UPT  MAINTENANCE  SUPPORT 

2.700 

••AIR  FORCE 

25.416 

SPECIAL  OPERATIONS  COMMAND 

E6LIN  AUX  FIELD  9 

FLORIDA 

ADD  TO  SUPPLY/WRSK 

1.502 

••SPECIAL  OPERATIONS  COMMAND 

1.502 

FACILITY-40 


FV  1994  MILITMV  COtKTRUCTlQN  TOTAL  0BLI6ATI0NAL  AUTHORITY  AS  REQUESTED 


IMSTALIATION 


ACTIVE  6UARO  AND  RESERVE  FORCES 
BY  TYPE  OF  FACILITY 

($  THOUSANDS)  DATA  AS  OF  FEB  1994 

LOCATION  PROJECT  TOTAL 


SUPPLY  FACILITIES 
DEFENSE  LOGISTICS  AGENCY 


OEF  REUTILIZATION  B  MCT6  OFC  FAIRBANKS 

ALASKA 

COVERED  STORAGE 

6.SOO 

DEFENSE  REUTIL  AND  NARKTNG  OFC  HARCH  AFB 

CALIFORNIA 

DRMO  RELOCATION 

630 

DEFENSE  GENERAL  SUPPLY  CENTER 

VIRGINIA 

ALTER  HAZARDOUS  MATERIAL  WAREHOUSE 

2.900 

DEFENSE  GENERAL  SUPPLY  UNTER 

VIRGINIA 

HAZARDOUS  »MTERIAL  PROCESSING  FACILITY 

4.600 

DEFENSE  GENERAL  SUPPLY  CENTER 

VIRGINIA 

SHEDS  FOR  OIL  STINUGE 

9.SOO 

DIEGO  GARCIA 

DIEGO  GARCIA 

FUEL  TANKAGE 

9.SS8 

••DEFENSE  LOGISTICS  AGENCY 

33.68B 

ARMY  NATIONAL  GUARD 

FORT  FUNSTON  (SAN  FRANCISCO) 

CALIFORNIA 

MVSB  MOTOR  VEHICLE  STORAGE  BLOG 

739 

SMYRNA 

TENNESSEE 

DLOG/CLASS  IX  WAREHOUSE 

710 

BARRIGAOA 

GUAM 

USPFO/WAREHOUSE 

1.573 

••AMY  NATIONAL  GUARD 

3.022 

AIR  NATIONAL  GUARD 

OTIS  ANGB 

MASSACHUSETTS 

COMRJNICTIONS/ELECTRONICS  FACILITY 

3.000 

WORCESTER  ANGS 

HASSACHUSEHS 

BASE  SUPPLY  WAREHOUSE 

390 

WILL  ROGERS  WWLO  AIRPORT 

OKLAHOMA 

MOBILITY  EQUIPMENT  STORAGE  WAREHOUSE 

950 

KELLY  AFB 

TEXAS 

BASE  SUPPLY  WAREHOUSE 

4.300 

ANDERSON  AFB 

GUAM 

BASE  SUPPLIES  AND  EQUIPMENT  WAREHOUSE 

400 

••AIR  NATIONAL  GUARD 

9.040 

NAVY  RESERVE 

NAVAL  AIR  STATION  NEW  ORLEANS 

LOUISIANA 

ORDNANCE  COMPLE): 

1.900 

••NAVY  RESERVE 

1.900 

AIR  FORCE  RESERVE 

GREATER  PITTSBURGH  lAP 

PENNSYLVANIA 

JET  FUEL  STORAGE  COMPLEX 

7,400 

••AIR  FORCE  RESERVE 

7.400 

••  SUPPLY  FACILITIES 

137,540 

HOSPITAL  AND  MEDICAL  FACILITIES 

SPECIAL  OPERATIONS  COWMNO 

FORT  BRAGG 

NORTH  CAROLINA 

MEDICAL  TRNG  FAC 

18,250 

••SPECIAL  OPERATIONS  COWtANO 

18,250 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 

ELMENOORF  AIR  FORCE  BASE 

ALASKA 

HOSPITAL  REPLACEMENT  PHASE  II 

37.000 

YUMA  MARINE  CORPS  AIR  STATION 

ARIZONA 

MEDICAL/DENTAL  CLINIC  AOO/ALT 

6.000 

EDWARDS  AIR  FORCE  BASE 

CALIFORNIA 

LIFE  SAFETY  UPGRADE 

1.700 

OFFUTT  AIR  FORCE  BASE 

NEBRASKA 

LIFE  SAFETY  UPGRADE 

1. 100 

CANNON  AIR  FORCE  BASE 

NEW  MEXICO 

CMF  AOO/ALT  LIFE  SAFETY/SEISMIC  UPGRADE 

13,600 

FORT  BRAGG 

NORTH  CAROLINA 

HOSPITAL  REPLACEMENT  PHASE  II 

35,000 

GRAND  FORKS  AIR  FORCE  BASE 

NORTH  DAKOTA 

LIFE  SAFETY  UPGRADE 

860 

NEWPORT  NAVAL  EDUCATION  TRAINING  CENTER 

RHODE  ISLAND 

COMPREHENSIVE  HEALTH  CARE  CLINIC  PHASE  II 

4.000 

ELLSWORTH  AIR  FORCE  BASE 

SOUTH  DAKOTA 

LIFE  SAFETY  UPGRADE 

1,400 

MILLINGTON  NAVAL  AIR  STATION 

TENNESSEE 

HOSP  LIFE  SAFETY/SEISMIC  UPGRADE  PHASE  II 

5,000 

FORT  SM  HOUSTON 

TEXAS 

HOSPITAL  REPLACEMENT  PHASE  VII 

50,000 

FORT  EUSTIS 

VIRGINIA 

LIFE  SAFETY  UPGRADE 

3,650 

PORTSMOUTH  NAVAL  HOSPITAL 

VIRGINIA 

HOSPITAL  REPLACEMENT  V 

20,000 

FAIRCHILD  AIR  FORCE  BASE 

WASHINGTON 

UTILITY/LIFE  SAFETY  UPGRADE 

8,250 

••DEFENSE  MEDICAL  SUPPORT  ACTIVITY 

187,560 

•*  HOSPITAL  AND  MEDICAL  FACILITIES 

205.810 

FACILITV.4I 


FY  1994  MILITARY  CONSTRUCTION  TOTAL  08LIGAT10NAL  MJTHORITY  AS  REQUESTED 


INSTALLATION 


ACTIVE  GUARD  AND  RESERVE  FORCES 
BY  TYPE  OF  facility 

(t  THOUSANDS)  DATA  AS  OF  FEB  1994 

LOCATION  PROJECT  TOTAL 


AOMINSTRATIVE  FACILITIES 

ARMY 

FORT  RUCKER 

ALABAMA 

PERSONNEL  SERVICES  FACILITY 

14.400 

FMT  HUACHUCA 

ARIZONA 

GENERAL  PURPOSE  ADMINISTRATIVE  FACILITY 

4.0S0 

FORT  HOOD 

TEXAS 

TEST  AND  EVALUATION  SUPPORT  FACILITY 

S.200 

•*ARNY 

23.6S0 

NAVY 

WASHINGTON  COMMANDANT  NAVAL  DISTRICT 

DISTRICT  OF  COLUMBIA 

FIRE  PROTECTION  SYSTEM 

1,630 

VARIOUS  LOCATIONS 

WORLDWIDE  VARIOUS 

HOST  NATION  INFRASTRUCTURE  SUPPORT 

2,960 

•♦NAVY 

4.590 

AIR  FORCE 

MCCLELLAN  AFB 

CALIFORNIA 

INTERGRATED  MEDIA  CENTER 

1.600 

ROBINS  AFB 

GEORGIA 

ADAL  LOGISTICAL  SYSTEMS  OPERATIONS  CENTER 

3.000 

ANDREWS  AFB 

MARYLAND 

UPGRADE  COMPOSITE  AOMIN  FACILITY  -  DBOF 

9.940 

CANNON  AFB 

NEW  MEXICO 

BASE  ENGINEERING  COMPLEX 

6.150 

SEYMOUR  JOHNSON  AFB 

NORTH  CAROLINA 

MUNITIONS  MAINTENANCE  SUPPORT  FACILITY 

480 

TINKER  AFB 

OKLAHOMA 

ENGINEERING  AND  CONTRACT  SUPPORT  FACILITY 

5.900 

BROOKS  AFB 

TEXAS 

AIR  FORCE  CTR  FOR  ENVIROlWENTAL  EXCELLENCE 

8.400 

KELLY  AFB 

TEXAS 

ALT  WEAPON  SYS  SUPPORT  CTR.  PH  II  -  DBOF 

7,800 

LACKLAND  AFB 

TEXAS 

ALTER  BASE  SUPPORT  FACILITY 

5.400 

LACKLAND  AFB 

TEXAS 

BASE  CONTRACTING  CENTER 

2.450 

LACKLAND  AFB 

TEXAS 

MISSION  SUPPORT  CENTER 

7.543 

••AIR  FORCE 

58,663 

DEFENSE  LOGISTICS  AGENCY 

FT.  BELVOIR 

VIRGINIA 

ADMINISTRATIVE  BUILDING 

5.200 

••DEFENSE  LOGISTICS  AGENCY 

5,200 

ARMY  NATIONAL  GUARD 

GOWEN  FIELD 

IDAHO 

USPFO  AOMIN  OFC/WHSE  ADD 

1.391 

••ARMY  NATIONAL  GUARD 

1.391 

NAVY  RESERVE 

NAVAL  SUPPORT  ACTIVITY  NEW  ORLEANS 

LOUISIANA 

HOOT  4TH  MAROIV  MCRC  IMPROVEMENTS  LA 

460 

NAVAL  SUPPORT  ACTIVITY  NEW  ORLEANS 

LOUISIANA 

RENOVATE  MARRESFDR  HQ  NSA  NEW  ORLEANS 

1.560 

••NAVY  RESERVE 

2,020 

••  AOMINSTRATIVE  FACILITIES 

95,514 

TROOP  HOUSING  FACILITIES 

ARMY 

FORT  RUCKER 

ALABAMA 

WHOLE  BARRACKS  RENEWAL 

20.000 

FT  IRWIN 

CALIFORNIA 

WHOLE  BARRACKS  RENEWAL 

5.900 

FORT  BENNING 

GEORGIA 

BARRACKS  MODERNIZATION 

18.500 

FORT  BENNING 

GEORGIA 

WHOLE  BARRACKS  RENEWAL 

17.500 

FORT  RILEY 

KANSAS 

BARRACKS  t  AOMIN  RENOVATION 

9.900 

FORT  CAMPBELL 

KENTUCKY 

DINING  FACILITIES  MODERNIZATION 

3.500 

FORT  CAMPBELL 

KENTUCKY 

WHOLE  BARRACKS  RENEWAL 

32.000 

FORT  KNOX 

KENTUCKY 

WHOLE  BARRACKS  RENEWAL 

25.000 

U  S  MILITARY  ACADEMY 

NEW  YORK 

WHOLE  BARRACKS  RENEWAL 

13.800 

FORT  BRAGG 

NORTH  CAROLINA 

W10LE  BRIGADE  BARRACKS  COMPLEX 

71.600 

FORT  SILL 

OKLAHOMA 

WHOLE  BARRACKS  RENEWAL 

15.700 

FACILITY-42 


FV  1994  NILirMV  CONSTRUCTION  TOTAL  0BLI6ATI0NAL  AUTHORITY  AS  REQUESTED 


ACTIVE  6UARO  AND  RESERVE  FORCES 
BY  TYPE  OF  FACam 

($  THOUSANDS)  DATA  AS  OF  FEB  1994 

INSTALLATION  LOCATION  PROJECT  TOTAL 


TROOP  HOUSING  FACILITIES 
ARMY 


FORT  HOOD 

TEXAS 

WHOLE  BARRACKS  RENEWAL 

IB.OOO 

FORT  LEE 

VIRGINIA 

WHOLE  BARRACKS  RENEWAL 

20.000 

FORT  MYER 

VIRGINIA 

WHOLE  BARRACKS  RENEWAL 

6.800 

KUAJALEIN 

KWAJALEIN 

UNACCOMPANIED  PERSONNEL  HOUSING 

10.000 

••ARMY 

288.200 

NAVY 

NEW  LONDON  NAVAL  SUBMARINE  BASE 

CONNECTICUT 

BACHELOR  ENLISTED  QUARTERS  MODERNIZATION 

14.800 

JACKSONVILLE  NAVAL  AIR  STATION 

FLORIDA 

BACHELOR  ENLISTED  QUARTERS 

13.800 

HONOLULU  COMPBTELCOMM  AREA  MASTER  STA  EPAC 

HAWAII 

BACH  ENLlISTED  QUARTERS  MODERNIZATION 

4.390 

HONOLULU  COMP&TELCOMM  AREA  MASTER  STA  EPAC 

HAWAII 

BACHELOR  ENLISTED  QUARTERS  MODERNIZATION 

4.730 

PEARL  HARBOR  NAVAL  SUBMARINE  BASE 

HAWAII 

BACHELOR  ENLISTED  QUARTERS  COMPLEX 

25.500 

PEARL  HARBOR  NAVAL  SUBMARINE  BASE 

HAWAII 

ENLISTED  MESS  HALL  MODERNIZATION 

2.640 

CAMP  LEJEUNE  NAVAL  HOSPITAL 

NORTH  CAROLINA 

BACHELOR  ENLISTED  QUARTERS 

2,370 

NEWPORT  NAVAL  EDUCATION  »  TRAINING  CENTER 

RHODE  ISLAND 

BACHELOR  ENLISTED  QUARTERS 

7.500 

BEAUFORT  DMRINE  CORPS  AIR  STATION 

SOUTH  CAROLINA 

BACHELOR  ENLISTED  QUARTERS  (PHASE  II) 

8.390 

CORPUS  CHRISTI  NAVAL  AIR  STATION 

TEXAS 

BACHELOR  ENLISTED  QUARTERS  IMPROVEMENTS 

1.670 

NORFOLK  NAVAL  AIR  STATION 

VIRGINIA 

BACHELOR  ENLISTED  QUARTERS 

12.270 

PORTSMOUTH  NORFOLK  NAVAL  SHIPYARD 

VIRGINIA 

BACHELOR  ENLISTED  QUARTERS 

13.420 

BANGOR  NAVAL  SUBMARINE  BASE 

WASHINGTON 

MESS  HALL  ADDITION 

1.720 

ANDERSON  AIR  FORCE  BASE  NAVAL  AIR  FACILITY 

GUAM 

BACHELOR  ENLISTED  QUARTERS  RENOVATION 

3.560 

ANDERSON  AIR  FORCE  BASE  NAVAL  AIR  FACILITY 

GUAM 

BACHELOR  OFFICER  QUARTERS  MODERNIZATION 

3.750 

NAPLES  NAVAL  SUPPORT  ACTIVITY 

ITALY 

QUALITY  OF  LIFE  (INCREMENT  I) 

11.740 

**NAVY 

132.250 

AIR  FORCE 

ELMENDORF  AFB 

ALASKA 

DINING  FACILITY 

6.800 

LUKE  AFB 

ARIZONA 

DINING  FACILITY 

4.700 

TRAVIS  AFB 

CALIFORNIA 

ADD/ALTER  DORMITORIES,  PH  IV 

5.100 

DOVER  AFB 

OEUWARE 

ADO  TO  AND  ALTER  DINNING  FACILITY  -  D60F 

2.500 

DOVER  AFB 

DEUWARE 

DORMITORY  -  DBOF 

4.180 

EGLIN  AFB  AUXILIARY  FIELD  9 

FLORIDA 

ADD  TO  AND  ALTER  DORMITORIES 

4,479 

ROBINS  AFB 

GEORGIA 

ADO  TO  ALTER  DORMITORIES  -  DBOF 

4,300 

HICKAM  AFB 

HAWAII 

DORMITORY 

9.500 

KEESLER  AFB 

MISSISSIPPI 

UPGRADE  STUDENT  DORMITORY 

4.021 

CANNON  AFB 

NEW  MEXICO 

ADO  TO  ALTER  DORMITORY 

3,100 

HOLLOMAN  AFB 

NEW  MEXICO 

ADO  TO  AND  ALTER  DORMITORIES 

6,400 

KIRTLANO  AFB 

NEW  MEXICO 

ALTER  DORMITORY 

5.100 

POPE  AFB 

NORTH  CAROLINA 

ADD  TO  AND  ALTER  DORMITORIES 

4,300 

POPE  AFB 

NORTH  CAROLINA 

DINING  FACILITY 

4.300 

SEYMOUR  JOHNSON  AFB 

NORTH  CAROLINA 

ADO  TO  AND  ALTER  DORMITORIES 

4.900 

DYESS  AFB 

TEXAS 

ADD  TO  ALTER  DORMITORIES 

5.200 

KELLY  AFB 

TEXAS 

ADO  TO  t  ALTER  DORMITORIES  -  DBOF 

2,000 

LACKLAND  AFB 

TEXAS 

7-LEVEL  TRAINING  DORMITORY 

8.900 

SHEPPARD  AFB 

TEXAS 

/-LEVEL  TRAINING  DORMITORY 

14.200 

MCCHORO  AFB 

WASHINGTON 

ADO  TO  t  ALTER  DORMITORIES  -  DBOF 

6,500 

INCIRLIK  AB 

TURKEY 

ADO  TO  AND  ALTER  DORMITORIES 

2,400 

**AIR  FORCE 

112.880 

SPECIAL  OPERATIONS  COMMAND 

FORT  BRAGG 

NORTH  CAROLINA 

3SFG/4P0G  BARRACKS 

20,000 

••SPECIAL  OPERATIONS  COMMAND 

20.000 

AIR  NATIONAL  GUARD 

HICKAM  AFB 

HAWAII 

CONSOLIDATED  SUPPORT  FACILITY 

9,700 

FACILITY-43 


FY  1994  MILITARY  COMSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 

ACTIVE  GUARD  AND  RESERVE  FORCES 
BY  TYPE  OF  FACILITY 


INSTALLATION 

($  THOUSANDS) 
LOCATION 

DATA  AS  OF  FEB 

PROJECT 

1994 

TOTAL 

TROOP  HOUSING  FACILITIES 

AIR  NATIONAL  GUARD 

HULMAN  FIELD 

INDIANA 

DINING  HALL  AND  MEDICAL  TRAINING  FACILITY 

3.800 

OES  MOINES  MAP 

IOWA 

ADO  TO  AND  ALTER  DINING  C  MEDICAL  TRNG  FAC 

1.800 

JEFFERSON  BARRACKS  ANG  SITE 

MISSOURI 

UPGRADE  DINING  HALL 

720 

GREAT  FALLS  lAP 

MONTANA 

MEDICAL  TRAINING  AND  DINING  HALL 

2.900 

WILL  ROGERS  WORLD  AIRPORT 

OKLAHOMA 

COMPOSITE  SUPPORT  FACILITY 

3.900 

**AIR  NATIONAL  GUARD 

22.820 

•*  TROOP  HOUSING  FACILITIES 

576.150 

COMMUNITY  FACILITIES 

ARMY 

FORT  GILLEN 

GEORGIA 

PHYSICAL  FITNESS  CENTER 

2.600 

SCHOFIELD  BARRACKS 

HAWAII 

MULTI-PURPOSE  FAMILY  SERVICE  CENTER 

16.000 

ABERDEEN  PROVING  GROUND 

MARYUND 

CHILD  DEVELOPMENT  CENTER 

1.450 

WHITE  SANDS  MISSILE  RANGE 

NEW  MEXICO 

CHILD  DEVELOPMENT  CENTER 

3.300 

FORT  BRAGG 

NORTH  CAROLINA 

MAIN  LIBRARY  AND  REFERENCE  CENTER 

5.500 

FORT  SAM  HOUSTON 

TEXAS 

FIRE  STATION 

1.300 

FORT  SAM  HOUSTON 

TEXAS 

MULTI-PURPOSE  FAMILY  SERVICE  CENTER 

4.351 

FORT  BELVOIR 

VIRGINIA 

ELEMENTARY  SCHOOL 

8.000 

**ARMY 

42.501 

NAVY 

SAN  DIEGO  NAVAL  HOSPITAL 

CALIFORNIA 

CHILD  DEVELOPMENT  CENTER 

2.700 

WASHINGTON  COMMANDANT  NAVAL  DISTRICT 

DISTRICT  OF  COLUMBIA 

CHILD  DEVELOPMENT  CENTER 

1.480 

ALBANY  MARINE  CORPS  LOGISTICS  BASE 

GEORGIA 

CHILD  DEVELOPMENT  CENTER 

940 

BARBERS  POINT  NAVAL  AIR  STATION 

HAWAII 

CHILD  DEVELOPMENT  CENTER 

2.700 

BETHESDA  NATIONAL  NAVAL  MEDICAL  CENTER 

MARYLAND 

CHILD  DEVELOPMENT  CENTER 

3.090 

GULFPORT  NAVAL  CONSTRUCTION  BAHALION  CTR 

MISSISSIPPI 

CHILD  DEVELOPMENT  CENTER 

2.400 

GULFPORT  NAVAL  CONSTRUCTION  BATTALION  CTR 

MISSISSIPPI 

FAMILY  SERVICE  CENTER 

2.000 

QUANTICO  MARINE  CORPS  COMBAT  DEV  COMMAND 

VIRGINIA 

CHILD  DEVELOPMENT  CENTER 

3.850 

NAVAL  HOSPITAL 

GUAM 

CHILD  DEVELOPMENT  CENTER 

2.460 

NAVAL  STATION 

GUAM 

CHILD  DEVELOPMENT  CENTER  ADDITION 

2.020 

SIGONELLA  NAVAL  AIR  STATION 

ITALY 

CHILD  DEVELOPMENT  CENTER 

3.460 

ROTA  NAVAL  STATION 

SPAIN 

CHILD  DEVELOPMENT  CENTER 

2.670 

**NAVY 

29.770 

AIR  FORCE 

GUNTER  AFB 

ALABAMA 

CHILD  DEVELOPMENT  CENTER 

2.700 

EIELSON  AFB 

ALASKA 

CHILD  DEVELOPMENT  CENTER 

5.400 

ELMENOORF  AFB 

ALASKA 

CHILD  DEVELOPMENT  CENTER 

5.070 

LITTLE  ROCK  AFB 

ARKANSAS 

ADD  t  ALTER  CHILD  DEVELOPMENT  CTR  -  DBOF 

2.250 

BEALE  AFB 

CALIFORNIA 

EDUCATION  CENTER  LIBRARY 

3.100 

EDWARDS  AFB 

CALIFORNIA 

CHILD  DEVELOPMENT  CENTER 

5.900 

BOLLING  AIR  FORCE  BASE 

DISTRICT  OF  COLUFWIA 

ADD  TO  CHILD  DEVELOPMENT  CENTER 

2.000 

TYNDALL  AFB 

FLORIDA 

SECURITY  POLICE  OPERATIONS 

2.400 

NELLIS  AFB 

NEVADA 

ADD  TO  ALTER  PHYSICAL  FITNESS  CTR 

4.350 

SHAW  AFB 

SOUTH  CAROLINA 

CHILD  DEVELOPMENT  CENTER 

2.650 

SHEPPARD  AFB 

TEXAS 

ADD  TO  AND  ALTER  CHILD  DEVELOPMENT  CENTER 

780 

MCCHORO  AFB 

WASHINGTON 

CHILD  DEVELOPMENT  CTR  COMPLEX  -  DBOF 

4.400 

RAMSTEIN  AB 

GERMANY 

CHILD  DEVELOPMENT  CENTER 

3.100 

**AIR  FORCE 

44.100 

DEFENSE  LOGISTICS  AGENCY 

DEFENSE  CONSTRUCTION  SUPPLY  CENTER 

OHIO 

CHILD  DEVELOPMENT  CENTER 

3.100 

••DEFENSE  LOGISTICS  AGENCY 

3.100 

FACILITY-44 


FV  1994  NILITMtV  CONSTRUCTION  TOTAL  OBLISATIONAL  AUTHORITY  AS  REQUCSTEO 


ACTIVE  eUARO  AND  RESERVE  FORCES 
BY  TYRE  Of  FACILITY 

(t  THOUSANDS)  DATA  AS  OF  FEB  1994 

INSTALLATION  LOCATION  PROJECT  TOTAL 


COHNINITY  FACILITIES 
000  DEPENDENT  SCMOLS 


FORT  NCCLELLAN 

ALABAMA 

FT  MCCLELLAN  ELEM  SCHOOL  ADDN 

2.796 

ROBINS  AFB 

GEORGIA 

LINMOD  ELEM  SCHOOL  ADDN 

l.SBO 

ROBINS  AFB 

GEORGIA 

ROBINS  ELEM  SCHOOL  ADDN 

1.S80 

FORT  CAMPBELL 

KENTUCKY 

FT  CAMPBELL  ELEM  SCHOOL 

8.982 

FORT  CAMPBELL 

KENTUCKY 

FT  CAMPBELL  LINCOLN  ELEM  SCHOOL  ADDN 

1.900 

FORT  CAMPBELL 

KENTUCKY 

FT  CAMPBELL  MAHAFFEY  MIDDLE  SCHOOL  ADDN 

2.300 

FORT  KNOX 

KENTUCKY 

FT  KNOX  KINSOLVER  VAN/VOORHIS  ELEM  SCHOOL 

1.600 

Fmr  KNOX 

KENTUCKY 

FT  KNOX  SIX  GYMNASIUM  ADDN 

6.107 

FORT  BRA6G 

NORTH  CAROLINA 

FT  BRAGG  ELEM  SCHOOL 

8.838 

CAMP  LEJEUNE  MARINE  CORPS  BASE 

NORTH  CAROLINA 

CAMP  LEJEUNE  AUDITORIUM/BAND  ROOM 

1.465 

CAMP  LEJEUNE  MARINE  CORPS  BASE 

NORTH  CAROLINA 

CAMP  LEJEUNE  MULTI  ROOM/STONE  ELEM  SCHOOL 

328 

QUANTICO  MARINE  CORPS  COMBAT  OEV  COMMAND 

VIRGINIA 

QUANTICO  HIGH  ADON 

422 

•*000  DEPENDENT  SCHOOLS 

37.900 

AIR  NATIONAL  GUARD 

BOISE  AIRPORT 

IDAHO 

FIRE  STATION  AND  AGE  FACILITY 

1.750 

LINCOLN  MAP 

NEBRASKA 

FIRE  STATION 

1.850 

ATLANTIC  CITY 

NEW  JERSEY 

FIRE  STATION 

1.350 

HANCOCK  FIELD 

NEW  YORK 

FIRE  STATION 

1.350 

^TJLSA  lAP 

OKLAHOMA 

ADO  TO  AND  ALTER  FIRE  STATION 

460 

PORTLAND  lAP 

OREGON 

ADO  TO  AND  ALTER  FIRE  STATION 

500 

BURLINGTON  lAP 

VERMONT 

FIRE  STATION 

1.500 

••AIR  NATIONAL  GUARD 

8.760 

•*  COMMUNITY  FACILITIES 

166.131 

UTILITY  FACILITIES 

ARMY 

FORT  RUCKER 

ALABAMA 

ROAD  IMPROVEMENT 

1.300 

FT  J  M  WAINHRIGHT 

ALASKA 

WASTE  OIL  BURNING  POWER  PLANT 

740 

FT  STEHART/HUHTER  AAF 

GEORGIA 

HAROSTANO 

9.400 

FT  STEHART/HUNTER  AAF 

GEORGIA 

RAILROAD  TRACK  IMPROVEMENT 

3.100 

HAWTHORNE  AAP 

NEVADA 

REHABILITATE  RAIL  LINE 

4.700 

FORT  BRAGG 

NORTH  CAROLINA 

SEWAGE  TREATMENT  PLANT  UPGRADE 

540 

TOBYHANNA  ARMY  DEPOT 

PENNSYLVANIA 

HATER  POLLUTION  ABATEMENT 

750 

FORT  LEWIS 

WASHINGTON 

INCINERATOR  BUILDING  COMPLETION 

14.200 

KWAJALEIN 

KWAJALEIN 

SEWAGE  TREATMENT  FACILITY 

11.200 

••ARMY 

45.930 

NAVY 

CAMP  PENDLETON  MARINE  CORPS  AIR  STATION 

CALIFORNIA 

DRAINAGE  SYSTEM  REPWCEMENT 

3.000 

CAMP  PENDLETON  MARINE  CORPS  BASE 

CALIFORNIA 

DRAINAGE  SYSTEM 

1.000 

atV  PENDLETON  MARINE  CORPS  BASE 

CALIFORNIA 

HATER  DISTRIBUTION  LINE 

750 

CAMP  PENDLETON  NARINE  CORPS  BASE 

CALIFORNIA 

WATER  DISTRIBUTION  SYSTEM  IMPROVEMENTS 

1.380 

CAMP  PENDLETON  MARINE  CORPS  BASE 

CALIFORNIA 

WATER  HELLS  RELOCATION 

1.800 

NEW  LONDON  NAVAL  SUBMARINE  BASE 

CONNECTICUT 

ELECTRICAL  DISTRIBUTION  IMPROVEMENTS 

8.190 

NEW  LONDON  NAVAL  SUBMARINE  BASE 

CONNECTICUT 

STEAM  TURBINE  GENERATOR 

6.600 

PHILADELPHIA  NAVAL  SHIPYARD 

PENNSYLVANIA 

POWER  PLANT  MODERNIZATION 

11.500 

PHILADELPHIA  NAVY  AVIATION  SUPPLY  OFFICE 

PENNSYLVANIA 

ELECTRICAL  OISTRIB  SYSTEM  UPGRADE  -  D60F 

1.900 

NEWPORT  NAVAL  EDUCATION  &  TRAINING  CENTER 

RHODE  ISLAND 

ELECTRICAL  DISTR  SYS  UPGRADE  (INCR  II) 

3.800 

CHARLESTON  NAVAL  WEAPONS  STATION 

SOUTH  CAROLINA 

FIRE  PROTECTION  PIPELINE  -  DBOF 

580 

MEMPHIS  NAVAL  AIR  STATION 

TENNESSEE 

FIRE  ALARM  SYSTEM  IMPROVEMENTS 

1.100 

MEMPHIS  NAVAL  AIR  STATION 

TENNESSEE 

POTABLE  HATER  SYSTEM  IMPROVEMENTS 

350 

EVERETT  NAVAL  STATION 

WASHINGTON 

STEAM  PLANT 

11.800 

NAVY  PUBLIC  WORKS  CENTER 

GUAM 

SEWERAGE  TREATMENT  PLANT  -  DBOF 

7.230 

••NAVY 

60.980 
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FV  1994  MILIT/Wy  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITy  AS  REQUESTED 

ACTIVE  6UARO  AND  RESERVE  FORCES 
By  TYPE  OF  FACILITY 


INSTALLATION 

(t  THOUSANDS) 
LOCATION 

DATA  AS  OF 

PROJECT 

FEB  1994 

TOTAL 

UTILITY  FACILITIES 

AIR  force 

GUNTER  AFB 

ALABAMA 

EMERGENCY  POWER  GENERATOR  PLANT 

1,200 

HARWELL  AFB 

ALABAMA 

UPGRADE  UTILITY  SYSTEMS,  PHASE  1 

5,050 

CAPE  RONANZOV  AFS 

ALASKA 

REPLACE  TRAMWAY  SYSTEM 

3,350 

EIELSON  AFB 

ALASKA 

UPGRADE  WASTEWATER  TREATMENT  SYSTEM 

1,750 

EIELSm  AFB 

ALASKA 

UPGRADE  HATER  TREATMENT  PLANT 

3,750 

LUKE  AFB 

ARIZONA 

FLOOD  CONTROL 

6,000 

NCCLELLAN  AFB 

CALIFORNIA 

FIRE  PROTECTION  ACFT  FACILITIES  -  OBOF 

1,900 

VANOENBER6  AFB 

CALIFORNIA 

SLFI-UPGRADE  FIRE  PROTECTION  SYSTEM 

1.600 

VANOENBERG  AFB 

CALIFORNIA 

UPGRADE  ELECTRICAL  SYSTEM 

11.520 

CHEYENNE  NT  COMPLEX  AFB 

COLORADO 

UPGRADE  ELECTRICAL  SERVICE 

4.450 

CAPE  CANAVERAL  AFS 

FLORIDA 

SLFI-BACKUP  POWER 

2.500 

CAPE  CANAVERAL  AFS 

FLORIDA 

SLFI-BACKUP  POWER 

BOO 

CAPE  CANAVERAL  AFS 

FLORIDA 

SLFI-UPGRADE  WATER  SUPPLY  MAINS 

1.200 

CAPE  CANAVERAL  AFS 

FLORIDA 

UPGRADE  FIRE  SYSTEM 

2.100 

EGLIN  AFB  AUXILIARY  FIELD  9 

FLORIDA 

UPGRADE  SANITARY  SEWAGE  SYSTEMS 

1.750 

ROBINS  AFB 

GEORGIA 

J-STARS  ADO  TO  AND  ALTER  UTILITIES 

3,500 

KAENA  POINT 

HAWAII 

POWER  PLANT 

7,350 

BARKSDALE  AFB 

LOUISIANA 

APRON  LIGHTING 

1.300 

BARKSDALE  AFB 

LOUISIANA 

WEAPONS  STORAGE  AREA  SECURITY 

960 

KEESLER  AFB 

MISSISSIPPI 

UPGRADE  SANITARY  SEWER  SYSTEM 

2.920 

WHITEMAN  AFB 

MISSOURI 

B-2  DEFENSE  ACCESS  ROADS 

7.150 

WHITEMAN  AFB 

MISSOURI 

B-2  UPGRADE  BASE  ROADS 

5.900 

OFFUn  AFB 

NEBRASKA 

ADO  TD  EMERGENCY  BACK-UP  POWER 

2.300 

KIRTLAND  AFB 

NEW  MEXICO 

UPGRADE  ELECTRICAL  DISTRIBUTION  SYSTEM 

6.844 

KIRTLAND  AFB 

NEW  MEXICO 

UPGRADE  UTILITY  SYSTEM 

B.OOO 

WRIGHT-PATTERSON  AFB 

OHIO 

FIRE  PROTECTION  SYSTEM 

1.400 

WRIGHT-PATTERSON  AFB 

OHIO 

RENOVATE  ELECTRIC  SUBSTATIONS 

4.450 

OYESS  AFB 

TEXAS 

WEAPONS  STORAGE  AREA  SECURITY 

S90 

KELLY  AFB 

TEXAS 

UPGRADE  STORM  DRAINAGE  SYSTEM,  PHASE  I 

2,900 

RANDOLPH  AFB 

TEXAS 

UPGRADE  ELECTRICAL  DISTRIBUTION  SYSTEM 

2.500 

HILL  AFB 

UTAH 

UPGRADE  INDUSTRIAL  WASTEWATER  COLL  SYSTEM 

6.200 

HILL  AFB 

UTAH 

UPGRADE  WATER  DISTRIBUTION  SYSTEM 

2.400 

LANGLEY  AFB 

VIRGINIA 

RESTORE  KING  STREET  BRIDGE 

4.100 

F  E  WARREN  AFB 

WYOMING 

WEAPONS  STORAGE  AREA  SECURITY 

640 

ANTIGUA  ISLAND 

ANTIGUA 

SLFI-UPGRADE  BACKUP  GENERATOR 

1.000 

♦•AIR  FORCE 

121.624 

DEFENSE  LEVEL  ACTIVITIES 

OSD  MILCON 

CONUS  CLASSIFIED 

CLASSIFIED  LOCATION 

5,600 

OVERSEAS  CLASSIFIED 

OVERSEAS  CLASSIFIED 

CLASSIFIED  PROJECT 

10,755 

UNSPECIFIED  WORLDWIDE  LOCATIONS 

WORLDWIDE  UNSPECIFIED 

CONTINGENCY  CONSTRUCTION 

12.400 

♦•DEFENSE  LEVEL  ACTIVITIES 

28,755 

DEFENSE  LOGISTICS  AGENCY 

OEF  REUTILIZATION  B  MKTG  OFC  HILL  AFB 

UTAH 

FIRE  PROTECTION  ft  OPEN  STORAGE 

1.700 

♦•DEFENSE  LOGISTICS  AGENCY 

1.700 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 

FORT  DETRICK 

MARYLAND 

BIOLOGICAL  INCINERATOR 

4.300 

♦•DEFENSE  MEDICAL  SUPPORT  ACTIVITY 

4.300 

AIR  NATIONAL  GUARD 

BIRMINGHAM  MAP 

ALABAMA 

ROAD  RELOCATION 

6.200 

SAVANNAH  COMBAT  READINESS  TRAINING  SITE 

GEORGIA 

FIRE  DETECTION  AND  SUPPRESSION  SYSTEMS 

1.650 

GULFPORT 

MISSISSIPPI 

UPGRADE  ELECTRICAL  DISTRIBUTION  SYSTEM 

650 
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FV  1994  MLITMV  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTNORITV  AS  RCQUESTEO 
ACTIVE  eum  AND  RESERVE  FORCES 


BY  TYPE  OF  FACILITY 

(t  THOUSANDS) 

DATA  AS  OF 

FEB  1994 

INSTALLATION 

LOCATION 

PROJECT 

TOTAL 

UTILITY  FACILITIES 

AIR  NATIONAL  »1AR0 

FRANCIS  S.  GABRESKI  AIRPORT 

NEW  YORK 

WASTE  WATER  TREATMENT  PLANT 

2.700 

TOLEDO  EXPRESS  AIRPORT 

OHIO 

FIRE  SUPPRESSION  SYSTEM 

1.100 

PUERTO  RICO  lAP 

PUERTO  RICO 

UPGRADE  F-16  ACFT  PKNG  RAMP  SECURITY  SYS 

2.000 

**AIR  NATIONAL  GUARD 

14.600 

AIR  FORCE  RESERVE 

BILLY  MITCHELL  FIELD 

WISCONSIN 

ADD  FIRE  PROTECTION  TO  AIRCRAFT  HANGARS 

1.500 

**AIR  FORCE  RESERVE 

1.500 

**  UTILITY  FACILITIES 

279.289 

REAL  ESTATE 

ARMY 

FORT  BRAGG 

NORTH  CAROLINA 

OVERHILLS  LAND  TRACT 

15.000 

FORT  BRAGG 

NORTH  CAROLINA 

SIMMONS  AIRFIELD  LAND  PUR. 

1.450 

♦•ARMY 

16.450 

NAVY 

KINGS  BAY  NAVAL  SUBMARINE  BASE 

GEORGIA 

UTILITIES  AND  SITE  IMPROVEMENTS 

7.190 

FALLON  NAVAL  AIR  STATION 

NEVADA 

LAND  ACQUISITION 

1.600 

LAND  ACQUISITION 

WORLDWIDE  VARIOUS 

LAND  ACQUISITION 

1.340 

**NAVY 

10.130 

AIR  FORCE 

MCCONNELL  AFB 

KANSAS 

LAND  RESTRICTIVE  EASEMENT  ACQUISITION 

1.300 

ALTUS  AFB 

OKLAHOMA 

DROP  ZONE  LAND  ACOUISITION 

780 

**AIR  FORCE 

1.780 

AIR  NATIONAL  GUARD 

ROBINS  AFB 

GEORGIA 

SUPPORT  AND  HYDRANT  SYSTEM 

5.750 

CONGRESSIONAL  REDUCTIONS 

WORLDWIDE  VARIOUS 

GENERAL  REDUCTION 

-5.740 

•*AIR  NATIONAL  GUARD 

10 

**  REAL  ESTATE 

28.370 

AIR  POLLUTION  ABATEMENT 

AIR  FORCE 

DOVER  AFB 

DELAWARE 

INSTALL  EMISSION  CONTROL  DEVICES 

860 

ROBINS  AFB 

GEORGIA 

AIRCRAFT  SUPPORT  EQUIPMENT  PAINT  FACILITY 

970 

**AIR  FORCE 

1.830 

AIR  NATIONAL  GUARD 

LINCOLN  MAP 

NEBRASKA 

REPLACE  HEATING  PLANTS 

1.500 

"AIR  national  GUAH'j 

1.500 

•*  AIR  POLLUTION  ABATEMENT 

3.330 

WATER  POLLUTION  ABATEMENT 
NAVY 

BARSTOW  MARINE  CORPS  LOGISTICS  BASE  CALIFORNIA  INDUSTRIAL  WASTE  TREATMENT  PLANT  8.690 
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FY  1994  MILITARY  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


INSTALLATION 


ACTIVE  GUARD  AND  RESERVE  FORCES 
BY  TYPE  OF  FACILITY 

(t  THOUSANDS)  DATA  AS  OF  FEB  1994 

LOCATION  PROJECT  TOTAL 


WATER  POLLUTION  ABATEMENT 

NAVY 

CAMP  PENDLETON  MARINE  CORPS  BASE 

CALIFORNIA 

LEMOORE  NAVAL  AIR  STATION 

CALIFORNIA 

NEW  LONDON  NAVAL  SUBIWRINE  BASE 

CONNECTICUT 

NEW  LONDON  NAVAL  SUBPHRINE  BASE 

CONNECTICUT 

MAYPORT  NAVAL  STATION 

FLORIDA 

PEARL  HARBOR  NAVY  PUBLIC  WORKS  CENTER 

HAWAII 

pearl  HARBOR  NAVY  PUBLIC  WORKS  CENTER 

HAWAII 

KITTERY  PORTSMOUTH  NAVAL  SHIPYARD 

MINE 

INDIAN  HEAD  NAVAL  SWFACE  WARFARE  CTR  DIV 

MARYLAND 

PATUXENT  RIVER  NAVAL  AIR  STATION 

MARYLAND 

PATUXENT  RIVER  NAVAL  AIR  STATION 

MARYLAND 

EARLE  NAVAL  WEAPONS  STATION 

NEW  JERSEY 

CAMP  LEJEUNE  MARINE  CORPS  BASE 

NORTH  CAROLINA 

CAMP  LEJEUNE  MARINE  CORPS  BASE 

NORTH  CAROLINA 

BEAUFORT  IMRINE  CORPS  AIR  STATION 

SOUTH  CAROLINA 

CRANEY  ISLAND  FLT  B  INDUS  SUPPLY  CTR  ANNEX 

VIRGINIA 

NORFOLK  NAVY  PUBLIC  WORKS  CENTER 

VIRGINIA 

BANGOR  NAVAL  SUBMARINE  BASE 

WASHINGTON 

KEVPORT  NAVAL  UNDERSEA  WARFARE  CENTER  DIV 

WASHINGTON 

CONUS  VARIOUS 

CONUS  VARIOUS 

**NAVY 

AIR  FORCE 

GUNTER  AFB 

ALABAM 

GUNTER  AFB 

ALABAM 

MAXWELL  AFB 

ALABAM 

MAXWELL  AFB 

ALABAM 

EIELSON  AFB 

ALASKA 

ELMENOORF  AFB 

ALASKA 

ELMENOORF  AFB 

ALASKA 

DAVIS-MONTHAN  AFB 

ARIZONA 

LUKE  AFB 

ARIZONA 

LUKE  AFB 

ARIZONA 

EDWARDS  AFB 

CALIFORNIA 

TRAVIS  AFB 

CALIFORNIA 

VANOENBERG  AFB 

CALIFORNIA 

US  AIR  FORCE  ACADEMY 

COLORADO 

US  AIR  FORCE  ACADEMY 

COLORADO 

CAPE  CANAVERAL  AFS 

FLORIDA 

CAPE  CANAVERAL  AFS 

FLORIDA 

EGLIN  AFB 

FLORIDA 

EGLIN  AFB  AUXILIARY  FIELD  9 

FLORIDA 

PATRICK  AFB 

FLORIDA 

ROBINS  AFB 

GEORGIA 

HICKAM  AFB 

HAWAII 

BARKSDALE  AFB 

LOUISIANA 

ANDREWS  AFB 

MARYLAND 

KEESLER  AFB 

MISSISSIPPI 

KEESLER  AFB 

MISSISSIPPI 

MALMSTROM  AFB 

MONTANA 

NELLIS  AFB 

NEVADA 

CANNON  AFB 

NEW  MEXICO 

CANNON  AFB 

NEW  MEXICO 

HOLLOMAN  AFB 

NEW  MEXICO 

WLLOMAN  AFB 

NEW  MEXICO 

GRAND  FORKS  AFB 

NORTH  DAKOTA 

MINOT  AFB 

NORTH  DAKOTA 

TINKER  AFB 

OKLAHOM 

SEWERAGE  FACILITY  7.930 
FIRE  FIGHTING  TRAINING  FACILITY  1.930 
HAZARDOUS  WASTE  TRANSFER  FACILITY  I.4S0 
INDUSTRIAL  WASTE  TREATIKNT  FACILITY  S.700 
AIR  EMISSIONS  CONTROL  3.260 
INDUSTRIAL  WASTE  TREATMENT  PLANT  -  OBOF  18.S60 
WASTEWATER  COLLECTION  SYS  IMPRVMNT  .  OBOF  8.980 
HAZARDOUS  WASTE  STORAGE  FACILITY  -  OBOF  4.780 
HAZARDOUS  HASTE  TREATMENT  FACILITY  3.400 
HAZARDOUS  AM)  FLAMtABLE  MATERIAL  STOREHSE  3.400 
SEWAGE  TREATMENT  PLANT  UPGRADE  1.000 
HAZARDOUS  WASTE  STORAGE  FACILITY  -  OBOF  870 
LANDFILL  7.690 
WASTEWATER  TREATMENT  PLANT  (PHASE  I)  28.300 
JET  FUEL  DELIVERY  SYSTEM  IMPROVEMENT  2.510 
WASTEWATER  TREATMENT  PLANT  MOOS  -  OBOF  11.740 
TRASH  RECYCLE  FACILITY  ALjITION  -  OBOF  5.330 
OILY  WASTE  TREATMENT  FACILITY  1.380 
HAZARDOUS  WASTE  STORAGE  FACILITY  -  OBOF  8.980 
WASTEWATER  COLLECTION  t  TREATMENT  SYSTEM  3.260 


139.140 

HAZARDOUS  WASTE  ACCUMULATION  FACILITY  310 
SPILL  CONTAINMENT  CONTROLS  470 
SPILL  CONTAINMENT  CONTROLS  655 
UNDERGROUND  FUEL  STORAGE  TANKS  1.517 
FIRE  TRAINING  FACILITY  2.400 
ADO  TO  SANITARY  SEWER  SYSTEM  5. 100 
HAZARDOUS  WASTE  STORAGE  FACILITY  3.900 
UNDERGROUND  FUEL  STORAGE  TANKS  650 
FIRE  TRAINING  FACILITY  800 
UNDERGROUND  FUEL  STORAGE  TANKS  1.250 
UNDERGROUND  FUEL  STORAGE  TANKS  5.400 
UNDERGROUND  FUEL  STORAGE  TANKS  -  D80F  T  2.840 
UNDERGROUND  FUEL  STORAGE  TANKS  1.700 
AOAL  WASTEWATER  TREATMENT  PLANT  7.100 
UNDERGROUND  FUEL  STORAGE  TANKS  780 
SEWAGE  TREATMENT  PLANT  11.900 
UNDERGROUND  FUEL  STORAGE  TANKS  400 
REPLACE  POL  PIPELINE  3.300 
UPGRADE  STORM  SEWAGE  SYSTEM  1.544 
UNDERGROUND  FUEL  STORAGE  TANKS  1.600 
UPGD  INOSTRL  WASTEWATER  TRTMNT  t  DSPSL  PLT  10.700 
UNDERGROUND  FUEL  STORAGE  TANKS  2.100 
UPGRADE  BULK  STORAGE  BASINS  1.600 
UPGRADE  SANITARY  SEWER  SYSTEMS  2.477 
FIRE  TRAINING  FACILITY  690 
UNDERGROUND  FUEL  STORAGE  TANKS  600 
UNOGO  FUEL  STORAGE  TANKS  MINUTEMAN  II  FACS  1.500 
UPGRADE  POL  TANKS  1.650 
FIRE  TRAINING  FACILITY  1.000 
UNDERGROUND  FUEL  STORAGE  TANKS  1.100 
SEWER  EFFLUENT  SYSTEM  1.800 
UNDERGROUND  FUEL  STORAGE  TANKS  1.000 
UNDERGROUND  FUEL  STORAGE  TANKS  2.600 
UNDERGROUND  FUEL  STORAGE  TANKS  2.000 
INDTL  WASTEWATER  REGIONAL  CONNECT  -  OBOF  5.400 
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FV  1994  MILITMV  CONSTMJCTIQM  TQTM.  MLIfiATIONM.  AUTHMITV  AS  REQUCSTEO 


INSTALLATION 


AaiVC  fiUARO  AND  RESERVE  FORCES 
BY  TYFE  OF  FACILITY 

(t  THOUSANDS)  DATA  AS  OF  FEB  1994 

LOCATION  PROJECT  TOTAL 


WATER  POLLUTION  ABATEMENT 

AIR  FORCE 

TINKER  AFB 

OKLAHOMA 

TINKER  AFB 

OKLAHOMA 

CHARLESTON  AFB 

SOUTH  CAROLINA 

SHAH  AFB 

SIKITH  CAROLINA 

ARNOLD  ENGINEERING  DEV  CENTER 

TENNESSEE 

KELLY  AFB 

TEXAS 

REESE  AFB 

TEXAS 

SHEPPARD  AFB 

TEXAS 

HILL  AFB 

UTAH 

HILL  AFB 

UTAH 

LANGLEY  AFB 

VIRGINIA 

F  E  WARREN  AFB 

WYOMING 

ASCENSim  ISLAND 

ASCENSION  ISLAND 

THULE  AB 

GREENLAND 

**AIR  FORCE 

AIR  NATIONAL  GUARD 

BIRMINGHAM  MAP 

ALABAMA 

KULIS  ANGB 

ALASKA 

TUCSON  lAP 

ARIZONA 

FT  SMITH  MAP 

ARKANSAS 

FRESNO  ANGB 

CALIFORNIA 

ONTARIO  INTERNATIONAL  AIRPORT  (ANG) 

CALIFORNIA 

GREATER  WILMINGTON  AIRPORT 

OEUWARE 

JACKSONVILLE  lAP 

FLORIDA 

DOBBINS  AFB 

GEORGIA 

DOBBINS  AFB 

GEORGIA 

LEWIS  B.  WILSON  AIRPORT  (ANG) 

GEORGIA 

MCCOLLUM  ANG  STATION 

GEORGIA 

SAVANNAH  ANG  COMMUNICATIONS  STATION 

GEORGIA 

SAVANNAH  COMBAT  READINESS  TRAINING  SITE 

GEORGIA 

SAVANNAH  MAP 

GEORGIA 

HICKAM  AFB 

HAWAII 

CAPITAL  MAP 

ILLINOIS 

HULMAN  FIELD 

INDIANA 

FT  WAYNE  MAP 

INDIANA 

OES  MOINES  MAP 

IOWA 

FORBES  FIELD 

KANSAS 

HAMtOND 

LOUISIANA 

NEW  ORLEANS  NAS 

LOUISIANA 

ANDREWS  AFB 

MARYUNO 

GLENN  L  MARTIN  AIRPORT 

MARYUND 

ALPENA  COUNTY  REGIONAL  AIRPORT 

MICHIGAN 

SELFRIOGE  ANGB 

MICHIGAN 

WK  KELLOGG  REGIONAL  AIRPORT 

MICHIGAN 

DULUTH  ANGB 

MINNESOTA 

ALLEN  C  THOMPSON  FIELD 

MISSISSIPPI 

GULFPORT 

MISSISSIPPI 

ROSECRANS  MEMORIAL  AIRPORT 

MISSOURI 

GREAT  FALLS  lAP 

MONTANA 

RENO  lAP 

NEVADA 

ATLANTIC  CITY 

NEW  JERSEY 

STEWART  AIRPORT 

NEW  YORK 

HECTOR  FIELD 

NORTH  DAKOTA 

PORTLAND  lAP 

OREGON 

COVENTRY  AGS 

RHODE  ISUND 

NORTH  SMITHFIELD  ANGS 

RHODE  ISUND 

QUONSET  STATE  AIRPORT 

RHODE  ISUND 

SEAL  FUEL  CONTAINMENT  DIKES  620 
UNDERGROUND  FUEL  STORAGE  TANKS  4.700 
FIRE  TRAINING  FACILITY  -  OBOF  1.100 
UNDERGROUND  FUEL  STORAGE  TANKS  S20 
UPGRADE  SEWAGE  TREATMENT  PLANT  l.SOO 
UPGRADE  SANITARY  SEWER  MAINS  3.000 
UNDERGROUND  FUEL  STORAGE  TANKS  900 
FIRE  TRAINING  FACILITY  SSO 
FIRE  TRAINING  FACILITY  -  OBOF  080 
UPGDE  INDTRL  WASTEWATER  TRTNNT  PLT  -  OOOF  S.lOO 
UNDERGROUND  FUEL  STORAGE  TANKS  SOO 
UNDERGROUND  FUEL  STORAGE  TANKS  2.200 
SLFI-WASTEWATER  TREATMENT  PLANT  3.400 
WASTEWATER  TREATMENT  PLANT  5.492 


120.595 

FUEL  CELL  DOCK  4.400 
REPLACE  UNDERGROUND  STORAGE  TANKS  1.100 
REPLACE  UNDERGROUND  STORAGE  TANKS  440 
AIRCRAFT  CORROSION  CONTROL  FACILITY  1.100 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  490 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  310 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  890 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  1.150 
PETROLEUM  OPERATIONS  COMPLEX  600 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  1,150 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  340 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  315 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  330 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS  315 
REFUELING  VEHICLE  PARKING  AND  OPS  COMPLEX  990 
FUEL  SYSTEM  MAINT  AND  CORROSION  CONTROL  FA  5,300 
ALTER  STORM  DRAINAGE  DISPOSAL  500 
REPUCE  underground  FUEL  STORAGE  TANKS  950 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS  1,350 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS  880 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS  1.400 
REPUCE  UNDERGROUND  STORAGE  TANKS  350 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS  350 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS  890 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS  1.000 
UPGRADE  WATER  DISTRIBUTION  SYSTEM  1.400 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS  710 
ADAL  FUEL  CELL  AND  CORROSION  CONTROL  FAC  1.100 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS  1.000 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS  730 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS  335 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS  1.250 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS  400 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS  460 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS  1.900 
INDUSTRIAL  WASTE  HOLDING  POND  320 
UPGRADE  STORM  DRAINAGE  400 
DRAINAGE  IMPROVEMENTS  950 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS  840 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS  550 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS  890 
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FY  1994  MILITARY  CONSTRUCTION  TOTAL  OfiLIOATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE  GUARD  AND  RESERVE  FORCES 
BY  TYPE  OF  FACILITY 


INSTALLATION 

($  THOUSANDS) 
LOCATION 

DATA  AS  OF 

PROJECT 

FEB  1994 

TOTAL 

MATER  POLLUTION  ABATEMENT 

AIR  NATIONAL  GUARD 

MCENTIRE 

SOUTH  CAROLINA 

REPLACE  UNDERGROUND  FUEL  STCHtAGE  TANKS 

1.750 

JOE  FOSS  FIELD 

SOUTH  DAKOTA 

ADAL  FUEL  SYSTEMS  MAINT/CORROSION  DOCK 

1.700 

MCGHEE-TYSON  AIRPORT 

TENNESSEE 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 

1.100 

NASHVILLE  MAP 

TENNESSEE 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 

1.000 

ELLINGTON  FIELD 

TEXAS 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 

1.600 

KELLY  AFB 

TEXAS 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 

560 

SALT  LAKE  CITY  lAP 

UTAH 

SITE  RESTORATION 

2.000 

RICHARD  E  BYRD  lAP 

VIRGINIA 

ADAL  FUEL  SYSTEMS  MAINTENANCE  DOCK 

1.300 

RICHARD  E  BYRD  lAP 

VIRGINIA 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 

1.100 

BELLINGHAM  MUNICIPAL  AIRPORT  AN6 

WASHINGTON 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 

420 

CAMP  MURRAY 

WASHINGTON 

REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 

380 

FOUR  LAKES  COMMUNICATIONS  STATION 

WASHINGTON 

REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 

360 

PAINE  FIELD  ANG  STATION 

WASHINGTON 

REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 

320 

SEAHLE  AIR  NATIONAL  GUARD  BASE 

WASHINGTON 

REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 

320 

YEAGER  AIRPORT 

WEST  VIRGINIA 

REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 

370 

BILLY  MITCHELL  FIELD 

WISCONSIN 

REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 

600 

TRUAX  FIELD 

WISCONSIN 

FIRE  STATION 

1.400 

VOU  FIELD 

WISCONSIN 

REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 

510 

PUERTO  RICO  lAP 

PUERTO  RICO 

ALTER  FUEL  SYSTEMS  MAINTENANCE  FACILITY 

750 

•*AIR  NATIONAL  GUARD 

57.665 

**  WATER  POLLUTION  ABATEMENT 

317.400 

NOISE  POLLUTION  ABATEMENT 

AIR  NATIONAL  GUARD 

KIRTLAND  AFB 

NEW  MEXICO 

POWER  CHECK  PAD  WITH  SOUND  SUPPRESSOR 

800 

**AIR  NATIONAL  GUARD 

800 

ENERGY  CONSERVATION 

AIR  FORCE 

WHITEMAN  AFB 

MISSOURI 

8-2  UTILITY  UPGRADE 

4.850 

**AIR  FORCE 

4.850 

DEFENSE  LEVEL  ACTIVITIES 

UNSPECIFIED  WORLDWIDE  LOCATIONS 

WORLDWIDE  UNSPECIFIED 

ENERGY  CONSERVATION  IMPROVEMENT  PROGRAM 

50.000 

♦•DEFENSE  LEVEL  ACTIVITIES 

50.000 

**  ENERGY  CONSERVATION 

54.850 

UNSPECIFIED  MINOR  CONSTRUCTION 

ARMY 

WORLDWIDE  UNSPECIFIED 

12.000 

NAVY 

WORLDWIDE  UNSPECIFIED 

5.500 

AIR  FORCE 

WORLDWIDE  UNSPECIFIED 

6.644 

ON-SITE  INSPECTION  AGENCY 

WORLDWIDE  UNSPECIFIED 

812 

SPECIAL  OPERATIONS  COMMAND 

WORLDWIDE  UNSPECIFIED 

4.922 

BALLISTIC  MISSILE  DEFENSE  ORAGNIZATION 

WORLDWIDE  UNSPECIFIED 

2.192 

DEFENSE  LEVEL  ACTIVITIES 

WORLDWIDE  UNSPECIFIED 

2.000 

JOINT  CHIEFS  OF  STAFF 

WORLDWIDE  UNSPECIFIED 

5.975 

000  OEPEMIENT  SCHOOLS 

WORLDWIDE  UNSPECIFIED 

4.000 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 

WORLDWIDE  UNSPECIFIED 

3.757 

ARMY  NATIONAL  GUARD 

WORLDWIDE  UNSPECIFIED 

5.000 

AIR  NATIONAL  GUARD 

WORLDWIDE  UNSPECIFIED 

4.000 
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FV  19M  NILITMV  CONSTRUCTION  TOTAL  OOLI6ATIONAL  AUTHORITY  AS  REQUESTED 


INSTALLATION 


ACTIVE  aiAM  MO  RESERVE  FORCES 
BY  TYPE  OF  FACILITY 
($  THOUSANDS) 

LOCATION  PROJECT 


DATA  AS  OF  FEB  1994 

TOTAL 


UNSPECIFIED  NINOR  CONSTRUCTION 
ARNY  RESERVE 
ARNY  RESERVE 
NAVY  RESERVE 
AIR  FORCE  RESERVE 

**  UNSPECIFIED  MINOR  CONSTRUCTION 


WORUMIOE  UNSPECIFIED 
WORLDWIDE  UNSPECIFIED 
WORLDWIDE  UNSPECIFIED 


64.04B 


PLANNING  B  DESIGN 

ARMY  WORLDWIDE  UNSPECIFIED 

ARNY  WORLDWIDE  UNSPECIFIED 

NAVY  WORLDWIDE  UNSPECIFIED 

AIR  FORCE  WORLDWIDE  UNSPECIFIED 

SPECIAL  OPERATIONS  COMMAND  WORLDWIDE  UNSPECIFIED 

BALLISTIC  MISSILE  DEFENSE  ORAGNIZATION  WORLDWIDE  UNSPECIFIED 

DEFENSE  LEVEL  ACTIVITIES  WORLDWIDE  UNSPECIFIED 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY  WORLDWIDE  UNSPECIFIED 

ARMY  NATIONAL  GUARD  WORLDWIDE  UNSPECIFIED 

AIR  NATIONAL  GUARD  WORLDWIDE  UNSPECIFIED 

ARMY  RESERVE  WORLDWIDE  UNSPECIFIED 

NAVY  RESERVE  WORLDWIDE  UNSPECIFIED 

AIR  FORCE  RESERVE  WORLDWIDE  UNSPECIFIED 

PLANNING  B  DESIGN 


25.000 

84.441 

M.373 

63.882 

7.900 

535 

10.105 

25.865 

10.271 

10.868 

7.004 

1.359 

3.989 


315.592 


BASE  REALIGNMENT  B  CLOSURE  ACCT  PART  I 
DEFENSE  LEVEL  ACTIVITIES 
BASE  REALIGNMENT  B  CLOSURE  ACCT  PART  I 

**OEFENSE  LEVEL  ACTIVITIES 


WORLDWIDE  UNSPECIFIED  BASE  REALIGNMENT  B  CLOSURE  PART  I 


BASE  REALIGNMENT  B  CLOSURE  ACCT  PART  II 
DEFENSE  LEVEL  ACTIVITIES 
BASE  REALIGNMENT  B  CLOSURE  ACCT  PART  II 

••DEFENSE  LEVEL  ACTIVITIES 


WORLDWIDE  UNSPECIFIED  BASE  REALIGNMENT  B  CLOSURE  PART  II 


1.438.942 

1.438.942 


BASE  REALIGNMENT  B  CLOSURE  ACCT  PART  III 
DEFENSE  LEVEL  ACTIVITIES 
BASE  REALIGNMENT  B  CLOSURE  ACCT  PART  III 

••DEFENSE  LEVEL  ACTIVITIES 


WORLDWIDE  UNSPECIFIED  BASE  REALIGNMENT  B  CLOSURE  PART  III 


1.027,000 

1.027,000 


NATO  INFRASTRUCTURE 
DEFENSE  LEVEL  ACTIVITIES 
OSD  MILCON 

••DEFENSE  LEVEL  ACTIVITIES 


WORLDWIDE  UNSPECIFIED  NATO  INFRASTRUCTURE 


148.417 


148.417 


FACILITY-51 


FV  1994  MILITARY  CONSTRUCTION  TOTAL  OSLIGATIONAL  AUTHORITY  AS  REQUESTED 


INSTALLATION 


ACTIVE  GUARD  AND  RESERVE  FWCES 
BY  TYRE  OF  FACILITY 

($  THOUSANDS)  DATA  AS  OF  FEB  1994 

LOCATION  PROJECT  TOTAL 


TOTALS 


ARMY  1.311.43S 

NAVY  70B.602 

AIR  FORCE  1.343.S44 

AUTHORIZED  FOR  APPROP  IN  PRIOR  YEAR  (S.OOO) 

DEFENSE  AGENCIES  3.2S4.197 

***  TOTAL  6.615.778 

AUTHORIZED  FOR  APPROP  IN  PRIOR  YEAR  (S.OOO) 


FACILITY-52 


FV  1994  FWILV  HOUSINB  TOTAL  OOLIOATIONAL  AUTHORITY  AS  KQUESTEO 

BY  TYPE  OF  FACILITY 

(S  THOUSANDS) 

DATA  AS  OF 

FEB  1994 

P  mSTALlATIOM 

LOCATION 

PROJECT 

TOTAL 

FAMILY  HOUSING.  ARMY 

FORT  IRMIN 

CALIFORNIA 

NEW  CONSTRUCTION  (220) 

25.000 

SCHOFIELD  BARRACKS 

HAWAII 

NEW  CONST(12S)(1S.ON)  *  R£PL(13S)(21.0N) 

39.000 

SCHOFIELD  BARRACKS 

HAWAII 

NEW  CONSTRUCTION  (88) 

13.000 

FORT  MEAOE 

MARYLAND 

REPLACEMENT  CONSTRUCTION  (275) 

26.000 

HAWTHORNE  AFP 

NEVADA 

DEMOLISH  SUBSTANDARD.  ABANDONED  HSE  (100) 

500 

U  S  MILITARY  ACADEMY 

NEW  YORK 

REPLACEMENT  CONSTRUCTION  (100) 

15.000 

FORT  BRAGG 

NORTH  CAROLINA 

REPLACEMENT  CONSTRUCTION  (224) 

18.000 

FORT  MCCOY 

WISCONSIN 

REPLACEMENT  CONSTRUCTION  (16) 

2.950 

CONSTRUCTION  IMPROVEMENTS 

77.630 

PLANNING 

11.605 

FURNISHINGS  ACCOUNT 

55.707 

MANAGEMENT  ACCOUNT 

88.063 

MISCELLANEOUS  ACCOUNT 

1.640 

SERVICES  ACCOUNT 

64.247 

UTILITIES  ACCOUNT 

306.648 

LEASING 

265.639 

MAINTENANCE  OF  REAL  PROPERTY 

287.228 

MORTGAGE  INSURANCE  PREMIUMS 

17 

TOTAL  FAMILY  HOUSING.  ARMY 

1.298.074 

FAMILY  HOUSING.  NAVY 

PUBLIC  WORKS  CENTER  SAN  0IE60 

CALIFORNIA 

NEW  CONSTRUCTION  (318  HOMES) 

36.571 

PUBLIC  WORKS  CENTER  WASHINGTON  DC 

DISTRICT  OF  COLUMBIA 

NEW  CONSTRUCTION  (188  HOMES) 

21.556 

PUBLIC  WORKS  CENTER  PENSACOLA 

FLORIDA 

NEW  CONSTRUCTION  (SELF  HELP/WAREHOUSE) 

300 

NAVAL  SUBMARINE  SUPPORT  BASE  KINGS  BAY 

GEORGIA 

NEW  CONSTRUCTION  (CM4  CNTR/SELF  HLP/HHSE) 

790 

NAS  BRUNSWICK 

MAINE 

NEW  CONSTRUCTION  (MOBILE  HOME  SPACES) 

490 

NAVAL  AIR  STATION  OCEANA 

VIRGINIA 

NEW  CONSTRUCTION  (COMMUNITY  CENTER) 

860 

NAVAL  COMPLEX  NORFOLK 

VIRGINIA 

NEW  CONSTRUCTION  (392  HOMES) 

50.674 

NAVAL  AIR  STATION  WHIOBEY  ISLAND 

WASHINGTON 

NEW  CONSTRUCTION  (106  HOMES) 

10.000 

NAVAL  SUBMARINE  BASE  BANGOR 

WASHINGTON 

NEW  CONSTRUCTION  (290  HOMES) 

27.438 

^  NAVAL  ACTIVITIES  LONDON 

UNITED  KINGDOM 

NEW  CONSTRUCTION  (81  HOMES) 

15.470 

CONSTRUCTION  IMPROVEMENTS 

183.135 

■ 

PLANNING 

22.924 

w 

FURNISHINGS  ACCOUNT 

36,904 

MANAGEMENT  ACCOUNT 

79.569 

MISCELLANEOUS  ACCOUNT 

1.133 

SERVICES  ACCOUNT 

45,539 

UTILITIES  ACCOUNT 

192,760 

LEASING 

113.308 

MAINTENANCE  OF  REAL  PROPERTY 

302,754 

MORTGAGE  INSURANCE  PREMIUMS 

88 

TOTAL  FAMILY  HOUSING.  NAVY 

1.142,263 

FAMILY  HOUSING.  AIR  FORCE 

MAXWELL  AFB 

ALABAMA 

FAMILY  HOUSING  (55  UNITS) 

4.080 

LIHLE  ROCK  AFB 

ARKANSAS 

HOUSING  OFFICE  AND  MAINTENANCE  FACILITY 

980 

VANDENBERG  AFB 

CALIFORNIA 

FAMILY  HOUSING  (166  UNITS) 

21,907 

PATRICK  AFB 

FLORIDA 

FAMILY  HOUSING  (155  UNITS) 

15.388 

TYNOALL  AFB 

FLORIDA 

INFRASTRUCTURE 

5,732 

ROBINS  AFB 

GEORGIA 

FAMILY  HOUSING  (118  UNITS) 

7.424 

SCOTT  AFB 

ILLINOIS 

CARDINAL  CREEK  PHASE  II 

10,000 

BARKSDALE  AFB 

LOUISIANA 

FAMILY  HOUSING  (117  UNITS) 

8.578 

HANSCOM  AFB 

WSSACHUSETTS 

FAMILY  HOUSING  (46  UNITS) 

5,135 

MALMSTROM  AFB 

MONTANA 

HOUSING  OFFICE 

581 

DYESS  AFB 

TEXAS 

HOUSING  MAINTENANCE  FACILITY 

281 

LACKLAND  AFB 

TEXAS 

FAMILY  HOUSING  (111  UNITS) 

8.770 

FACILITY-53 

rv  J9M  F/WILV  HOUSING  TOTAL  OGLIGATIONAL  AUTHONITV  AS  REQUESTED 


INSTALLATION 


BY  TYPE  Of  FACILITY 
($  THOUSANDS) 
LOCATION  PI 


HUUECT 

DATA  AS  OF  FEB  1994 

TOTAL 

HOUSING  OFFICE 

452 

FAMILY  HOUSING  (1  UNIT) 

184 

FAMILY  HOUSING  (107  UNITS) 

10,572 

CONSTRUCTION  IMPROVEMENTS 

75.070 

PLANNING 

11.901 

FURNISHINGS  ACCOUNT 

43.543 

MANAGEMENT  ACCOUNT 

44.282 

MISCELLANEOUS  ACCOUNT 

4,639 

SERVICES  ACCOUNT 

28.183 

UTILITIES  ACCOUNT 

148.036 

LEASING 

118.266 

MAINTENANCE  OF  REAL  PROPERTY 

403.942 

MORTGAGE  INSURANCE  PREMIUMS 

21 

977.947 

CONSTRUCTION  IMPROVEMENTS 

50 

FURNISHINGS  ACCOUNT 

16 

MANAGEMENT  ACCOUNT 

62 

MISCELLANEOUS  ACCOUNT 

26 

SERVICES  ACCOUNT 

366 

utilities  ACCOUNT 

372 

LEASING 

10.105 

MAINTENANCE  OF  REAL  PROPERTY 

228 

11.225 

FURNISHINGS  ACCOUNT 

1.441 

LEASING 

12.368 

FNIILY  HOUSING.  AIR  FORCE 
lANGUY  AFB 
FAIRCHILD  AFB 
F  E  NMREN  AFB 


VIRGINIA 

HASHIN6T0N 

WYONING 


TOTAL  FANILY  HOUSING,  AIR  FORCE 


FAMILY  HOUSING.  NATIONAL  SECURITY  AGENCY 


TOTAL  FAMILY  HOUSING.  NSA 


FANILY  HOUSING.  OEF  INTELLIGENCE  AGENCY 


TOTAL  FAMILY  HOUSING.  OIA 


FAMILY  HOUSING.  DEFENSE  LOGISTICS  AGENCY 


TOTAL  FAMILY  HOUSING.  DLA 
GRAND  TOTAL  FAMILY  HOUSING.  DEFENSE  AGENCIES 


CONSTRUCTION  IMPROVEMENTS 
FURNISHINGS  ACCOUNT 
MANAGEMENT  ACCOUNT 
SERVICES  ACCOUNT 
UTILITIES  ACCOUNT 
MAINTENANCE  OF  REAL  PROPERTY 


HOMEOWNERS  ASSISTANCE 


HOMEOtMERS  ASSISTANCE 


PAYMENT  TO  HOMEOWNERS 
OTHER  OPERATING  COSTS 
ACQUISITION  OF  REAL  PROPERTY 


9.631 

27.319 

109.426 


146.376 


GRAND  TOTAL  FAMILY  HOUSING 


3.591.156 


FACILITY-54 


FV  19»S  CONSTRUCTION  ANNEX  TOTAL  OBLIOATIONAL  AUTHORITY  AS  REQUESTED 


TOTAL  CW^TRUCTION  ANNEX 
BY  TYPE  Of  FACILITY 


(S  THOUSANDS)  DATA  AS  OF  FEB  1994 


SUMNARY  BY  FACILITY 

ARMY 

NAVY 

AIR  FORCE 

OEF.  AGS. 

TOTAL 

OPERATIONAL  FACILITIES 

23.050 

45.450 

74.655 

38.420 

181.575 

TRAINING  FACILITIES 

3.762 

14.700 

10.900 

14,400 

43,762 

MAINTENANCE  t  PRODUCTION  FACILITIES 

297.250 

10.700 

45.869 

3.652 

357.471 

RBO  FACILITIES 

6.600 

1.390 

24.550 

32.540 

SUPPLY  FACILITIES 

10.350 

4.150 

14.500 

HOSPITAL  AND  MEDICAL  FACILITIES 

273.280 

273.280 

AUTHORIZED  IN  PRIOR  YEAR 

(261.000) 

(261.000) 

AOMINSTRATIVE  FACILITIES 

10.100 

5.100 

15.200 

TROOP  HOUSING  FACILITIES 

228.300 

70.470 

87.275 

386.045 

COMMUNITY  FACILITIES 

36.230 

5.823 

6.800 

48.853 

UTILITY  FACILITIES 

25.100 

7.800 

33.125 

21.769 

87,794 

AUTHORIZED  IN  PRIOR  YEAR 

(4.000) 

(4.000) 

REAL  ESTATE 

7.840 

7.840 

AIR  POLLUTION  ABATEMENT 

4.550 

4,550 

WATER  POLLUTION  ABATEMENT 

76.350 

128,168 

204.518 

ENERGY  CONSERVATION 

50.000 

50.000 

UNSPECIFIED  MINOR  CONSTRUCTION 

19.824 

7.158 

15,018 

22,348 

64.348 

PLANNING  &  DESIGN 

94.179 

44.737 

64,090 

45.960 

248.966 

BASE  REALIGNMENT  A  CLOSURE  ACCT  PART  I 

87.600 

87.600 

BASE  REALIGNMENT  A  CLOSURE  ACCT  PART  II 

573.500 

573,500 

BASE  REALIGNMENT  A  CLOSURE  ACCT  PART  III 

2.048.458 

2.048,458 

NATO  INFRASTRUCTURE 

229,000 

229.000 

FAMILY  HOUSING  CONSTRUCTION 

152.402 

229.295 

252.993 

350 

635.040 

(MEMO-NON-AOO) 

(9,700) 

(9,700) 

FAMILY  HOUSING  DEBT 

11 

85 

26 

122 

FAMILY  HOUSING  OPERATIONS 

1.121.197 

853,514 

801.319 

29,031 

2.805.061 

HOMEOWNERS  ASSISTANCE 

169.184 

169.184 

**•  TOTAL  *** 

2,151,209 

1.405,719 

1,562,611 

3.449,668 

8,569,207 

(MEMO-NON-AOO) 

(9,700) 

(9,700) 

AUTHORIZED  IN  PRIOR  YEAR 

(4.000) 

(261.000) 

(265.000) 

FACILITY-55 


FY  1995  CONSTRUCTION  ANNEX  TOTAL  08L1GATI0NAL  AUTHORITY  AS  REQUESTED 

— total  NILCON . 

BY  TYPE  OF  FACILITY 


($  THOUSANDS)  DATA  AS  OF  FEB  1994 


SUMMARY  BY  FACILITY 

AMY 

NAVY 

AIR  FORCE 

OEF.  AGS. 

TOTAL 

OPERATIONAL  FACILITIES 

23,050 

45.450 

74.655 

38.420 

161.575 

TRAINING  FACILITIES 

3.762 

14.700 

10.900 

14.400 

43.762 

miNTENANCE  B  PROOuaiON  FACILITIES 

297.250 

10.700 

45.869 

3.652 

357.471 

RU  FACILITIES 

6.600 

1.390 

24.550 

32.540 

SUPPLY  FACILITIES 

10.350 

4.150 

14.500 

HOSPITAL  AND  MEDICAL  FACILITIES 

273.280 

273.280 

AUTHWIZEO  IN  PRIOR  YEAR 

(261.000) 

(261.000) 

AOMINSTRATIVE  FACILITIES 

10.100 

5.100 

15.200 

TROOP  HOUSING  FACILITIES 

228.300 

70.470 

87.275 

386.045 

COMMUNITY  FACILITIES 

36.230 

5.823 

6.600 

48.853 

UTILITY  FACILITIES 

25.100 

7.800 

33.125 

21.769 

87.794 

AUTHORIZED  IN  PRIOR  YEAR 

(4.000) 

(4.000) 

REAL  ESTATE 

7.840 

7.840 

AIR  POLLUTION  ABATEMENT 

4.550 

4.550 

HATER  POLLUTION  ABATEMENT 

76.350 

128.168 

204.518 

ENERGY  CONSERVATION 

50.000 

50.000 

UNSPECIFIED  MINOR  CONSTRUCTION 

19.824 

7.158 

15.018 

22.348 

64.348 

PLANNING  l>  DESIGN 

94,179 

44.737 

64,090 

45.960 

248.966 

BASE  REALIGNMENT  «  CLOSURE  ACCT  PART  I 

87.600 

87.600 

BASE  REALIGNMENT  t  CLOSWE  ACCT  PART  II 

573.500 

573.500 

BASE  REALIGNMENT  i  CLOSURE  ACCT  PART  III 

2.048.458 

2,048.458 

MATO  INFRASTRUCTURE 

229.000 

229.000 

•**  TOTAL  *** 

AUTHORIZED  IN  PRIOR  YEAR 

708.415 

322.825 

508.273 

(4.000) 

3.420.287 

(261.000) 

4.959.600 

(265.000) 

FACILITY-56 


FV  199S  CONSTRUCTION  ANNEX  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTEO 


- — ACTIVE  FORCES- — 
BY  TYPE  OF  FACILITY 


(S  THOUSANDS)  DATA  AS  OF  FEB  1994 


SUMWRY  BY  FACILITY 

ARMY 

NAVY 

AIR  FORCE 

DEF.  AGS. 

TOTAL 

OPERATIONAL  FACILITIES 

23.050 

44.610 

16.241 

38.420 

122.321 

TRAINING  FACILITIES 

14.700 

6.900 

14.400 

36.000 

MAINTENANCE  t  PRODUCTION  FACILITIES 

297,250 

10.700 

25.550 

3.652 

337.152 

RtO  FACILITIES 

6.600 

1.390 

24.550 

32.540 

SUPPLY  FACILITIES 

10.350 

4.150 

14,500 

HOSPITAL  AND  MEDICAL  FACILITIES 

273.280 

273.280 

AUTHORIZED  IN  PRIOR  YEAR 

(261.000) 

(261.000) 

ADMINSTRATIVE  FACILITIES 

10.100 

5.100 

15.200 

TROOP  HOUSING  FACILITIES 

228.300 

70,470 

87.275 

386.045 

COMMUNITY  FACILITIES 

36.230 

2.273 

6.800 

45.303 

UTILITY  FACILITIES 

25.100 

7.800 

18.615 

21,769 

73.284 

AUTHORIZED  IN  PRIOR  YEAR 

(4.000) 

(4.000) 

REAL  ESTATE 

7,840 

7.840 

AIR  POLLUTION  ABATEMENT 

4.550 

4.550 

WATER  POLLUTION  ABATEMENT 

76.350 

100.723 

177.073 

ENERGY  CONSERVATION 

50.000 

50.000 

UNSPECIFIED  MINOR  CONSTRUCTION 

12,000 

7.000 

7.000 

22.348 

48.348 

PUNNING  &  DESIGN 

87,926 

43,380 

49.386 

45.960 

226,652 

BASE  REALIGNMENT  B  CLOSURE  ACCT  PART  I 

87.600 

87.600 

BASE  REALIGNMENT  B  CLOSURE  ACCT  PART  II 

573.500 

573,500 

BASE  REALIGNMENT  B  CLOSURE  ACCT  PART  III 

2.048.458 

2,048.458 

NATO  INFRASTRUCTURE 

229,000 

229,000 

***  TOTAL 

690,576 

320,470 

357.313 

3,420.287 

4.788.646 

AUTHORIZED  IN  PRIOR  YEAR 

(4,000) 

(261.000) 

(265.000) 

I 


FACILITY-57 


FV  199S  CONSTRUCTION  ANNEX  TOTAL  OSLIGATIONAL  AUTHORITY  AS  REQUESTED 


NATIONAL  GUARD  FORCES 
BY  TYPE  OF  FACILITY 


SUMMARY  BY  FACILITY 


OPERATIONAL  FACILITIES 

TRAINING  FACILITIES 

MAINTENANCE  B  PRODUCTION  FACILITIES 

COMMUNITY  FACILITIES 

UTILITY  FACILITIES 

WATER  POLLUTION  ABATEMENT 

UNSPECIFIED  MINOR  CONSTRUCTION 

PLANNING  t  DESIGN 


($  THOUSANDS) 

ARMY 

NAVY 

AIR  FORCE 

DATA  AS  OF  FEB  1994 
OEF.  AGS.  TOTAL 

46.114 

46.114 

3.762 

1.450 

5.212 

19.569 

19.569 

3.550 

3.550 

10.110 

10.110 

26.445 

26.445 

5,167 

4.000 

9.167 

1.000 

11.532 

12.532 

9.929 

122.770 

132,699 

FACILITY-58 


FY  199S  CONSTRUCTION  MMEX  TOTAL  OOLIOATIONAL  AUTHORITY  AS  REQUESTED 


SUNNARY  BY  FACILITY 

OFERATIQNAL  FACILITIES 

TRAINING  FACILITIES 

MAINTENANCE  t  PRODUCTION  FACILITIES 

UTILITY  FACILITIES 

HATER  POLLUTION  ABATEMENT 

UNSPECIFIED  MINOR  CONSTRUCTION 

PLANNING  t  DESIGN 

***  TOTAL  *** 


— RESERVE  FORCES - 

BY  TYPE  OF  FACILITY 


(S  THOUSANDS)  DATA  AS  OF  FEB  1994 


ARMY 

NAVY 

AIR  FORCE 

TOTAL 

840 

12.300 

13.140 

2.550 

2.550 

750 

750 

4.400 

4.400 

1.000 

1,000 

2.657 

158 

4.018 

6.833 

5,253 

1.357 

3.172 

9.782 

7,910 

2.355 

28.190 

38.455 

FACILITV-59 


FV  1995  COHSTRUCTIOM  ANNEX  TOTAL  OBLIOATIONAL  AUTHORITY  AS  REQUESTED 


SUNNARY  BY  FACILITY 

OPERATIONAL  FACILITIES 

TRAINING  FACILITIES 

MAINTENANCE  B  PRODUCTION  FACILITIES 

COMMUNITY  FACILITIES 

UTILITY  FACILITIES 

WATER  POLLUTION  ABATEMENT 

UNSPECIFIED  MINOR  CONSTRUCTION 

PLANNING  B  DESIGN 

***  TOTAL  **• 


TOT  GUARD  AND  RESERVE 
BY  TYPE  OF  FACILITY 

(1  THOUSANDS)  DATA  AS 


ARMY 

NAVY 

AIR  FORCE 

840 

58.414 

3.762 

4.000 

20.319 

3.550 

14.510 

27.445 

7.824 

158 

8.018 

6.253 

1,357 

14.704 

17.839 

2.355 

150.960 

FEB  1994 
TOTAL 

59.254 

7.762 

20.319 

3.550 

14.510 

27.445 

16.000 

22.314 

171.154 


FACILITY-60 


FV  1995  CONSTRUCTION  ANNEX  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


— FANILV  HOUSING — 

($  THOUSANCS)  DATA  AS  OF  FEB  1994 


SUWMRY  BY  FACILITY 

ARMY 

NAVY 

AIR  FORCE 

OEF.  AGS. 

TOTAL 

FAMILY  HOUSING  CONSTRUCTION 
(MEMO-NON-AOO) 

152.402 

(9.700) 

229.295 

252.993 

350 

635.040 

(9.700) 

FAMILY  HOUSING  DEBT 

11 

85 

26 

122 

FAMILY  HOUSING  OPERATIONS 

1.12). 197 

853.514 

801.319 

29.031 

2.805.061 

HOMEOWNERS  ASSISTANCE 

169.164 

169.184 

***  TOTAL  *** 

1.442.794 

1.082.894 

1.054.338 

29,381 

3.609.407 

(MEW-NON-AOO)  (9.700)  (9.700) 


FACIHTV-61 


FV  199S  MILITMY  CONSntUCTION  TOTAL  08LI6ATIONAL  AUTHORITV  AS  REQUESTED 

ACTIVE  GUARD  AND  RESERVE  FORCES 
BY  nPE  OF  FACILITY 


INSTALLATION 

($  THOUSANDS) 
LOCATION 

DATA  AS  OF  FEB 

PROJECT 

1994 

TOTAL 

ORERATIONAL  FACILITIES 

ARNY 

FORT  GORDON 

GEORGIA 

SECURE  COMPARTMENTED  INFORMATION  FACILITY 

2.500 

NIL  OCEAN  TERN  BAYONNE 

NEW  JERSEY 

PAVE  CARGO  STAGING  AND  HOLDING  AREA 

4.050 

SUNNY  POINT  ARNY  TERN 

NORTH  CAROLINA 

DREDGE  TERMINAL  ENTRANCE 

16.500 

**ARNY 

23.050 

NAVY 

CANP  PENDLETON  NARINE  CORPS  BASE 

CALIFORNIA 

A»f«UNITION  HANDLING  FACILITY 

570 

NORTH  ISLAND  NAVAL  AIR  STATION 

CALIFORNIA 

DREDGING 

1B.830 

PENSACOLA  NAVAL  AIR  STATION 

FLORIDA 

AIR  TRAFFIC  CONTROL  TOWER 

2.100 

CHERRY  POINT  NARINE  CORPS  AIR  STATION 

NORTH  CAROLINA 

CYROGENICS  FACILITY 

2.100 

IN6LESI0E  NAVAL  STATION 

TEXAS 

MAGNETIC  SILENCING  FAC  W/LANO  ACQUISITION 

i4.no 

CONUS  VARIOUS 

CONUS  VARIOUS 

AIRCRAFT  FIRE/RESCUE  STA  (  VEH  MAINT  FAC 

2.200 

SOUDA  BAY  CRETE  NAVAL  SUPPORT  ACTIVITY 

GREECE 

AIRCRAFT  PARKING  APRON 

3.050 

SABANA  SECA  NAVAL  SECURITY  GROUP  ACTIVITY 

PUERTO  RICO 

OPERATIONS  BUILDING  ADDITION 

1.650 

**NAVY 

44.610 

AIR  FORCE 

NOODY  AFB 

GEORGIA 

UPGRADE  AIRFIELD  PAVEMENTS 

B.OOO 

HHITEMN  AFB 

MISSOURI 

B-2  AOAL  APRON.  TAXIWAY.  «  CONVOY  ROADS 

4.600 

POPE  AFB 

NORTH  CAROLINA 

AIRCRAFT  PARKING  APRON  LIGHTING 

1.500 

CLASSIFIED  LOCATION 

CONUS  CLASSIFIED 

SPECIAL  TACTICAL  UNIT  DETENTION  FACILITY 

2.141 

**AIR  FORCE 

16.241 

SPECIAL  OPERATIONS  COMMNO 

SAN  OEIGO 

CALIFORNIA 

SOF  PBC  PIER  UPGRADE 

3.400 

EGLIN  AUX  FIELD  9 

FLORIDA 

HC-130  PARK  APRON  (H) 

7.500 

•♦SPECIAL  OPERATIONS  COttWNO 

10,900 

NATIONAL  SECURITY  AGENCY 

FORT  NEAOE 

MARYLAND 

FANX  II  PURCHASE 

14,800 

FORT  MEADE 

MARYLAND 

SUPERCOMPUTER  FACILITY 

12,720 

•niATIONAL  SECURITY  AGENCY 

27.520 

AIR  NATIONAL  GUARD 

BIRMINGHAM  MAP 

ALABAMA 

ACFT  PARKING  APRON  t  HYDRANT  REFUELING  SYS 

15.000 

BIRMINGHAM  MAP 

ALABAMA 

AOAL  SQUADRON  OPERATIONS  FACILITY 

1. 100 

BIRMINGHAM  NAP 

ALABAMA 

COHWUNICATIONS  FACILITY 

1.700 

LITTLE  ROCK  AFB 

ARKANSAS 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 

440 

NO  HIGHLANDS  ANG  STATION 

CALIFORNIA 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 

400 

ROBINS  AFB 

GEORGIA 

B-1  CONSOLIDATED  AIRCRAFT  SPT/HYORANT  SYS 

9,400 

HICKAM  AFB 

HAWAII 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 

1,000 

FT  WAYNE  MAP 

INDIANA 

AIRCRAFT  DEICING  APRON 

400 

JEFFERSON  BARRACKS  ANG  SITE 

MISSOURI 

REPLACE  FUEL  TANKS/UPGRADE  REFUEL  BOOTH 

500 

ST  LOUIS-LAMBERT  FIELD 

MISSOURI 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 

440 

LINCOLN  MAP 

NEBRASKA 

PARKING  APRON.JET  FUEL  STOR  AND  OPTNG  COM 

14.274 

WILLOW  GROVE  NAS 

PENNSYLVANIA 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 

470 

SALT  LAKE  CITY  lAP 

UTAH 

AIRCRAFT  WASHRACK  AND  DEICE  FACILITY 

400 

PUERTO  RICO  lAP 

PUERTO  RICO 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 

590 

••AIR  NATKMAL  GUARD 

46.114 

NAVY  RESERVE 

NAVAL  AIR  STATION  NEW  ORLEANS 

LOUISIANA 

ARMING  PAD 

840 

••NAVY  RESERVE 

840 
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FV  1995  NILITMV  CONSTRUCTION  TOTAL  0BLI6ATI0NAL  AUTMORITy  AS  REQUCSTEO 


ACTIVE  GUARD  AND  RESERVE  FORCES 

BY  TYPE  OF  FACILITY 

(S  THOUSANDS) 

DATA  AS  OF  FEB 

1994 

INSTALUTION 

LOCATION 

PROJECT 

TOTAL 

OPERATIONAL  FACILITIES 

AIR  FORCE  RESERVE 

GRISSOM  AF8 

INDIANA 

CANTONMENT  AREA  ENV  COMPLIANCE 

2.200 

HESTOVER  AFB 

MASSACHUSETTS 

REPLACE  TAXIHAY  ‘G* 

5.100 

CLASSIFIED  LOCATION  -  AFR  BASE  52 

CONUS  CLASSIFIED 

ADO  TO  AND  ALTER  FACILITIES  FOR  CONVERSION 

5.000 

••AIR  FORCE  RESERVE 

12.300 

••  OPERATIONAL  FACILITIES 

181.575 

MAINTENANCE  t  PRODUCTION  FACILITIES 


ARMY 

PINE  BLUFF  ARSENAL  ARKANSAS 
FORT  GORDON  GEORGIA 
FORT  GORDON  GEORGIA 
FORT  GORDON  GEORGIA 
UMATILLA  ARMY  DEPOT  OREGON 


**ARMY 


AMMUNITION  DEMILITARIZATION  FACILITY  97.000 
BRIGADE  VEHICLE  MAINTENANCE  FACILITY  B.600 
CENTRAL  VEHICLE  HASH  FACILITY  1,650 
CONSOLIDATED  MAINTENANCE  FACILITY  11,000 
AMMUNITION  DEMILITARIZATION  FACILITY  179.000 


297,250 
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FV  1995  MILITARY  CONSTRUCTION  TOTAL  0BLI6AT10NAL  AUTHORITY  AS  REQUESTED 


ACTIVE  GUARD  AND  RESERVE  FORCES 
BY  TYPE  OF  FACILITY 

(S  THOUSANDS)  DATA  AS  OF  FEB  1994 

INSTALLATION  LOCATION  PROJECT  TOTAL 

MAINTENANCE  »  PRODUCTION  FACILITIES 
NAVY 

CMP  PENDLETON  AMPHIBIOUS  TASK  FORCE 


**NAVY 


AIR  FORCE 

WHITEMAN  AFB 

TINKER  AFB 

RAF  LAKENHEATH 

OVERSEAS  CLASSIFIED 

MISSOURI 

OKLAHOMA 

UNITED  KINGDOM 
OVERSEAS  CLASSIFIED 

B-2  AIRCRAFT  MAINT  OOCKS/HYORANT  FUELING 
CORROSION  CONTROL  FACILITY  (OBOF) 

F-ISE  ADO  TO  MUNITIONS  MAINTENANCE  FAC 

WAR  READINESS  MAINTENANCE/MANAGEMENT  FAC 

15.000 

8,400 

B50 

1.300 

**AIR  FORCE 

25.550 

DEFENSE  LOGISTICS  AGENCY 

OEF  FUEL  SUPPORT  POINT  CRANEY  ISLAM) 

VIRGINIA 

MAINTENANCE  t  OPERATIONS  FACILITY 

3.652 

**OEFENSE  LOGISTICS  AGENCY 

3.652 

AIR  NATIONAL  GUARD 

MOFFETT  NAS 

ROBINS  AFB 

ROBINS  AFB 

FT  WAYNE  MAP 

BANGOR  lAP 

GREAT  FALLS  lAP 

TRUAX  FIELD 

PUERTO  RICO  lAP 

CALIFORNIA 

GEORGIA 

GEORGIA 

INDIANA 

MAINE 

MONTANA 

WISCONSIN 

PUERTO  RICO 

ALTER  VEHICLE  MAINTENANCE  FACILITY 

ALTER  B-1  MAINTENANCE  HANGER 

B-1  HANGER  COMPLEX 

FUEL  SYSTEMS  MAINTENANCE  t  CORROSION  FAC 
REFUELING  VEHICLE  MAINTENANCE  FACILITY 

AOAL  FUEL  CELL  AND  CORROSION  CONTROL  HANG 

AOAL  AGE  SHOP/STORAGE 

ADO  TO  AND  ALTER  AIRCRAFT  CORROSION  FAC 

400 

2.950 

8.400 

5.200 

379 

1,150 

340 

750 

**AIR  NATIONAL  GUARD 

19.569 

AIR  FORCE  RESERVE 

BILLY  MITCHELL  FIELD 

WISCONSIN 

INSTALL  AIR  EMISSION  CONTROL  DEVICE 

750 

**AIR  FORCE  RESERVE 

750 

••  MAINTENANCE  t  PRODUCTION  FACILITIES 

357,471 

RBD  FACILITIES 

ARMY 

ADELPHI  LAB  CENTER 

MARYLAND 

COMPUTER  CENTER 

6.600 

**ARMY 

6.600 

NAVY 

UNITE  SANDS  NAVAL  OftO  MISSILE  TEST  STA 

NEW  MEXICO 

WEAPONS  TEST  RANGE 

1,390 

**NAVY 

1.390 

AIR  FORCE 

EDWARDS  AFB 

EGLIN  AFB 

CALIFORNIA 

FLORIDA 

F-22  ALTER  ENGINEERING  TEST  FACILITY 

RENOVATE  CLIMATIC  TEST  CHAMBER  PHASE  II 

4,550 

20.000 

**AIR  FORCE 

24,550 

**  R«0  FACILITIES 

32.540 

SUPPLY  FACILITIES 

ARMY 

FORT  BENNING 

GEORGIA 

MOBILIZATION  DEPLOYMENT  WAREHOUSE 

4.650 

CALIFORNIA  LANDING  CRAFT  AIR  CUSHION  FACS  (INCR  V)  10.100 

10.700 
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FV  199S  NILITMV  COMSTHUCTIM  TOTAL  OOLIGATIONAL  AUTMORITV  AS  AEQUCSTEO 


ACTIVE  GUAM)  AMO  RESERVE  FORCES 

BY  TYPE  OF  FACILITY 

(t  THOUSANDS) 

DATA  AS  OF  FEB 

1994 

INSTALLATION 

LOCATION 

PROJECT 

TOTAL 

SUPPLY  FACILITIES 

ARMY 

SUNNY  POINT  ARMY  TERM 

NORTH  CAROLINA 

HOLDING  PAD 

5.700 

••ARMY 

10.350 

AIR  FORCE 

FAIRCHILD  AFB 

WASHINGTON 

HAZARDOUS  MATERIAL  STORAGE  FACILITY 

1.400 

OVERSEAS  CLASSIFIED 

OVERSEAS  CLASSIFIED 

WAR  READINESS  MATERIEL  MEDICAL  STORAGE  FAC 

2.100 

OVERSEAS  CLASSIFIED 

OVERSEAS  CLASSIFIED 

WAR  READINESS  MATERIEL  OPEN  STORAGE  FAC 

650 

••AIR  FORCE 

4.150 

••  SUPPLY  FACILITIES 

14.500 

HOSPITAL  ANO  MEDICAL  FACILITIES 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 

ELMENOORF  AIR  FORCE  BASE 

ALASKA 

•HOSPITAL  REPLACEMENT  PHASE  III 

66.000 

MCCLELLAN  AIR  FORCE  BASE 

CALIFORNIA 

LIFE  SAFETY/SEISMIC/UTILITY  UPGRADE 

10.280 

FORT  OIX 

NEW  JERSEY 

HOSPITAL  LIFE  SAFETY  UPGRADE 

2.000 

FORT  BRAGG 

NORTH  CAROLINA 

•HOSPITAL  REPLACEMENT  PHASE  III 

75.000 

PORTSMOUTH  NAVAL  HOSPITAL 

VIRGINIA 

•HOSPITAL  REPLACEMENT  PHASE  VI 

120.000 

••DEFENSE  MEDICAL  SUPPORT  ACTIVITY 

273.280 

AUTHORIZED  FOR  APPROP  IN  PRIOR  YEAR 

(261.000) 

AOMINSTRATIVE  FACILITIES 

AIR  FMCE 

CAPE  CANAVERAL  AFS 

FLORIDA 

DELTA  LAUNCH  OPERATIONS  FACILITY 

7.000 

ROBINS  AFB 

GEORGIA 

J-STARS  ADO  TO  INTEGRATED  SUPPORT  FACILITY 

3.100 

••AIR  FORCE 

10.100 

DEFENSE  LOGISTICS  AGENCY 

OEF  CONTRACT  MGMT  OFC  -  EL  SUGUNOO 

CALIFORNIA 

ADMINISTRATIVE  BUILOING(CONJUNCTIVE  FUND) 

5.100 

••DEFENSE  LOGISTICS  AGENCY 

5.100 

*•  AOMINSTRATIVE  FACILITIES 

15.200 

TROOP  HOUSING  FACILITIES 

ARMY 

FORT  GORDON 

GEORGIA 

WHOLE  BARRACKS  RENEWAL 

21.000 

SCHOFIELD  BARRACKS 

HAWAII 

WHOLE  BARRACKS  RENEWAL 

10,000 

FORT  CAMPBELL 

KENTUCKY 

WHOLE  BARRACKS  RENEWAL 

22.000 

U  S  MILITARY  ACADEMY 

NEW  YORK 

RENOVATE  FOOD  PROCESSING  FACILITY 

28.000 

FORT  BRAGG 

NORTH  CAROLINA 

WHOLE  BARRACKS  RENEWAL 

29.000 

FORT  SILL 

OKLAHOMA 

WHOLE  BARRACKS  RENEWAL 

18.000 

FORT  HOOD 

TEXAS 

WHOLE  BARRACKS  RENEWAL 

29.000 

FORT  MYER 

VIRGINIA 

WHOLE  BARRACKS  RENEWAL 

7.300 

FORT  LEWIS 

WASHINGTON 

WHOLE  BARRACKS  RENEWAL 

32.000 

FORT  LEWIS 

WASHINGTON 

WHOLE  BARRACKS  RENEWAL 

32.000 

••ARMY 

228.300 

NAVY 

LEMOORE  NAVAL  AIR  STATION 

CALIFORNIA 

BACHELOR  ENLISTED  QUARTERS  MODERNIZATION 

7.000 

NORFOLK  NARINE  CORPS  SEC  FORCE  BAIT  LANT 

VIRGINIA 

BACHELOR  ENLISTED  QUARTERS 

6.480 

•  AUTHORIZED  FOR  APPROP  IN  PRIOR  YEAR 
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FY  199S  MILITARY  CONSTRUCTION  TOTAL  OOLIOATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE  6UAMI  AND  RESERVE  FORCES 
BY  TYPE  OF  FACILITY 

(S  THOUSANDS)  DATA  AS  OF  FEB  1994 

INSTALLATION  LOCATION  PROJECT  TOTAL 


TROOP  HOUSING  FACILITIES 
NAVY 


NORFOU  NAVAL  STATION 

VIRGINIA 

BACHELOR  ENLISTED  QUARTERS 

16.430 

EVERETT  NAVAL  STATION 

WASHINGTON 

BACHELOR  ENLISTED  QUARTERS 

7.450 

NAPLES  NAVAL  SUPPORT  ACTIVITY 

ITALY 

BACHELOR  ENLISTED  QUARTERS 

19.360 

SI60NELLA  NAVAL  AIR  STATION 

ITALY 

BACHELOR  ENLISTED  QUARTERS 

13.750 

**MW 

70.470 

AIR  FORCE 

FMXMELL  AFB 

ALABAMA 

STUDENT  DORMITORIES 

9.600 

TRAVIS  AFB 

CALIFORNIA 

DORMITORY 

2.300 

DOVER  AFB 

DELAWARE 

DORMITORY 

4.600 

MOODY  AFB 

GEORGIA 

CONSTRUCT  UEPH  DORMITORY 

3.800 

ROBINS  AFB 

GEORGIA 

J-STARS  DORMITORY 

5.525 

ROBINS  AFB 

GEORGIA 

J-STARS  EXPANDED  FLIGHT  KITCHEN 

1.850 

MOUNTAIN  HONE  AFB 

IDAHO 

DORMITORY 

4.950 

ANOREMS  AFB 

MARYLAND 

DORMITORY 

6.300 

KEESLER  AFB 

MISSISSIPPI 

7-LEVEL  TRAINING  DORMITORY 

8.800 

MCGUIRE  AFB 

NEW  JERSEY 

DORMITORY 

1.600 

MCGUIRE  AFB 

NEW  JERSEY 

DORMITORY 

8.700 

HOLLOMAN  AFB 

NEW  MEXICO 

DORMITORY 

3.950 

ALTUS  AFB 

OKLAHOMA 

ADD  TO  AND  ALTER  DORMITORY 

3.750 

VANCE  AFB 

OKLAHOMA 

ALTER  DORMITORIES 

2.300 

CHARLESTON  AFB 

SOUTH  CAROLINA 

ALTER  DORMITORIES 

9.900 

KELLY  AFB 

TEXAS 

ADO  TO  AND  ALTER  DORMITORY 

2.250 

LACKLAND  AFB 

TEXAS 

ALTER  RECRUIT  DORMITORY 

3.400 

RAF  LAKENHEATH 

UNITED  KINGDOM 

ADD  TO  AND  ALTER  DORMITORY 

3.700 

••AIR  FORCE 

87.275 

••  TROOP  HOUSING  FACILITIES 

386.045 

COWUNITY  FACILITIES 

NAVY 

SAN  DIEGO  MARINE  CORPS  RECRUIT  DEPOT 

CALIFORNIA 

PERSONAL  HYGIENE  FACILITIES 

1.090 

SAN  DIEGO  NAVAL  STATION 

CALIFORNIA 

CHAPEL  AND  RELIGIOUS  EDUCATION  FACILITY 

4.100 

PARRIS  ISLAND  MARINE  CORPS  RECRUIT  DEPOT 

SOUTH  CAROLINA 

CHILD  DEVELOPMENT  CENTER 

2.550 

CHESAPEAKE  NAVAL  SECURITY  GROUP  ACT  NM 

VIRGINIA 

CHILD  DEVELOPMENT  CENTER 

1.150 

DAM  NECK  FLEET  COMBAT  TRAIN  CTR  ATLANTIC 

VIRGINIA 

CHILD  DEVELOPMENT  CENTER 

1.600 

EVEREH  NAVAL  STATION 

WASHINGTON 

CHILD  DEVELOPMENT  CENTER 

2.900 

EVERETT  NAVAL  STATION 

WASHINGTON 

FLEET  RECREATION  CENTER 

3.000 

EVEREH  NAVAL  STATION 

WASHINGTON 

PHYSICAL  FITNESS  FACILITIES 

6.840 

NAPLES  NAVAL  SUPPORT  ACTIVITY 

ITALY 

QUALITY  OF  LIFE  FACILITIES  (INCREMENT  II) 

9.100 

ST  MAWGAN  JOINT  MARITIME  COFMJNICATION  CTR 

UNITED  KINGDOM 

CHILD  DEVELOPMENT  AND  YOUTH  CENTER 

3.900 

•niAVY 

36.230 

AIR  FORCE 

SPANGOAHLEN  A8 

GERMANY 

CHILD  DEVELOPMENT  CENTER 

2.273 

••AIR  FORCE 

2.273 

DEFENSE  LOGISTICS  AGENCY 

DEFENSE  CONSTRUCTION  SUPPLY  CENTER 

OHIO 

FIRE  STATION 

2.200 

FT.  8ELV0IR 

VIRGINIA 

CHILD  DEVELOPMENT  CENTER 

4.600 

••DEFENSE  LOGISTICS  AGENCY 

6.800 

AIR  NATIONAL  GUARD 

FT  WAYNE  MAP 

INDIANA 

FIRE  STATION  AND  AGE  SHOP 

1.950 
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FV  IMS  NILITMV  CONSTWCTIOM  TOTAL  QBLIGATIONAL  AUTHOKITV  AS  REQUCSTEO 

ACTIVE  GUARD  AND  RESERVE  FORCES 
BY  TYPE  OF  FACILITY 


INSTALLATION 

{%  THOUSANDS) 
LOCATION 

DATA  AS  OF  FEB 

PROJECT 

1994 

TOTAL 

COMUNITY  FACILITIES 

AIR  NATIONAL  GUARD 

WK  KELLOGG  REGIONAL  AIRPORT 

MICHIGAN 

FIRE  STATION  t  AIRCRAFT  GROUND  EQUIP  SHOP 

1.600 

••AIR  NATIONAL  GUARD 

3.550 

*•  COtGWNITY  FACILITIES 

4B.S53 

UTILITY  FACILITIES 

ARNY 

FORT  CAMPBELL 

KENTUCKY 

RAILROAD  TRACK 

14.400 

FORT  SAM  HOUSTON 

TEXAS 

SEWAGE  TREATMENT  PLANT  -  CAMP  BULLIS 

4.300 

KVMJALEIN 

KHAJALEIN 

COVER  RAW  WATER  TANKS 

5.200 

KVMJALEIN 

KWAJALEIN 

FUEL  CONTAINMENT  FACILITY 

1.200 

••ARMY 

25.100 

NAVY 

EL  CENTRO  NAVAL  AIR  FACILITY 

CALIFORNIA 

POTABLE  WATER  DISTRIBUTION  SYSTEM  UPGRADE 

1.500 

PORT  HUENEFC  NAVAL  CONSTR  BAHALION  CTR 

CALIFORNIA 

WATER  PROCESSING  SYSTEM  UPGRADE 

4.600 

EVERETT  NAVAL  STATION 

WASHINGTON 

HAZARDOUS  WASTE  STORAGE  AND  TRANSFER  FAC 

1.500 

••NAVY 

7. BOO 

AIR  FORCE 

VANDENBERG  AFB 

CALIFORNIA 

SLFI-UPGRAOE  NATURAL  GAS  SYSTEM 

5.000 

CAPE  CANAVERAL  AFS 

FLORIDA 

SLFI-UPGRAOE  ELECTRICAL  DISTRIBUTION  SYS 

1.750 

ROBINS  AFB 

GEORGIA 

J-STARS  UTILITIES/  MISCELLANEOUS  SUPPORT 

3.825 

KEESLER  AFB 

MISSISSIPPI 

UPGRADE  FIRE  SUPPRESSION  SYSTEM 

640 

WHITEMAN  AFB 

MISSOURI 

B-2  AOAL  DOCK  &  HANGAR  FIRE  PROTECTION  SYS 

3.400 

POPE  AFB 

NORTH  CAROLINA 

•BRIDGE.  ROAD.  AND  UTILITIES 

4.000 

••AIR  FORCE 

18.615 

AUTHORIZED  FOR  APPROP  IN  PRIOR  YEAR 

(4.000) 

DEFENSE  LEVEL  ACTIVITIES 

OSD  MILCON 

CONUS  CLASSIFIED 

CLASSIFIED  LOCATION 

5.300 

UNSPECIFIED  MORLOHIOE  LOCATIONS 

WORLDWIDE  UNSPECIFIED 

CONTINGENCY  CONSTRUCTION 

10.411 

••DEFENSE  LEVEL  ACTIVITIES 

15.711 

NATIONAL  SECURITY  AGENCY 

FORT  MEADE 

MARYLAND 

CRITICAL  SUBSTATION  CONTROL 

5.458 

••NATIONAL  SECURITY  AGENCY 

5.458 

OEF  INTELLIGENCE  AGENCY 

BOLLING  AFB 

DISTRICT  OF  COLUMBIA 

CHILLER  COOLING  TOWER  DIAC 

600 

••OEF  INTELLIGENCE  AGENCY 

600 

AIR  NATIONAL  GUARD 

BOISE  AIRPORT 

IDAHO 

UPGRADE  BASE  DRAINAGE 

380 

FORBES  FIELD 

KANSAS 

UPGRADE  SANITARY  SEWER  SYS 

670 

SELFRIOGE  ANGB 

MICHIGAN 

UPGRADE  HEATING  SYSTEM 

5.400 

SELFRIOGE  ANGB 

MICHIGAN 

UPGRADE  STORM  DRAINAGE  SYSTEM 

840 

TOLEDO  EXPRESS  AIRPORT 

OHIO 

AIRCRAFT  DEICING  APRON 

320 

PORTLAND  lAP 

OREGON 

SITE  RESTORATION 

1.700 

BILLY  MITCHELL  FIELD 

WISCONSIN 

REPLACE  CENTRAL  HEAT  PLANT 

800 

••AIR  NATIONAL  GUARD 

10.110 

*  AUTHORIZED  FOR  APPROP  IN  PRIOR  YEAR 
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FY  1995  HILITAftY  COMSTRUCTION  TOTAL  08LIGATIONAL  AUTHOKITY  AS  REQUCSTEO 

ACTIVE  GUARD  AND  RESERVE  FORCES 
BY  TYPE  Of  FACILITY 

($  THOUSANDS)  DATA  AS  OF  FEB  1994 


INSTALLATION 

LOCATION 

PROJECT 

TOTAL 

UTILITY  FACILITIES 

AIR  FORCE  RESERVE 

HARCH  AFB 

CALIFORNIA 

REPLACE  SUBSTATION 

3.900 

YOUNGSTOWN  MAP 

OHIO 

INDUSTRIAL  WASTE  WATER  PRETREAT  FACILITY 

500 

••AIR  FORCE  RESERVE 

4.400 

••  UTILITY  FACILITIES 

87.794 

AUTHORIZED  FOR  APPROP  IN  PRIOR  YEAR 

(4.000) 

REAL  ESTATE 

NAVY 

BREMERTON  PUGET  SOUND  NAVAL  SHIPYARD 

WASHINGTON 

UTILITIES  AND  SITE  IMPROVEMENTS 

7.840 

•mAVV 

7.840 

AIR  POLLUTION  ABATEMENT 

AIR  FORCE 

CAPE  CANAVERAL  AFS 

FLORIDA 

CORROSION  CONTROL  FACILITY 

1.700 

LAJES  FIELD 

PORTUGAL 

REFUSE  INCINERATOR 

2.850 

••AIR  FORCE 

4.550 

HATER  POLLUTION  ABATEMENT 

NAVY 

CHINA  LAKE  NAVAL  AIR  WARFARE  CTR  WPNS  OIV 

CALIFORNIA 

AIRCRAFT  READY  FUEL  STORAGE  FACILITY 

6.000 

EL  CENTRO  NAVAL  AIR  FACILITY 

CALIFORNIA 

WASTEWATER  TREATMENT  PLANT  UPGRADE 

1.500 

PORT  HUENEME  NAVAL  CONSTR  BATTALION  CTR 

CALIFORNIA 

ABRASIVE  BLAST  AND  PAINT  SPRAY  FACILITY 

4.850 

JACKSONVILLE  FLT  B  INDUSTRIAL  SUPPLY  CENTER  FLORIDA 

HAZARDOUS  AND  FLAtWABLE  STOREHOUSE  AODN 

2.200 

GREAT  LAKES  PUBLIC  WORKS  CENTER  NAVY 

ILLINOIS 

SANITARY  SEWER  SYSTEM  UPGRADE 

13.000 

LAKEHURST  NAVAIRWARFARE  CTR  AIRCRAFT  DIV 

NEW  JERSEY 

POTABLE  WATER  DISTRIBUTION  SYSTEM  ADON 

2.950 

CAMP  LEJEUNE  MARINE  CORPS  BASE 

NORTH  CAROLINA 

OIL  SPILL  PREVENTION 

4.450 

NEWPORT  NAVAL  EDUCATION  &  TRAINING  CENTER 

RHODE  ISLAND 

SANITARY  SEWER  SYSTEM  UPGRADES 

14.500 

QUANTICO  MARINE  CORPS  COMBAT  DEV  COMMAND 

VIRGINIA 

SEWAGE  TREATMENT  PLANT 

19.900 

BREMERTON  PUGET  SOUND  NAVAL  SHIPYARD 

WASHINGTON 

INDUSTRIAL  WASTEWATER  TREATMENT  FACILITY 

3.200 

WHIOBEY  ISLAND  NAVAL  AIR  STATION 

WASHINGTON 

INDUSTRIAL  WASTEWATER  PRETREATMENT  FAC 

1.400 

WHIOBEY  ISLAND  NAVAL  AIR  STATION 

WASHINGTON 

WASTEWATER  TREATMENT  PLANT  UPGRADE 

2.400 

••NAVY 

76.350 

AIR  FORCE 

CAPE  LISBURNE 

ALASKA 

UPGRADE  FUEL  STORAGE  SYSTEM 

2.800 

BEALE  AFB 

CALIFORNIA 

STORM  DRAINAGE  FACILITIES 

1.450 

EDWARDS  AFB 

CALIFORNIA 

UPGRADE  HYDRANT  FUELING  SYSTEM 

2.500 

TRAVIS  AFB 

CALIFORNIA 

FIRE  TRAINING  FACILITY 

1.300 

VANDENBERG  AFB 

CALIFORNIA 

FIRE  TRAINING  FACILITY 

1.550 

PETERSON  AFB 

COLORADO 

UNDERGROUND  FUEL  STORAGE  TANKS 

1.750 

ROBINS  AFB 

GEORGIA 

UPGRADE  STORM  DRAINAGE  SYSTEM 

2.200 

SCOTT  AFB 

ILLINOIS 

UNDERGROUND  FUEL  STORAGE  TANKS 

2.700 

MCCONNELL  AFB 

KANSAS 

STORM  DRAINAGE  FACILITIES 

500 

BARKSDALE  AFB 

LOUISIANA 

STORM  DRAINAGE  FACILITIES 

1.500 

WHITEMAN  AFB 

MISSOURI 

STORM  DRAINAGE  FACILITIES 

1.290 

MALMSTROM  AFB 

MONTANA 

UNDERGROUND  FUEL  STORAGE  TANKS 

3.200 

MALMSTROM  AFB 

MONTANA 

UNGO  FUEL  STORAGE  TANKS  MINUTEMAN  III  FACS 

4.000 

OFFUTT  AFB 

NEBRASKA 

STORM  DRAINAGE  FACILITIES 

1.500 

OFFUTT  AFB 

NEBRASKA 

UNDERGROUND  FUEL  STORAGE  TANKS 

760 

MCGUIRE  AFB 

NEW  JERSEY 

UPGRADE  SANITARY  SEWER  SYSTEM 

4.8G0 

MCGUIRE  AFB 

NEW  JERSEY 

UPGRADE  STORM  DRAINAGE  FACILITIES 

1.900 

FACILITY-68 


FY  199S  MILITMV  COMSTRUCTION  TOTAL  OBLtfiATIONAL  AUTHORITY  AS  REQUESTED 


INSTALLATION 


HATER  POLLUTION  ABATEMENT 
AIR  FORCE 
KIRTLANO  AFB 
POPE  AFB 
6RANO  FORKS  AFB 
MINOT  AFB 
MINOT  AFB 
MINOT  AFB 

WRIGHT-PATTERSON  AFB 
TINKER  AFB 
VANCE  AFB 
VANCE  AFB 
VANCE  AFB 
CHARLESTON  AFB 
ELLSWORTH  AFB 

ARNOLD  ENGINEERING  DEV  CENTER 

KELLY  AFB 

KELLY  AFB 

FAIRCHILD  AFB 

F  E  WARREN  AFB 

RAMSTEIN  AB 

RAMSTEIN  AB 

SPANGOAHLEM  AB 

THULE  AB 

RAF  LAKENHEATH 

••AIR  FORCE 

AIR  NATIONAL  GUARD 
BIRMINGHAM  MAP 
DANNELLY  FIELD 
FRESNO  ANGB 
BUCKLEY  ANGB 
BUCKLEY  ANGB 
FORBES  FIELD 
STAHOIFORD  FIELD 
BANGOR  lAP 

ALPENA  COUNTY  REGIONAL  AIRPORT 

LINCOLN  MAP 

MCGUIRE  AFB 

KIRTLANO  AFB 

HANCOCK  FIELD 

NIAGARA  FALLS  INTERNATIONAL  AIRPORT 
DOUGLAS  MAP 

MNSFIELO  LAHM  AIRPORT 
SPRINGFIELD  MAP 
SPRINGFIELD  MAP 
TULSA  lAP 

GREATER  PITTSBURGH  INTERNATIONAL  AIRPORT 
HARRISBURG  lAP 

FT  INOIANTOWN  ANG  COMMUNICATIONS  SITE 
E  HV  REGIONAL  APT  (MARTINSBURG) 

••AIR  NATIONAL  GUARD 

UR  FORCE  RESERVE 
NESTOVER  AFB 

••AIR  FORCE  RESERVE 

••  WATER  POLLUTION  ABATEMENT 


ACTIVE  GUARD  AND  RESERVE  FORCES 
BY  TYPE  OF  FACILITY 
(S  THOUSANDS) 

LOCATION  PROJECT 


DATA  AS  OF  FEB  1994 

TOTAL 


NEW  MEXICO 
NORTH  CAROLINA 
NORTH  DAKOTA 
NORTH  DAKOTA 
NORTH  DAKOTA 
NORTH  DAKOTA 
OHIO 

OKLAHOMA 

OKLAHOMA 

OKLAHOMA 

OKLAHOMA 

SOUTH  CAROLINA 

SOUTH  DAKOTA 

TENNESSEE 

TEXAS 

TEXAS 

WASHINGTON 

WYOMING 

GERMANY 

GERMANY 

GERMANY 

GREENLAND 

UNITED  KINGDOM 


ALABAMA 

ALABAMA 

CALIFORNIA 

COLORADO 

COLORADO 

KANSAS 

KENTUCKY 

MAINE 

MICHIGAN 

NEBRASKA 

NEW  JERSEY 

NEW  MEXICO 

NEW  YORK 

NEW  YORK 

NORTH  CAROLINA 

OHIO 

OHIO 

OHIO 

OKLAHOMA 

PENNSYLVANIA 

PENNSYLVANIA 

PENNSYLVANIA 

WEST  VIRGINIA 


MASSACHUSETTS 


UNDERGROUND  FUEL  STORAGE  TANKS 

FIRE  TRAINING  FACILITY 

UNGO  FUEL  STORAGE  TANKS  -  MISSILE  FACS 

STORM  DRAINAGE  FACILITIES 

UNDERGROUND  FUEL  STORAGE  TANKS 

UNGD  FUEL  STORAGE  TANKS  -  MISSILE  FACS 

UPGRADE  STORM  DRAINAGE  SYSTEM 

STORM  DRAINAGE  SYSTEM 

FIRE  TRAINING  FACILITY 

UPGRADE  SANITARY  SEWER  SYSTEM 

UPGRADE  STORM  DRAINAGE  SYSTEM 

UPGRADE  HAZARDOUS  WASTE  STORAGE  FACILITY 

STORM  DRAINAGE  FACILITIES 

HAZARDOUS  WASTE/MATERIAL  STORAGE  FACILITY 

UPGRADE  HYDRANT  FUELING  SYSTEMS 

UPGRADE  SANITARY  SEWER  LINES 

STORM  DRAINAGE  FACILITIES 

UNGD  FUEL  STORAGE  TANKS  -  MISSILE  FAC 

HAZARDOUS  WASTE  STORAGE  FACILITY 

UPGRADE  SEWAGE  COLLECTION  SYSTEM 

UPGO  SEWAGE  TREATMENT  PLANT  l>  SEWER  SYS 

FIRE  TRAINING  FACILITY 

UPGRADE  STORM  DRAINAGE  SYSTEM 


UPGRADE  DRAINAGE  SYSTEM 
REPLACE  UNDERGROUND  FUEL  STORAGE  TAWCS 
SITE  RESTORATION 
ADO  TO  F-16  FUEL  CELL  DOCK 
AIRCRAFT  WASHRACK  AND  DEICING  PAD 
SITE  RESTORATION  (  FUEL  STRG  TANK  REMOVAL 
FUEL  CELL  AND  CORROSION  CONTROL  DOCK 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 
AOAL  FUEL  CELL  AND  CORROSION  CONTROL  DOCK 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 
REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS 


REPUCE  UNDERGROUND  STORAGE  TANKS 


100.723 


204. S18 


FACILITY-69 


FY  1995  KUITAHY  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


INSTALLATION 


ENERGY  COiBERVATION 
DEFENSE  LEVEL  ACTIVITIES 
UNSPECIFIED  MORLOUIOe  LOCATIONS 

**OEFEHSE  LEVEL  ACTIVITIES 


UNSPECIFIED  MINOR  CONSTRUCTION 
ARMY 
NAVY 

AIR  FORCE 

SPECIAL  OPERATIONS  COMMAND 

DEFENSE  LEVEL  ACTIVITIES 

JOINT  CHIEFS  OF  STAFF 

DOO  DEPENDENT  SCHOOLS 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 

ARMY  NATIONAL  GUARD 

AIR  NATIONAL  GUARD 

ARMY  RESERVE 

NAVY  RESERVE 

AIR  FORCE  RESERVE 

•*  UNSPECIFIED  MINOR  CONSTRUCTION 


PLANNING  ft  DESIGN 
ARMY 
ARMY 
NAVY 

AIR  FORCE 

SPECIAL  OPERATIONS  COMNANO 

BALLISTIC  MISSILE  DEFENSE  ORAGNIZATION 

DEFENSE  LEVEL  ACTIVITIES 

OEF  INTELLIGENCE  AGENCY 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 

ARMY  NATIONAL  GUARD 

AIR  NATIONAL  GUARD 

ARMY  RESERVE 

NAVY  RESERVE 

AIR  FORCE  RESERVE 

*•  PLANNING  ft  DESIGN 


BASE  REALIGNMENT  ft  CLOSURE  ACCT  PART  I 
DEFENSE  LEVEL  ACTIVITIES 
BASE  REALIGNMENT  ft  CLOSURE  ACCT  PART  I 

••DEFENSE  LEVEL  ACTIVITIES 


BASE  REALIGNMENT  ft  CLOSURE  ACCT  PART  II 
DEFENSE  LEVEL  ACTIVITIES 
BASE  REALIGNMENT  ft  CLOSURE  ACCT  PART  II 

••DEFENSE  LEVEL  ACTIVITIES 


BASE  REALIGNMENT  ft  CLOSURE  ACCT  PART  III 
DEFENSE  LEVEL  ACTIVITIES 
BASE  REALIGNMENT  ft  CLOSURE  ACCT  PART  III 

••DEFENSE  LEVEL  ACTIVITIES 


ACTIVE  GUARD  AND  RESERVE  FORCES 

BY  TYPE  OF  FACILITY 
(t  THOUSANDS) 

LOCATION  PROJECT 

DATA  AS  OF 

FEB  1994 

TOTAL 

WORLDWIDE  UNSPECIFIED  ENERGY  CONSERVATION 

IMPROVEMENT  PROGRAM 

50.000 

50.000 

WORLDWIDE  UNSPECIFIED 

12.000 

WORLDWIDE  UNSPECIFIED 

7.000 

WORLDWIDE  UNSPECIFIED 

7.000 

WORLDWIDE  UNSPECIFIED 

4.020 

WORLDWIDE  UNSPECIFIED 

3.000 

WORLDWIDE  UNSPECIFIED 

5.873 

WORLDWIDE  UNSPECIFIED 

4.430 

WORLDWIDE  UNSPECIFIED 

5.025 

WORLDWIDE  UNSPECIFIED 

5.167 

WORLDWIDE  UNSPECIFIED 

4.000 

WORLDWIDE  UNSPECIFIED 

2.657 

WORLDWIDE  UNSPECIFIED 

158 

WORLDWIDE  UNSPECIFIED 

4.018 

64.348 

WORLDWIDE  UNSPECIFIED 

25.000 

WORLDWIDE  UNSPECIFIED 

62.926 

WORLDWIDE  UNSPECIFIED 

43.380 

WORLDWIDE  unspecified 

49.386 

WORLDWIDE  UNSPECIFIED 

5.713 

WORLDWIDE  UNSPECIFIED 

530 

WORLDWIDE  UNSPECIFIED 

12.360 

WORLDWIDE  UNSPECIFIED 

450 

WORLDWIDE  unspecified 

26.907 

WORLDWIDE  UNSPECIFIED 

1.000 

WORLDWIDE  UNSPECIFIED 

11.532 

WORLDWIDE  UNSPECIFIED 

5.253 

WORLDWIDE  UNSPECIFIED 

1,357 

WORLDWIDE  UNSPECIFIED 

3.172 

248.966 

WORLDWIDE  UNSPECIFIED  BASE  REALIGNMENT  ft  CLOSURE  PART  I  87,600 

87.600 


WORLDWIDE  unspecified  BASE  REALIGNMENT  ft  CLOSURE  PART  II  573.500 

573.500 


WORLDWIDE  UNSPECIFIED  BASE  REALIGNMENT  ft  CLOSURE  ACCT  PART  III  2,048.458 

2.048.458 


facility-70 


FY  MILITMtV  CONSTKUCTION  TOTAL  OOLIOATIONAL  AUTHORITY  AS  RCQUESTEO 


INSTALLATION 


ACTIVe  GUARD  AND  RESERVE  FORCES 
BY  TYPE  OF  FACILITY 

(t  THOUSANDS)  DATA  AS  OF  FEB  1994 

LOCATION  PROJECT  TOTAL 


NATO  INFRASTRUCTURE 
DEFENSE  LEVEL  ACTIVITIES 

OSD  NILCON  HORLOHIOE  UNSPECIFIED  NATO  INFRASTRUCTURE  229.000 


••DEFENSE  LEVEL  ACTIVITIES 


229.000 


TOTALS 


army  708.415 

navy  322.825 

AIR  FORCE  508.273 

AUTHORIZED  FOR  APPROP  IN  PRIOR  YEAR  (4.000) 

DEFENSE  AGENCIES  3.420.287 

AUTHORIZED  FOR  APPROP  IN  PRIOR  YEAR  (261.000) 

•••  TOTAL  •••  ’ 

AUTHORIZED  FOR  APPROP  IN  PRIOR  YEAR  (265.000) 


FACILITV-71 


FV  1995  FAMILY  HOUSING  TOTAL  OOLI6ATIONAL  AUTHORITY  AS  REQUESTED 


BY  TYPE  OF  FACILITY 

($  THOUSANDS)  DATA  AS  OF  FEB  1994 


INSTALLATION 

LOCATION 

PROJECT 

total 

FAMILY  HOUSING.  ARMY 

FORT  CARSON 

COLORADO 

REPLACEMENT  CONSTRUCTION  (145) 

16.500 

FORT  STENART 

GEORGIA 

IREPLACEMENT  CONSTRUCTION  (120) 

(MEMO-NON-AOD) 

(9.700) 

FORT  STEMART 

GEORGIA 

REPLACEMENT  CONSTRUCTION  (128) 

10.600 

SCHOFIELD  BARRACKS 

HAHAII 

REPLACEMENT  CONSTRUCTION  (190) 

26.000 

NATICK  RESEARCH  CENTER 

MASSACHUSETTS 

REPLACEMENT  CONSTRUCTION  (35) 

4.150 

U  S  MILITARY  ACADEMY 

NEW  YORK 

REPLACEMENT  CONSTRUCTION  (56) 

8.000 

FORT  BLISS 

TEXAS 

REPLACEMENT  CONSTRUCTKW  (105) 

10.800 

FORT  BLISS 

TEXAS 

REPLACEMENT  CONSTRUCTION  (110) 

10.600 

FORT  SAM  HOUSTON 

TEXAS 

REPLACEMENT  CONSTRUCTION  (100) 

10.000 

CONSTRUCTION  IMPROVEMENTS 

49.760 

PLANNING 

5.992 

FURNISHINGS  ACCOUNT 

49.083 

MANAGEMENT  ACCOUNT 

80.340 

MISCELLANEOUS  ACCOUNT 

1. 856 

SERVICES  ACCOUNT 

58.129 

UTILITIES  ACCOUNT 

283.933 

LEASING 

243.442 

MAINTENANCE  OF  REAL  PROPERTY 

404.414 

MORTGAGE  INSURANCE  PREMIUMS 

11 

TOTAL  FAMILY  HOUSING.  ARMY 

1.273.610 

(MEMO-NON-ADO) 

(9.700) 

FAMILY  HOUSING.  NAVY 


MARINE  CORPS  BASE  CAMP  PENDLETON 

CALIFORNIA 

NEW  CONSTRUCTION  (196  HOMES) 

28.552 

PUBLIC  WORKS  CENTER  SAN  DIEGO 

CALIFORNIA 

NEW  CONSTRUCTION  (136  HONES) 

18.262 

NAVAL  AIR  TEST  CENTER  PATUXENT  RIVER 

MARYLAND 

NEW  CONSTRUCTION  (HSG  OFFICE) 

863 

NAVAL  SHIPYARD  PORTSMOUTH 

VIRGINIA 

NEW  CONSTRUCTION  (SELF  HELP/WAREHOUSE) 

555 

NAVAL  STATION  PUGET  SOUND.  EVEREH 

WASHINGTON 

NEW  CONSTRUCTION  (HSG  OFFICE) 

780 

CONSTRUCTION  IMPROVEMENTS 

155.602 

PLANNING 

24.681 

FURNISHINGS  ACCOUNT 

32.233 

MANAGEMENT  ACCOUNT 

88.827 

MISCELLANEOUS  ACCOUNT 

1.217 

SERVICES  ACCOUNT 

48.793 

UTILITIES  ACCOUNT 

184.845 

LEASING 

114.336 

MAINTENANCE  OF  REAL  PROPERTY 

383.263 

MORTGAGE  INSURANCE  PREMIUMS 

85 

TOTAL  FAMILY  HOUSING.  NAVY 

1.082.894 

FAMILY  HOUSING.  AIR  FORCE 

MAXWELL  AFB 

ALABAMA 

FAMILY  HOUSING  (25  UNITS) 

2.100 

DAVIS-MONTHAN  AFB 

ARIZONA 

FAMILY  HOUSING  (120  UNITS) 

5.940 

BEALE  AFB 

CALIFORNIA 

FAMILY  HOUSING  (76  UNITS) 

8.842 

EDWARDS  AFB 

CALIFORNIA 

FAMILY  HOUSING  (34  UNITS) 

4.629 

VANOENBERG  AFB 

CALIFORNIA 

FAMILY  HOUSING  (128  UNITS) 

16.460 

BOLLING  AFB 

DISTRICT  OF  COLUMBIA 

FAMILY  HOUSING  (100  UNITS) 

9.000 

PATRICK  AFB 

FLORIDA 

FAMILY  HOUSING  (75  UNITS) 

7.145 

MOUNTAIN  HOME  AFB 

IDAHO 

FAMILY  HOUSING  (4  UNITS) 

881 

MOUNTAIN  HOME  AFB 

IDAHO 

FAMILY  HOUSING  (60  UNITS) 

5.712 

scon  AFB 

ILLINOIS 

CARDINAL  CREEK  PHASE  III 

30.000 

MCCONNELL  AFB 

KANSAS 

FAMILY  HOUSING  (70  UNITS) 

8.322 

BARKSDALE  AFB 

LOUISIANA 

FAMILY  HOUSING  (82  UNITS) 

8.236 

WHITEMAN  AFB 

MISSOURI 

HOUSING  OFFICE 

567 

CANNON  AFB 

NEW  MEXICO 

FAMILY  HOUSING  (1  UNIT) 

230 

#  AUTHORIZED  IN  PRIOR  YEAR 


FACILITY-72 


FV  199S  FMUlV  HOUSIW  TOTAL  (I8LI6ATIOIML  AUTHORITY  AS  REQUESTED 


BY  TYPE  OF  FACILITY 

(t  THOUSANDS)  DATA  AS  OF  FEB  1994 


INSTALLATION 

LOCATION 

PROJECT 

TOTAL 

FAMILY  H0USIN6.  AIR  FORCE 

HOLLOMAN  AFB 

NEW  MEXICO 

FAMILY  HOUSING  (76  UNITS) 

7.733 

KIRTLAND  AFB 

NEW  MEXICO 

FAMILY  HOUSING  (106  UNITS) 

lO.OSS 

POPE  AFB 

NORTH  CAROLINA 

FAMILY  HOUSING  (120  UNITS) 

14.874 

SEYMOUR  JOHNSON  AFB 

NORTH  CAROLINA 

FAMILY  HOUSING  (74  tMITS) 

6.025 

BRAND  FORKS  AFB 

NORTH  DAKOTA 

HOUSING  OFFICE 

709 

SHAW  AFB 

SOUTH  CAROLINA 

FAMILY  HOUSING  (3  UNITS) 

631 

DYESS  AFB 

TEXAS 

FAMILY  HOUSING  (59  UNITS) 

7.077 

LANGLEY  AFB 

VIRGINIA 

FAMILY  HOUSING  (148  UNITS) 

14.421 

FAIRCHILD  AFB 

WASHINGTON 

FAMILY  HOUSING  (6  UNITS) 

1.035 

F  E  WARREN  AFB 

WYOMING 

FAMILY  HOUSING  (106  UNITS) 

11.321 

CONSTRUCTION  IMPROVEMENTS 

61.770 

PLANNING 

9,275 

FURNISHINGS  ACCOUNT 

42.852 

MANAGEMENT  ACCOUNT 

45.076 

MISCELLANEOUS  ACCOUNT 

5,794 

SERVICES  ACCOUNT 

32.724 

UTILITIES  ACCOUNT 

178.472 

LEASING 

112.757 

MAINTENANCE  OF  REAL  PROPERTY 

383.644 

MORTGAGE  INSURANCE  PREMIUMS 

26 

TOTAL  FAMILY  HOUSING,  AIR  FORCE 

1.054.338 

FAMILY  HOUSING.  NATIONAL  SECURITY  AGENCY 

BELGIUM 

BELGIUM 

OFFICIAL  RESIDENCE  PURCHASE 

300 

CONSTRUCTION  IMPROVEMENTS 

50 

FURNISHINGS  ACCOUNT 

75 

MANAGEMENT  ACCOUNT 

65 

MISCELLANEOUS  ACCOUNT 

31 

SERVICES  ACCOUNT 

341 

UTILITIES  ACCOUNT 

420 

LEASING 

10.779 

MAINTENANCE  OF  REAL  PROPERTY 

222 

TOTAL  FAMILY  HOUSING.  NSA 

12.283 

FAMILY  HOUSING.  OEF  INTELLIGENCE  AGENCY 

FURNISHINGS  ACCOUNT 

2.363 

LEASING 

13,272 

TOTAL  FAMILY  HOUSING,  DIA 

15.635 

FAMILY  HOUSING.  DEFENSE  LOGISTICS  AGENCY 

FURNISHINGS  ACCOUNT 

47 

MANAGEMENT  ACCOUNT 

158 

SERVICES  ACCOUNT 

50 

UTILITIES  ACCOUNT 

460 

MAINTENANCE  OF  REAL  PROPERTY 

748 

TOTAL  FAMILY  HOUSING.  OLA 

1.463 

GRAND  TOTAL  FAMILY  HOUSING.  DEFENSE  AGENCIES 

29,381 

HOMEOWNERS  ASSISTANCE 

PAYMENT  TO  HOMEOWNERS 

10.640 

OTHER  OPERATING  COSTS 

34.018 

FACILITY- 73 


FY  199S  FAMILY  HOUSING  TOTAL  OBLIGATIOttAL  AUTHORITY  AS  REQUESTED 


INSTALLATION 

BY  TYPE  OF  FACILITY 
(S  THOUSAW3S) 

LOCATION  PROJECT 

DATA  AS  OF  FEB  1994  ( 

TOTAL  ' 

HOMEOWNERS  ASSISTINCE 

ACQUISITION  OF  REAL  PROPERTY 

124.526 

HOMEOWNERS  ASSISTANCE 

169.104 

GRAND  TOTAL  FAMILY  HOUSING 

3.609.407 

(MEMO-NON-AOD) 

(9.700) 

FACILITY-74 


